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MISSICm OF THE CENTER 



The Center for Vocational and Technical Education la 
an Independent unit on The Ohio State University campuf • 
It serves a catalytic role in establishing consortia to 
focus on relevant problems In vocational and technical 
education. The Center Is comprehensive In Its commitment 
and responsibility^ maltldlsclpllnary in its approach and 
Interlnstltutlonal in its program. 

The Center's mission is to strengthen the capacity of 
state educational systems to provide effective occupational 
education programs consistent with the individual needs and 
manpower requirements by: 

* Conducting research and development to fill voids 
in existing knowledge and to develop methods for 
applying knowledge. 

* Programmatic focus on state leadership development » 
vocational teacher education^ curriculum^ vocational 
choice and adjustment. 

* Stimulating and strengthening the capacity of other 
agencies and institutions to create durable solutions 
to significant problems. 

* Providing a national information storage » retrieval 
and dissemination system for vocational and technical 
education. 
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Finding and using r«ItVAnt infonation fk*iK].uantly ii m aajor 
tMk for eurriculun iptoialliti^ t««chari| adminiitratotAi and 
•tudanta, Tha Cantar for Vocational and Technical Education 
ia dadicated to Mking uaaful and vital infomation accaaaibla 
ao that adticatora nay uaa it to iBprova aohool praotioa. 

Tha Cmtar quartarly aaaaablaa^ undar ona covari inatructional 
MtariaLa ralavmnt to tha fiald of vocational- technical aducation. 
Abitracti of inatructional Matariala in Vocational and Tachnioal 
Education (AIM) ia nraaantad in tha fom of collactioni of 
abatraota of docuaanta trm all araaa vithin thia fiald. 

AIM abatracta are daaigned aaj^oially for taachar or atudant 
claaaroom uaaga. Tha currant information provided will alao 
benefit aducatora directly related to olaaaroon inatruction and 
all ylho naad accasa to contwporary inatructional matariala 
developnent. 

We are indebted to our colleaguaa within the profeaaion 
for providing ua inatructional aateriala aa they baccoM 
available • We alao appreciate the contributiona of inatructional 
aateriala laboratorieai local achool ayate&a and profeaaional 
aaaocietiona auch aa the Vocational matruotional Matariala (VIM) 
aeotion of the Anerican Vocational Aaaociation, Neaibera of tha 
profeaaion are continually encouraged to forward inatructional 
matariala for poaaible inclusion in future iasuea of AIM to the 
Acquiaitiona Specialiat at The Center. 

We hope that thia publication will prove valuable to you 
in your particular educational endeavors* 

Robert E* Taylor 
Director 

The Center for Vocational 
and Technical Education 
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HOW TO USE AIH 



Thii volume of AIM ( Ab>tract> of a^structiomd Materialg 
in Vocational and Technical Eaucatlon ) hag tvo maJor sectional 
reeumes contalnltig abstracts i and Indexea* 

Each abitract presents Infomatlon about a docuaent's 
content to help you to decide If you vant to read the full 
text of the docunent. The abstract is part of the resume 
which provides Infozmatlon obout the document | its source 
and availability. Abstracts are arranged In ascending 
VT-nuBft)er order. A sample resume » preceding this Introductloni 
is explained In detail. 

The Indexes help you to locate the abstracts by page 
nuBibers and VT nuoobers. These indexes are; Sub;)ect Indexi 
Author Index and Conversion of Document NUodber Index. Index 
terms used in the subject index are ERIC descriptors. Each 
document has been assigned several of these descriptors; 
therefore > each doctnent title appears In the subject index 
several times. 

The full texts of documents are available f^cm the 
original sources or frcm the ERIC Doctmmit Reproduction 
Service (EDRS) as microfiche or Xerox reproductions. Ordering 
information for AIM and EDRS reproductions Is provided in a 
follo*ing section. 



VT 015 759i qpptarlDg on pt^t 133 of AIN| VoIum 6| nafll)er 2| 
1973i oatwad vlth an orronMUf avmllability itatOMrxt* 
Tbm docuMnt 1b not avmllabla fktm tho aourct oitod in tho 
abstract. For furthar infbnMtion oonearning tho avmilablllty 
of VT 016 7$9i contaot tha Infozmtlon Acgaisltlon Spaolalisti 
at lha Cantor for Vocational and Tachnical Education. 
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VT 016 200 

ROSENTHAL* OuRlS;AOKANf PHYLLIS 
INTRUOUCTION TO ALLIED HEALTH CAREERS. 
STUDENT'S MANUAL. 

CALIFORNIA UNIV., LOS ANGELES. OIV. OF 
VOCATIONAL EDUCATION. 

OFFICE OF EDUCATION (DKEW), mASHI NuTONi D.C. 

BUREAU OF RESEARCH 

MF AVAILABLE IN VT-ER IC SET. 

PUB DATE - NOVyi 271P. 

OfSCRIPtORS " ♦MANUALS; *HEALTH OCCUPATIONS 
tDUCATIUN; HEALTH; RESOURCE MATERIALS; 
VLCAriCNAL DEVELOPMENT; *HEALTH OCCUPATIONS; 
HEALTH NttDS; MEDICAL CASE HlSiORIES; ♦HEALTH 
SERVICES; titHAVIOKAL OBJECTIVES; GOAL 
ORIENTATION; LEAkNING ACTIVITIES^ SECONDARY 
GRADES; ♦HEALTH PERSONNEL 
ILENTIFIERi - iibuINNING COMPETENCE; 
cCUuATIONAL AWARENESS 

ABSTRACT - Thib STUDENT MANUAL FOR AN 
INTKJDuCTCkY HEALTH OCCUPATIONS EDUCATION 
CURRICULUM AT THE SECJ.^DARY LEVEL CONTAINS 
THREE MODULES, WhICH COVER: 'I* AN 
CRItNTATIG.N TO THE HEALTH CARE SYSTEM, >JITH 
FOUR TOPICAL oMTSi i2) MEETING THE NEEDS OF 
THE PATIENT THROUGH HEALTH CARE DELIVEI^Y, 
WITH EIGHT SAMPLE MEDICAL CASE HISTORIES, AND 
<3) THE HEALTH CARt COMMUNITY, SPECIFICALLY 
KEFERRINi, TO THE ROLE OF ETHICS AND THE LAW 
IN HEALTH hOkK. DEVELOPED BY A PROJECT 
COMMIT TfcE uF EDUCATORS AT THE SECONDARY 
LEVEL, THESE MuDULES INCLUDE EDUCATIONAL 
OBJECTIVES, iNFOf^MATION SHEETS, WORKSHEETS, 
Ai%D OTHER RESOURCE MATER lAuC S^^ECi FI C 
oEhaVJURAL ubJfcCTlVES AND LEARNING ACTIVITIES 
ARE COKRELATtO IN A 2-CULUM^ FORriAT. "REAL- 
LlFL«« ACTIVITIES RELATING TO HEALTH CARE 
cNKlCH THt= CURRICULUM. A WIDE RANGE OF 
DRAWINGS ILLUSTRATES THE TEXT. (AG) 

VT 016 608 

CAREY, ZANb 

OCCUPATIONAL ANALYSIS FOR: DATA PROCESSING 
TECHNOLOGY. 

wASHINbTUN STATE COORDI N AT i i^O COUNCIL FOR 
OCCUPATIONAL EDUCATIO.nj, OLYMPIA. 

OFFICE OF Education (dhew), Washington, d.c. 

MF available in VT-ERIC set. 

PUB DATE - JUN72 103P. SECOND EDITION 

DESCRIPTORS - GOAL ORIENTATION; ^MANUALS; 
SYSTEMS APPROACH; BUSINESS iOUCATION; 
VOCATIONAL education; VOC AT I ONAL DE VE LOPME NT ; 

instructio.^al systems; occupational 
information; ♦data processing; ♦computer 
science education; ♦program development; 
eehaviural objectives; ♦job analysis; task 
analysis; educat lONAL needs; state programs 

IDENTIFIER^ - EDUCATIONAL AWARENESS 

ABSTRACT - THIS UPDATED LEADERS' GUIDE FOR 
DEVELOPING STATE BUSINESS DATA PROCESSING 
TECHNOLOGY PROGRAMS FOR TRAINIM., ENTRY LEVEL 
PROGRAMMERS AND COMPuT-R OPERATORS IN 
WASHINGTON PRESENT^ A "TRAINING PROURAM 
MISSION STATEMENT" AND TASK ANALYSES, BOTH 
uEVELOPEO BY A STATE-WIDE COMMITTEE OF 
LEADERS IN BUSINESS AND IND'J^.iKT FOR DATA 
PROCESSING. UTILIZING A SYSTEMS APPROACH, 
9 AWALYSIS INCLUDES A RATIONALE, 
ERXC*ITIONt AND BEHAVIORAL ObJECriVES, 



PRESENTED IN A ?:-COLUMN FORMAT. PARTICALLY 
FUNDED BY PUBLIC LAW 90-576, THIS 
OCCUPATIONAL ANALYSIS WILL PROVE USEFUL FOR 
ADMINISTRATORS, LOCAL ADVISORY COMMITTEES, 
CURRICULUM PLANNERS, TEACHERS, AND STUDENTS 
FOR PROVIDING AN OVERVIEW OF PROGRAM 
REQUIREMENTS, A TRAINING MANUAL, AND A TOOL 
FOR LEADERSHIP DEVELOPMENT. EDUCATIONAL NEEDS 
AND A PROGRAM RATIONALE ARE DETAILED, GIVING 
BLOCK DIAGRAM FORMS FOR THIS VOCATIONAL 
INSTRUCTIONAL SYSTEM, AN ORGANIZATIONAL 
CHART, AND THREE JOB DESCRIPTIONS. (AG) 

VT 016 638 

communications: industrial education 
curriculum guide. instructional ^ater i al s ' for 
use with 01 sadvar4taged students in vocational 
education . 

omaha public schools, nebr. dept. of 
vocational and adult education, 
mf available in \/t-eric set. 
pub date - aug71 166p. 

descriptors - ♦disadvantaged youth: 

♦ vocational education; vocation''^ 
development; secondary gradf^>, behavioral 
objectives; worksheets; r^^ijorce materials; 
f valuation tfchni uues; ..ommunications; 

♦ curriculum guidfs; "^v.^ade and industrial 
education; teaching procedures; learning 
activities; graphic arts; photography; 
engineering drawing 

identifiers - educational awareness; 
beginning competence 

abstract - this color-keyed model curriculum 
guide for a l-semester course in 
communications at the secondary level 
contains four tabbed units of instruction: 
(i) beginning mechanical drawing* (2) 
beginning photography, (3) beginning graphic 
arts, and (4) appended resource materials, 
intended for disadvantaged students in 
vocational education, these instructional 
materials include fop each topic, behavioral 
objectives, teaching procedures, learning 
activities, and time allotments. resource 
lists, supplies and equipment lists, student 
worksheets, and evaluation itfms are 
provided. this 03cument, developed by 
vocational teachers and supervisors at the 

HIGH SCHOOL LEVEL, IS 3-HOLE PUNCHED FOR EASE 
IN ADDITION AND INSERTION OF SHEETS. (AG) 

VT 016 673 

TOOLS "AND AREAS. LESSON I OF THEORY SERIES. 

REHABILITATION RESEARCH FOUNDATION, ELMORE, 

ALA. MATERIALS DEVELOPMENT UNIT. 

MANPOWER ADMINISTRATION (OOL), WASHINGTON, 

C.C. 

hf available in vt-eric set. 
trade and industrial education, p.o. box 
2b47, university, alabama 35486 ($.60) 
pub date - 55 40p. 

descriptors - *hand tools; skill development; 

♦ programed materials; woilksheets; visual 
aids; answer keys; ♦barbers; training 
objectives; *trade and industrial education; 
♦units of study (subject fields); training 
techniuues; occupational tests; human 
services; vocational development 
identifiers ~ manpower development and 
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TRAINING ACT OF 196^; MOTA; * HA I P CU TT ING 

ABSTRACT - THIS PrtOORAMMED LcSSON FOR 
0£VttOPmo BAKBERS* H4IRrjTTINo SKILLS IS 
iNTENDEU TJ HELP THE *^:UDENT: (1) RECOGNUE 
ThK FOJK AREAS UF . HAIRCUT, (^) KNUW •^HAT 
TC3LS AKfc USED 0^ EACH AREA» AND Ci ) KNOW IN 
rthAT URutR EAr;i AREA IS CUT. A PRE- AND A 
PCS^-TEST y\t INCLUDED S£PARAT£LY. WORKING 
DIAGRAMS ILLUSTRATE THE WORKSHEETS, WHICH 
PROVlOc AN ANSwcR KEY. THIS DOCUMENT w; . 
DEv^iLOHcQ UNDE"^ The MANPOWER DEVELUPMENT AND 
7Km1»><1Nu act of i9oZs <AG) 

VT 0i6 677 

METmLS and mechanical CLUSTERS. 

LcbANUN UNION HIGH SCHOOL, OREG. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - JUN/O 5oP, 

DESCRIPTORS - *CUKRICULUM GUlDuS; SbCUNDARY 
GRAU=S; ♦EOUCATIUNAl OoJECTIVES; *C0URSE 
CC.^TENT; »LEARMNG ACTIVITIES; *MfcTAL WORKING 
UCCUPaTIuN^; TEACHING GUIDES 

Identifiers - career awareness; employment 

SKILLS 

ABSTRACT - THib CURRICULUM GUIDE ON METALS 
AND MECHANICAL CLUSTERS INCLUDES AN ld-W£EK 
CCURSc OUTLINE FUR wELDiNO, AND INFORMATION 
PLUS RtgUlREMENTS A3DUT AN ib-wEEK MACHINE 
ShUP CL'UK:>E AND AN 16-wEEK POwER SHOP COUKSb. 
The CJURSE OUTLINE CONTAINS AiM EXTENSIVE 
DESoRlPTiUN OF CONlcNT, MATERIAL, 
INSTRUCTIONAL OBJECTIVES, CLASSROOM 
ACTIVITIES, ANj LABORATORY ACTIVITIES 
PRtSiiiMTcD IN A 3-COLUMN FORMAT FOR THE 
INSTKUCTOR'S USE IN THE CLASSROOM. (DLI 
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SERVICES, (lOJ HUMEMAKINGf III) LEGAL 
SERVICES, iU) MAMAGE'^ENT, AND I 13) 
RECREATION, i DD 

VT 016 688 

LESSON PLANS FOR STANDARDIZED BOATING SAFETY 
TRAINING GUIDE. 

COAST GUARD (DEPT. UF TRANSPORTATION), 

WASHINGTON, D.Cr 

MF AVAILABLE IN VT-ERlC SFT, 

HUB DATE - JUL72 169P. 

DESCRIPTORS - TRAINING OBJECTIVES; ^LESSON 
PLANS; TEACHING GUIDES; ♦SAFETY; *SAFETY 
bOUCATION; ^MILITARY TRAINING; RESOURCE 
MATERIALS; RECREATION; ACCIDENT PREVENTION; 
SAFETY EQUIPMENT; COURSE CONTENT; LAW 
ENFORCEMENT; ♦BOATMEN; ADULT VOCATIONAL 
EDUCATION; VOCATIONAL DEVELOPMENT 
IDENTIFIERS - EDUCATIONAL AWARENESS 

ABSTRACT - THESE 29 LESSON PLANS DETAIL COAST 
GUARD TRAINING PROCEDURES COVERING BOATING 
SAFETY STANDARDS. THIS TEACHING GUIDE 
PRESENTS TIME ALLOTMENTS, TRAINING 
OBJECTIVf:S, RESOURCE LISTSt AND AN OUTLINE OF 
TEACHING PROCEDURES WITH MAIN POINTS TO BE 
COVERED IN A 2-C3LUMN FORMAT. A SUGGESTED 
LESSON SCHEDULE IS INCLUDED FOR THE VARIOUS 
TOPICS, WHICH RANGE FROM FIRST AID TO ARREST 
PROCEDURES. FEDERAL AND STATE LAWS RECULATING 
BOATING PRACTICES ARE DISCUSSED, GIVING THE 
JURISDICTION AND SCOPE OF AUTHORITY OF THESE 
LAWS. THE USE OF SAFETY EQUIPMENT IS 
EMPHASIZED, FOCUSING ON THE CORRECTION OF 
HAZARDOUS CONDITIONS AND ACCIDENT PREVENTION. 
THIS DOCUMENT IS 3-HOLE PUNCHED FOR EASY 
INSERTION INTO A NOTEBOOK. (AG) 



VT 016 680 

FKcEDuM UF CHOICE IN CAREER SELECTION: "THE 
AMERICAN VjAY." OCCUPATION BY CHOICE INSTEAD 
OF OCCUPATION BY CHANCE. 

PILASCC EDUCATION CcNTER, OHIO. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - ND t>7P. 

DESCRIPTORS - *CARtcR CHOICE; ♦CAREER 
education; ♦OCCUPATIONAL CLUSTERS; 
♦OCCUPATIONAL INFORMATION; ♦TEACHING GUIDES 
IDENTIflfcRS - CAREER AWARENESS 

ABSTr^ACT - DESIGNED BY THE PILASCO EDUCATION 
CENTER IN CUOPERATIUN wITH NUMEROUS SCHOOL 
DISTRICTS OF SCIOTU CJUNTY, OHIO, THIS GRADE 
t) TEACHER'S GUIDE IS DESIGNED TO HELP 
TEACHERS PRUVIDE CAREER INFORMATION TO THEIR 
STUDENTS THKUUGH INFORMATION ON CAREER 
CLUSTERS. THE DOCUMENT GIVES SUGGESTED 
INSTRUCTIONAL APPROACHES FOR THE TtACHiNu OF 
CAREER INFUkMATlUN. OCCUPATIONAL CLUSTERS ARE 
LISTED AND ARE ACCOMPANIED BY A SUGGESTION 
ShcET FOk SPEAKERS ON CAREER INFORMATION. 
CARtcR INFORMATION LOG SHEETS ARE INCLUDED. A 
SUPPLEMENTARY CAREER DEVELOPMENT BOOKLET IS 
ATTACHED TO THt DOCUMENT AND GIVES A BRIEF 
OUTLINE OF CARcER CLUSTERS IN CAREER 
EOUCATiUN. AMUNG THE CAREER CLUSTERS 
DcSCRIDED ARE THE FOLLOWING OCCUPATIONS: (1) 
AGRICULTURE, i^) ARTISTIC, CLERICAL, AND 
CLMMUNICATIVE SKILLS, (3) CONSTRUCTION, 14) 

O JIONf ibl ENTERTAINMENT, 16) FINANCEi 
RiroOD SCRVICE, (d) GOVERNMENT, (9) HEALTH 



VT 016 690 

COWAN, SAMUEL S.f SR. 

MODULAR INSTRUCTION IN AUTOMOBILE BODY REPAIR 
VOCATIONAL TRAINING. 

FEDERAL REFORMATORY, PETERSBURG, VA. 
MF AVAILABLE IN VT-ERIC SFT. 
PUB DATE - JUL70 17IP. 

DESCRIPTORS. - ♦ADULi' VOCATIONAL EDUCATIO^'; 
JOB training; ♦correctional EDUCATION; 

♦ vocational rehabilitation; ♦auto mechaf^lcs; 
trade and industrial education; ♦schedule 
modules; project training methods; vocational 
development; ^ual orientation; educational 
objectives; pesnurce materials; 
manufacturing; manuals 
identifiers - ♦automobile body repairs 
employment skills 

abstract - developed by a vocational 
instructor for the vjcational training of 
inmates at a federal reformatory, this 
sequence of 22 modules fur autcjmobile bodv 
repair instruction contains a total of 53 
performance goals t each ^ ith general and 
specific objectives, performance criteria, 
time allotments, and rfscurce lists. a 
training progress report and other program 
forms are appended. preliminary instructions 
note that jt\l following five related areas of 
sfudy are utilized with this manual: (i) 
related information classes, (2) programed 
instruction classes? (3) resource materials 
center, 14) tr\dt theory, which offers shop 
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INSTRUCTlONf AND 15) SPECIAL AND R6NE0IAL 
EDUCATION CLASSES* lAGI 

¥T 016 691 

SHRUCKf CHARLES i. 

MODULAR INSTRUCTION Wk:L 0ING*-V0CATI ONAL 
TRAINING* 

FEDERAL KEFQRHATDRYt PETERSBURGt VA« 
HF AVAILABLE IN VT-ERIC SET* 
PUB UATE - JAN7I 209P. 

DESCRIPTORS - JOB TRAINING^ *ADULT VOCATIONAL 
EDUCATION! SKILL DEVELOPHENTI SEQUENTIAL 
APPROACH; bEHAVlDRAL UBJECTIVESi PROJECT 
TRAINING HbrHODSi STUDENT EVALUATION! 
♦SCHEDULE HQOULESt TEACHING PROCEDURES! 
manufacturing: vocational DEVELOPMENT! *TRADE 
AND INDUSTRIAL EDUCATION! ♦PRISONERS! SHOP 

curriculum: «MELDING 

IDENTIFIERS - BEGINNING COMPETENCE! 

EMPLOYMENT SKILLS 

AbSTKACT - THIS VOCATIONAL TRAINING PROGRAM 
FOR DEVELOPING WELDING SKILLS IS INTENDED FOR 
INMATES IN A FEDERAL REFORMATORY* DEVELOPED 
BY AN INSTRUCTOR OF VOCATIONAL EDUCATIDNt THE 
SPIRAL-tiUUND INSTRUCTIONAL GUIDE CONTAINS SIX 
MODULAR UNITS OF 63 SEQUENTIAL PERFORMANCE 
OBJECTIVES* THE USE OF AUDIOVISUAL AIDSf 
MODULAR INSTRUCTION! AND RELATED STUDY 
MATERIALS ALLDl^S FOR INTENSIFIED! 
INUlVIOUALIZEDf AND FLEXIBLE SKILL TRAILING* 
SUPPLEMENTARY INSTRUCTION INCLUDES CLASSES 
in: (1) RELATED INFOKMATIDNt (2) PROGRAMED 
INSTRUCT I Oi>4f (3) RESOURCE MATERIALS CENTER 
(VISUAL AIOS)f AND (4) TRADE THEDRYt WHICH IS 
TAUGHT BY THE SHOP INSTRUCTOR* THE INSTRUCTOR 
RECORDS EACH STUDENT'S PROGRESS ON INDIVIDUAL 
TRAINING PROGRESS RECOROSt WHICH ARE ir»CLUDED 
Ih THE APPENDIXES* TEACHING PROCEDURESt 
SPECIFIC ttEHAVIORAL UBJECTIVESt SUGGESTED 
TIME ALLOTMENTS ANU PERFORMANCE CRITERIA ARE 
GiVbN SEPARATELY FOR EACH STATEMENT OF A 
PERFURMANCc OBJECTIVE* (AG) 

VT 016 692 
GbiMTRYf WILLIAM L* 

MODULAR INSTRUCTION— MACHINE SHOP VOCATIONAL 
TRAINING* 

FEUERAL REFURMATUKY» PETERSBURGt VA« 
MF AVAILABLE IN VT-ERIC SET* 
I^UB DATE - MAY72 2I4P« 

DESCRIPTORS - JOB TRAINING: ♦ADULT VOCATIONAL 
ECUCATIQN: SKILL DEVELOPMENT: SEQUENTIAL 
APPROACH: BEHAVIORAL OBJECTIVES: PROJECT 
TRAINING METHODS: STUDENT EVALUATION; 
♦SCHEDULE modules; TEACHING PROCEDURES! 
MANUFACTURING: VOCATIONAL DEVELOPMENT! ♦TRADE 
AND INDUSTRIAL EDUCATION: METAL WORKING 
OCCUPATIONS: ♦SHOP CURRICULUM: 'PRISONERS 
IDENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS: ♦MACHINE SHOP 

ABSTRACT - THIS VOCATIONAL TRAINING PROGRAM 
FOR UEVELOPING MACHINE SHOP SKILLS IS 
INTENDED FOR INMATES IN A FEDERAL 
REFURMATORY* DEVELOPED BY AN INSTRUCTOR OF 
VOCATIONAL EOUCATIONt THE SPIRAL-BOUND 
INSTRUCTIONAL GUIDE CONTAINS 28 MODULAR UNITS 
( O SEQUENTIAL PERFORMANCE OBJECTIVES* THE 
ipDIf^iE OF AUDIOVISUAL AIDS? MODULAR 
l^^^ TIUNf AND RELATED STUDY MATER.! ALS 



ALLOWS FOR INTENSIFieOt INOIVIOUALUED« AND 
FLEXIBLE SKILL TRAINING* SUPPLEMENTARY 
INSTRUCTION INCLUDES CLASSES INt (1) RELATED 
INFORMATION! (2) PAOGRAMEO INSTRUCTION! Of 
RESOURCE MATERIALS CENTER (VISUAL AlOSIt ANO 
(4) TRADE THEDRYt WHICH IS TAUGHT BY THE SHOP 
INSTRUCTOR. ADVANCED STUDENTS MAY GUIDE ANO 
AIC THOSE WHO HAVE NOT YET COMPLETED THEU 
PERFORMANCE OBJECTIVES* THE INSTRUCTOR 
RECORDS EACH STUJENT^S PROGRESS ON INOIVIOUAL 
TRAINING PROGRESS RECORDS t WHICH ARE INCLUOEO 
IN THE APPENDIXES* TEACHING PROCEDURESt 
SPECIFIC BEHAVIORAL OBJECTtVESt SUGGESTED 
Tff^E ALLOTMENTS ANO PERFORMANCE CRITERIA ARE 
GIVEN SEPARATELY FOR EACH STATEMENT OF A 
PERFORMANCE OBJECTIVE* (AG) 

VT OU 697 

THE BARBER^S 4 PREPARATORY STEPS* LESSON II 
OF THEORY SERIFS* 

REHABILITATION RESEARCH POUNDATIONt ELMOREt 
ALA* MATERIALS DEVELOPMENT UNIT* 
MANPOWER ADMINISTRATION (OOLit WASHlNGTONt 
0*C* 

MF AVAILABLE IN VT-ERIC SET* 
TRADE AND INDUSTRIAL EOUCATIONt P« 0* BOX 
2847t UNIVERSITYt ALABAMA 35486 i 1*751 
PUB DATE * 66 44P* 

DESCRIPTORS * ♦INSTRUCTIONAL MATERIALS! 
PROGRAMED INSTRUCTION! INDI V lOUAL UtO 
INSTRUCTION! MANPOWER DEVELOPMENT! ^BARBERST 
♦TRADE ANO INDUSTRIAL EDUCATION! CAREER 
EDUCATION 

IDENTIFIERS - CAREER AWARENESS! EMPLOYMENT 
SKILLS 

ABSTRACT « THIS AUTDINSTRUCTIONAL UNIT IS 
WRITTEN TO GIVE STUDENTS ADVICE ON THE FOUR 
STEPS THAT BARBERS SHOULD TAKE TO INSURE 
THEIR CUSTOMERS* COMFORT DURING THE 
BARBER ING* THE STEPS INVOLVE PREPARING THE 
CUSTOMER FOR FOUR SEQUENTIAL ACTSt (1) 
CUTTING THE CUSTOMER'S HAIRt (21 SHAVING THE 
NECKt 13) DOING A FINAL CHECKUPt AND (41 
RELEASING THE CUSTOMER* QUESTION ANO ANSWER 
FORMS ARE PROVIDED WITHIN THE CONTEXT lF THE 
MATERIAL IN THE INSERT* (DL) 

VT 016 707 

ESTIMATING BRICK COURSES* 

REHABILITATION RESEARCH FOUNOATIONt ELMOREt 

ALA* MATERIALS DEVELOPMENT UNIT* 

MANPOWER ADMINISTRATION (DOLIt WASHlNGTONt 

D*C* 

MF AVAILABLE IN VT-ERIC SET* 
TRADE AND INDUSTRIAL EOUCATIONt P«0* BOX 
2B47t UNIVERSITYt ALABAMA 35486 ($*50l 
PUB DATE - 66 2IP* 

DESCRIPTORS - ♦STUDY GUIDES! VOCATIONAL 
EDUCATION! ♦BUILDING TRADES! ♦Bt^I CKLAY INGi 
♦COURSE CONTENT! ♦TRADE AND INDUSTRIAL 
EDUCATION 

IDENTIIIERS - EMPLOYMENT SKILLS! BEGINNING 
COMPETENCE 

ABSTRACT - THE PURPOSE OF THIS SELF-STUOY 
GUIDE IS TO TEACH STUDENTS HOW TO ESTIMATE 
THE NUMBER OF BRICKS ANO THE MORTAR IN A 
GIVEN AREA OF BRICK CONSTRUCTION* SIMPLE 
ARITHMETIC IS USED TO TEACH STUDENTS HON TO 
CALCULATE THE HEIGHT OF A BRICKt A MORTAR 
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JClNTf A MICK WALLf AND THE NJHdER OF 
COUkSfeS IN A MALL« THE STUDY GUIDE ALSO 
CCNTAINS AN ANSliEA BOOK FOA UUESTIQNS ASKEO 
IN THE SELFMEACHINo UNIT. (OL) 

VT 016 709 

INTkOOUCTIONS. A StLF'-INSTRUCT lONAL PROGRAM. 

REHAttlLtTATICN RESEAHCH FOUNOATIONt ELHOREt 
ALA* 

OEPAATMfeNT OF LABOkt WASHlNGTONf O.C. 
NF AVAILAbte IN VT-EkIC SET^ 
TkAOE ANU INOU&TklAL bDUCATIQNf P.O. BOX 
dHklf UNIVEASlTyt ALABAMA 35^B(» (S.50I 
PUb DATE • NO 16P. 

bESCklPTOkS - ^AUTOINSTRUCTIONAL AIOSl 
♦SOCIAL UEVELOPMENTI «I NTERPEkSON AL 
COMPETENCCI 'SUCIAL kELATIONSi SELF CONCEPTi 
WORKSHhETSi ^TUOY GUIOESt ^AOULT EOUCAT lUN 
tOENTI»'IEKS - »INTkODUCTIONS« SELF AWARENESS; 
ATTITUDES APPkECIATIONS 

ABSIKACT - THIS SELF-INSTRUCTIONAL BOOKLET IS 
DESIGNED TU HtLP TEACH THE USER SOME OF THE 
REASONS ANb PkOCkOUkES FOR CORRECT 
INTRODUCTIONS. QUESTION AND ANSNEA SHEETS ARE 
PkOVIDED TO ALLOW THE READER TU PRACTICE HIS 
SKILL IN PEKFOkHING CORRECT I NTRO OUCTJONS. AS 
A UNIT IN SOCIAL STUOIESt THE MATERIAL IS 
INTENDED TO INCREASE ONE^S SELF CONCEPT* 
CCURTESYt AND k&SPECT FOR OTHERS IN THE 
PROCESS OF GAINING A SOCIAL SKILL. (OL) 

VT 016 768 

JOBS IN THE FORGING INDUSTRY. 

WISCONSIN STATE EMPLOYMENT SERVICE* MAOISON* 
OCCUPATIONAL ANALYSIS FIELD CENTER.* 
WISCONSIN STATE DEPT. OF INOUSTRYt LABOR AND 
HUMAN RELATIONS I MADISON. 
Mf AVAILAbLE IN VT-ERIC SET. 
PUB DATE *- 72 6dP. 

DESCRIPTORS - ^CAREER EDUCATIONS ^INDUSTRIAL 
EDUCATION! ^OCCUP AT lONAL INFURHATIONi 
^RESOURCE MATERIALS 

IDENTIFIERS ^FORGING INDUSTRY; CAREER 
AWARENESS 

ABSTRACT *- THIS BOOKLET* DEVELOPED THROUGH 
THE OCCUPATIONAL ANALYSIS FIELD CENTER OF THE 
WISCONSIN STATE EHi>LOYMENT SERVICI:* CONTAINS 
GENERAL INFURMATION AbOUT THE FORGING 
INDUSTRY. CONTENTS OF THE BOOKLET ARE 
INCLUDED UNDER THE FOLLOWING CHAPTER 
HEADINGS: CI) HISTORY OF FORGING* 12) 
IHPkESSION DIE FORGING* (31 FORGING 
PkUDUCTlON AND FACILITIES! 141 OTHER TYPES OF 
FORGING* C5I THE* FUTURE OF FORGING* AND (6) A 
JOb INDEX. CDLI 

VT 016 781 

HANDBOOK fUR ANALYZING JOBS. 

MANPOWER ADMINISTRATION (OOLit WASHINGTON! 
D.C. 

MF AVAILABLE IN VT-ERIC SFT. 

SUPERINTENDENT OF DOCUMENTS* U.S. GOVERNMENT 

PRINTING OFFICEf WASHINGTON* D.C. 20402 

U90a-D13l* $2,501 

PUB DATE - f^ 339P. 

CcnyrTORS - ♦TASK ANALYSIS* SCREENING 
i gjV>- »Jnft ANALYSIS; MANPOWER NEEDS} 



MANPOWER DEVELOPMENT! ^CDVERNHENT 
PUBLICATIONS! RESOURCE HATERULSS VOCATIONAL 
DEVELOPMENT! ♦EMPLOYMENT QUALIFICATIONS! 
♦OCCUPATIONAL INFORMATION! GOVERNMENT 
(ADMINISTRA1IVE BODYl! MANPOWER UTILUATION! 
EDUCATIONAL DEVELOPMENT! AOULT VOCATIONAL 
EDUCATION! INNOVATION 
IDENTIFIERS » CAREER AWARENESS 

ABSTRACT - IN THIS HANDBOOK* A NEW APPROACH 
AND A STRUCTURED PROCEDURE FOR OBTAINING AND 
RECORDING JOB ANALYSIS DATA ARE PRESENTED SO 
THAT CURRENT! CONPREHENSIVE INFORMATION ABOUT 
JOB REQUIREMENTS CAN BE COLLECTED TO HELP 
DEVELOP PRESENT AND FUTURE MANPOWER PROGRAMS. 
SUPERSEDING THE ^^TRAINING AND REFERENCE 
MANUAL FOR JOB ANALYSIS*** THIS GOVERNMENT 
PUBLICATION WAS DEVELOPED BY EIGHT OF THE 
OCCUPATIONAL ANALYSIS FIELD CENTERS IN STATE 
EMPLOYMENT AGENCIES. THIS UPDATED METHODOLOGY 
WAS PILOT TESTED BY SELECTED OCCUPATIONAL 
ANALYSTS. THE EIGHT TOPICAL CHAPTERS COVERS 
lU A DEFINITION OF JOB ANALYSIS AND ITS 
USES* C2) CONCEPTS AND PRINCIPLES IN JOB 
ANALYSIS* 131 PROCEDURES FOR CONDUCTING A JOB 
ANALYSIS STUDY n AN ESTABLISHMENT! C6I THE 
STAFFING SCHEDULE! (*5) THE JOB ANALYSIS 
SCHEDULE* (61 OR3ANUATI0N AND PROCESS FLOW 
CHARTS* C7) THE NARRATI-VE REPORT« AND C6) 
VERIFICATION OF JOB ANALYSIS. THE APPENDIXES 
CONTAIN^ Cll A DETAILED BREAKDOWN OF THE WORK 
PERFORMED INTO WORKER FUNCTIONS* WORK FIELOSt 
SENTENCE ANALYSIS^ AND MATERIALS PRODUCTS* 
SUBJECT MASTER* AND SERVICES* C2I EXTENSIVE 
DESCRIPTIONS OF WORKER TRAITS AND EMPLOYMENT 
REQUIREMENTS! INCLUDING A DESCRIPTION OF THE 
GENERAL EDUCATIONAL DEVELOPMENT SCALE* AND 
13) A BRIEF LIST OF AGENCY IDENTIFICATION 
NUMBERS FOR EACH STATE. CAG) 

VT 016 785 

KIRTZ* CATHERINE M. 

HOME NURSING. 

NEW JERSEY STATE DEPT. OF EDUCATION! TRENTON.' 

OIV. OF VOCATIONAL EDUCATION.! RUTGERS* THE 

STATE UNIV.! NEW BRUNSWICK* N.J. CURRICULUM 

LAB.i MARIE H. KATIENBACH SCHOOL FOR THE 

DEAF* WEST TRENTON* N.J. 

MF AVAILABLE IN VT*-ERIC SET. 

N.J. VOC-TECH CURRICULUM LAB.! RUTGERS 

UNIVERSITY* BUILDING ^103* KILMER CAMPUS! NEM 

BRUNSWICK* NEW JERSEY 089O3 U2. OOl 

PUB DATE - MAY72 228P. 

DESCRIPTORS - *V3CATI0NAL EDUCATION} 
♦NURSrNGI UNIT PLANS; LESSON PLANSt ^HEALTH 
EOfJCATIDNl *AOULT EDUCATION 
IDENTIFIERS- CAREER AWARENESS 

ABSTRACT - THIS BOOK WAS WRITTEN TO CONVEY TO 
THE OLDER DEAF GIRL A 8ASIC KNOWLEDGE OF HOME 
CARE FOR THE SICK* FIRST AID IN ACCIDENTS AND 
EMERGENCIES! AND COPING WITH NATURAL 
DISASTERS. THE GUIDE CONSISTS OF TWELVE UNITS 
WHICH APPEAR UNDER THE FOLLOWING TITLES: (1) 
WHY TAKE HOME NURSING?! C2) KNOW YOURSELF! 
13) KNOW YOUR BODY* 14) DISEASE* 13) 
EQUIPMENT* C6I PERSONAL CARE OF A PATIENT! 
17) GENERAL TREATMENT! (8) FIRST AID* 19) 
VIOLENT EMERGENCIES* (10) SELF PROTECTION* 
(III FOOD! NUTRITION* AND DIET FOR THE SICK* 
1121 ILLEGAL DRUGS. EACH UNIT CONSISTS OF 
SEVERAL LESSONS* AND EACH LESSON CONTAINS A 
STATEMENT OF OBJECTIVES! A LIST OF 
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INFORMATION GERMm TO THE LESSONt A SECTION 
PGR tfUCAbULAkY NOKOS t AND AN ASSIGNMENT* 
(AUTHUR/OLI 

VT 016 ao3 

SCHOOL BUS MANUAL* 

VERMONT STATE OEPT* OF EOUCATIONt 

MONTPEMER*; VERMONT STATE OEPT* OP MOTOR 

VtrHICLLSf HUM PtLUR. 

MP AVAILABcE IN VT-ERIC SET* 

PUd DATE - JUL68 26P* 

UbSCRlPTORS - ^MANOALS; ^STUbENT 
TRANSPORTATION; 'ESTATE LAWS; ^SCHOOL BUSES; 
EWUIPMENT^ STUDENT LOADING AREAS; 

♦ RESPONSIBILITY 

IDENTlPIcftS - ^SCHOOL BUS DRIVERS 

ABSTRACT - TO ASSIST THE INDIVIDUAL SCHOOL 
BUS ORlVbR IN BECOMING MORE FAMILIAR WITH HIS 
JOB RESPONSIBILITIES AND TO SERVE AS A GUIDE 
FOR OTHERS ChAROED WITH THE TASK OF STUDENT 
TRANSPORTATION 9 THIS MANUAL WAS DEVELOPED* 
CCVtREU ARE SUCH TOPICS AS: (i| HUMAN 
RcLATlONSf {^} QUALIFICATIONS OF SCHOOL BUS 
DKIVEKSt (31 GENERAL RULES AND RECOMMENDAT ED 
^KACTICcS FOR SAFE BUS DPERATlONi (41 
REGULATIONS REGARDING DRIVING ON HIGHWAYS9 
(51 THE IMPORTANCE OF CAREFUL PLANNING OF 
SCHOOL BUS RUUTE LAYOUTS9 SCHEDULES 9 BUS 
STOPS9 MD A CLEAN BUS* THE INTENT OF THIS 
PU6LICATI0N DOES NOT EXTEND BEYOND THAT OF 
PROVIDING THE INDIVIDUAL fillH A CLEAR PICTURE 
OF HIS POSITION AND DUTY AS A SCHOOL BUS 
driver; THEREFORE! IT SHOULD NOT BE VIEWED AS 
A COMPLETE COURSE OF STUDY NOR USED TO GAIN A 
THLROUGH KNOWLEDGE OF MOTOR VEHICLE LAWS* 
UTiiER BOOKS ANu PROVISIONS MUST BE USED TO 
SATISFY THESE REQUIREMENTS. (SNI 

VT 017 148 

hOME ECONOMICS CURRICULUM GUIDE* 

LCS AtAtAQS PUbLIC SCHOOLS* N* HEX* 
MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - ND 17P* 

DESCRIPTORS - «HOME ECONOMICS; ♦CURRICULUM 
GUIDES; COURSE DESCRIPTIONS; CURRICULUM; 
*CUURSb OBJECTIVES; SECONDARY GRADES; 

♦ INTEGRATED CURRICULUM; HOME ECONOMICS 
EDUCATION 

ItcNTIFIERS - ♦LOS ALAMOS SCHOOL DISTRICT 

ABSThACT - DEVELOPED FOR ADMINISTRATORS AND 
TEACHERS By THE LOS ALAMOS PJBLIC SCHOOL 
STAFFt This HOME ECONOMICS GUIDE REFLECTS THE 
(general PHILOSOPHY A.>4D UNDERLYING GOALS 
CCMMCN TO THE ENTIRE SCHOOL DISTRICT* BUILT 
AROUND 'The PRINCIPLE OF EXPOSURE AS A VEHICLE 
FUR CAUSING AWARENESS TO EXISTING PROBLEMS 
AND ENVIRONMENTAL CONDITIUNSt IT SEEKS TO 
INVOLVE PUPILS IN SELF INSTRUCTIONAL 
ACTIVITIES AS WELL AS ACTIVITIES GEARED TO 
CREATIVE EXPRESSION AND REALISTIC EDUCATIONAL 
PURSUITS miCh AID IN THE DEVELOPMENT OF THE 
CONFIDENCE NEEDED TO HAKE ADJUSTMENTS TO LIFE 
SITUATIONS* BASIC IN THE DESIGN IS THE 
INTEGRATION UF CCNCEPTS FROM OTHER 
DISCIPLINES AND PREVIOUS LEARNING 
EXPERIENCES* COURSE OBJECTIVES IN CHILD 

" ^ '?MENTf CLOTHlNGf CREATIVE EXPRESSION 
FRir^ THE ARTSf CONSUMER BUYING AND 
l££yjiii4ENTf GROOMlNGf HEALTH, RELAT lONSHIPS t 



HOUSlNGi FOODS AND NUTRITION* AND A COURSE 
FOR SPECIAL EDUCATION STUDENTS ARE BRIEFLY 
DESCRIBED WITH INSTRUCTIONAL GOALS ON 6 
LEVELS* (SN> 

VT 017 150 

INTRODUCTION TO TABLE MANNERS* LESSON V OF 
LIVING SKILLS SERIES. 

REHABILITATION RESEARCH FOUNDATION* ELMORE* 
ALA* 

MANPOWER ADMINISTRATION (OOLl* WASHINGTONt 
D*C* 

MF AVAILABLE IN VT-ERIC SET* 
TRADE AND INDUSTRIAL EDUCATION* P*0* BOX 
2847* UNIVERSITY* ALABAMA 3S486 ($*6$l 
PUB DATE - 66 35P* 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦SOCIAL DEVELOPMENT; WORKSHEETS; COURSE 
content; ♦SOCIAL eiEHAVIDR 

IDENTIFIERS - ATTITUDES APPRECIATIONS; <TABLE 
MANNERS 

ABSTRACT ^ THIS SELf=-INSTRUCTIDNAL BOOKLET 
CONSISTS OF LESSON V OF THE LIVING SKILLS 
SERIES* ITS PURPOSE IS TO TEACH GOOD TABLE 
MANNERS* TOPICS DISCUSSED TO THE BOOKLET 
INCLUDE THE FOLLOWING: (II THE PLACE SETTING* 
(21 THE ORDER IN WHICH TO EAT YOUR FOOD* C3) 
HOW TO HOLD AND USE YOUR SILVERWAREt 141 
FOODS THAT MAY AND MAY NOT BE EATEN WITH THE 
FINGERS* (51 SOME THKNGS YOU SHOULD AND 
SHOULD NOT 00 AT THE TABLE. VISUAL 
DESCRIPTIONS ARE PROVIDED AS WELL AS QUESTION 
AND ANSWER WORK SHEETS* (DLl 

VT 017 151 

USING DECIMALS* LESSON I OF MATH SERIES* 

REHABILITATION RESEARCH FOUNDATION* ELMORE* 
ALA* 

MANPOWER ADMINISTRATION (ODD* WASHINGTONt 
D*C* 

MF AVAILABLE IN VT-ERIC SET. 
TRADE AND INDUSTRIAL EDUCATION* P*0. BOX 
2647* UNIVERSITY* ALABAMA 35486 ($*5Dl 
PUB DATE - 66 1?P* 

DESCRIPTORS - ♦PROGRAMED MATERIALS; ADULT 
EDUCATION; ♦DECIMAL FRACTIONS; WORKSHEETS; 
♦COURSE CONTENT; MATHEMATICS CURRICULUM; 
SKILL DEVELOPMENT; ♦AUTOINSTRUCTIONAL AIDS 
IDENTIFIERS - BEGINNING COMPETENCE 

ABSTRACT - THIS DOCUMENT COMPRISES THE FIRST 
LESSON OF A MATH SERIES DEVELOPED UNDER THE 
MANPOWER DEVELOPMENT ANP TRAINING ACT OF 
1962« THE DOCUMENT PRESENTS CONTENT MATERIAL 
ON DECIMALS AND A SET OF PROBLEMS FOR 
STUDENTS TO WORK BASED ON THE INSTRUCTIONAL 
MATERIAL IN THE BOOKLET* PRE- AND POST-TEST 
WORK SHEETS ARE INCLUDED WITH THIS 
AUTOINSTRUCTIONAL AID* (DLl 

VT 017 259 
EVANS* J*A* 

I KNOW A TELEPHONE OPERATOR* A COMMUNITY 
HELPER BOOK* 

DOCUMENT NOT AVAILABLE FROM EDRS* 
5017-03031 

G*P* PUTNAM>S AND SDNS* 210 MADISON AVE** NEW 
YORK* NEW YORK IO016 

PUB DATE • 71 47P* PMM COLLECTION 
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DESCKIPTORS - CAReER EDUCATION; INSTRUCTIONAL 
MATERIALSt SUPPLEMENTARY READING MATERIALS} 
PKIMARY GRADES) 4>SERVICESI TELEPHONE 
CQMHUNICATIUN INDUSTRY; CUMMUN ICAT I ONS ; 
SfcMlSKiLLhO OCCUPATIONS; SKILLED OCCUPATIONS; 
FORKING mOMEN; STORY READING; l^DCCUPATI ONAL 
INFOKMATlbN; GUIDANCE 

iUENTIPIERS * ♦CAREER AHARENESS; ATTITUDES 
APPRbClATIONS 

ABSTRACT - PAI^T OP POTNAH^S CO(^HUNITY HELPER 
SERlESt THIS bOGK FOCUSES ON THE VARIETY UP 
TASKS AND RI: SPONS IblLIT I ES OF TELEPHONE 
OPERATORS* HARIA AND CARLOS GARCIA VISIT 
THEIR rtOTHcR AT THE TELEPHONE COMPANY TO 
ATTfcND A CHKISTMAS PARTY. BEFORE THE PARTY, 
Th£ CHILDREN ARE GIVEN A TOOK OF THE BUILDING 
AND ALLOViED TO HATCH THEIR MOTHER AS SHE 
GLIALS AN IMPATIENT CALLER* AN EMERGENCY* 

ANO OTHER MLHE ROUTINE DUTIES RELATED TO 
ACTUAL TELEPHONE CALLS* A PICTURE GLOSSARY AT 
THE ENO OF THE STORY REV I EmS SOME OF THE NEW 

woRcs AND Concepts introduced, (pmi 

VT 017 278 

STANEKt MURIEL 

I KNOm a dairyman, a community HELPER SERIES. 

dccument nut available from edrs. 

5017-03017 

G.P. PUTNAM'S SONSf 210 MADISON AVE.t NEW 
YQRKf NY 10016 

PUb UATE - 70 47P. PMM COLLECTION 

DtSCRlPTORS - CAREER EDUCATION; LANGUAGE 
AKTS; SOCIAL sciences; INSTRUCTIONAL 
materials; SUPPLEMENTARY READING MATERIALS; 
ELEMENTARY oRAOES; SERVICES; ♦DAIRYMEN; 
AGKICULTURc; «FAKM OCCUPATIONS; 
"^AGKIUUSINESS; ♦OCCUPATIONAL INFORMATION 
lOtNTIFIcRS - CAREER AWARENESS; ATTITUDES 
APmCI ATIUNS 

ABSTRACT - ONE OF A SERIES DEPICTING 
COMMUNITY rtfcLPcRSf THIS BOOK TELLS THE STORY 
OF AN ELEi'lENTARY SCHOOL CLASSES VISIT TO A 
DAIRY* THE CHILDRfcN ARE TOLD ABOUT THE TYPES 
UP MILK COwSf THcIK DIET, AND ROUTINE, 
CLcAl>*LlNtSS IN ALL PHASES OF MILK PRODUCTION 
IS EMPHASIZED. VARIOUS MILK PRODUCTS ARE 
DISPLAYED AND DISCUSSED ALONG WITH MILK- 
PROCUCINvi ANIMALS OTHER THAN THE COW. WHEN 
THc CLASS RETURNS TO SCHOOL t THEY CONSTRUCT A 
MINATUKE DAIKV AND EXPERIMENT WITH MAKING 
ttUTTcR. A PiCTURt GLOSSARY HELPS TO REVIEW 
NEta VOCAUULaRY INTRODUCED IN THE TEXT. (PM) 

VT 017 284 

VCIGhT t, VIRGINIA FRANCES 

I KNUm a LIBRARIAN. A COMMUNITY HELPER BOOK. 

DcCUHENT NOT AVAILABLE FROM EDRS. 
5 017-03023 

G.P. PUTNAM'S SONSt 210 MADISON AVE.t NEW 
YCRKf NY 10016 

PUB DATE - 66 ^6P. PMM COLLECTION 

OfcSCKIPTQRS - *SUPHLEMENTARY READING 
MATEKIALS; CAREER EDUCATION; *OCCU? ATIONAL 
INFORMATION; PRIMARY GRADES; ^iLIBRARY 
SERVICES; ^LlBKARiANSf GUIDANCE; LIBRARY 
FACILITIES 

I O ItRS - CAREER AWARENESS; ^ATTITUDES 



ABSTRACT - THIS TEXTt ONE OF A SERIES 
DEPICTING ROLES OF COMMUNITY HELPERSt FOCUSES 
ON THE OCCUPATION OF LIBRARIAN. PERSPECTIVES 
OF THE OCCUPATION ARE PRESENTED IN STORY 
FORMAT* AND A PICTURE GLOSSARY HELPS TO 
REVIEW NEW VOCABULARY INTRODUCED IN THE TEXT. 
(PM) 

VT 017 300 
LENTt HENRY B. 

MEN AT WORK IN THE MIDDLE ATLANTIC STATES. 
MEN AT WORK SERIES. 

DOCUMENT NOT AVAILABLE FROM EORS. 
5017-03116 

G.P. PUTNAM'S SDNSt 210 MADISON AVE.« NEW 
YORKt NY 10016 

PUB DATE - 70 125P. PMM COLLECTION 

DESCRIPTORS - CAREER EDUCATION; GRADE 5; 
GRADE 6; ILLUSTRATIONS; SUPPLEMENTARY READING 
materials; INDEPENDENT STUDY; GROUP 

DISCUSSIONS; agricultural occupations; 
technical occupations; unskilled workers; 
steel industry; electrical occupations; 
science careers; «occupat ions ; ^occupational 
information; *geographic regions; career 
opportunities 

identifiers - career awareness; middle 
atlantic states 

abstract - this occupational survey is 
written for grades 5-6 and is part of the 
"men at work" series. there are many kinds of 
jobs described including farming* fishingt 
coal miningt and various types of factories, 
other industries are steelt oil« electricityt 
chemicals* space and atomic power. this book 
is a report t with many photographs t of the 
skillful men and women who work in this 
region. (pm) 

VT 017 301 

LENTt HENRY 6. 

MEN AT WORK IN NEW ENGLAND. MEN AT WORK 
SERIES. 

DOCUMENT NOT AVAILABLE FROM EORS. 
5017-03113 

G.P. PUTNAM'S SONSf 210 MADISON AVE.t NEW 
YORKt NY 10016 

PUB DATE - 67 128P. PMM COLLECTION 

DESCRIPTORS - ♦SUPPLEMENTARY TEXTBOOKS; 
INSTRUCTIONAL MATERIALS; SOCIAL SCIENCES; 
ELEMENTARY GRADES; AREA STUDIES; 
♦OCCUPATIONS; SOCIAL STUDIES; GEOGRAPHIC 
REGIONS; ♦OCCUPATIONAL INFORMATION; ♦CAREER 
OPPORTUNITIES 

IDENTIFIERS - CAREER AWARENESS; ATTITUDES 
APPRECIATIONS; NEW ENGLAND STATES 

ABSTRACT - THIS SUPPLEMENTARY TEXTBOOK IS 
DESIGNED TO AID STUDENTS IN GRADES 4-6 IN A 
SOCIAL SCIENCE CURRICULUM^ IT PRESENTS AN 
OVERALL VIEW OF OCCUPATIONS IN THE NEW 
ENGLAND STATES INCLUDING THE PRODUCTION OF 
SHOESt PAPERt HELICOPTERS AND TOBACCO. 
SPECIALTY OCCUPATIONSt SUCH AS TRAPPING 
LOBSTERS OR BUILDING NUCLEAR SUBMARINESt ARE 
ALSO REPORTED. (PM) 

VT 017 303 
LENTf HENRY B. 
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HEN AT WORK ON THE M£ST COAST. MEN AT WORK 
StiRIcS. 

DOCUMENT NUT AVAILABLC FROM EORS. 
30i7-*03120 

G.P* PUTNAM'S SQNSt 210 MADISON AVE.» NEW 
YORKt NY 10016 

PUB UAT£ - 6b k^^P. PiiM COLLECTION 

ULSCRIPTOKS - CARb^R EDUCATION; SOCIAL 
SCIENCES; riEMENTAKY GRADES; GUIDANCE; 
INSTKUCTIOtiAL MATERIALS; SOCIAL STUDIES; 
4>0CCUPATir.>IS; '("OCCUPATIONAL INFORMATIOM; 
'i'CAREEK OPPOKTUNiriES; GEOGRAPHIC REGIONS 
IDENTIFIERS ^CAREER AWARENESS; ATTITUDES 
APPRECIATIONS; WEST CUAST STATES 

ABSTRACT - THIS BOOK i CONCENTRATING ON THE 
••GOLDEN WESTt** DESCRIBES THE VARIOUS 
INDUSTRIES OF THt WEST COAST STATESt 
ESPECIALLY CALIFORNIA. A CHAPTER TiTLEDf ••IT 
ALL STARTED wITH MICKEY MOUSE: TELLS THE 
STURY OF THE WALT DISNEY STUDIO WITH EMPHASIS 
ON THE WORK OF THE ARTIST. OTHER INDUSTRIES 
INCLUDE METAL MILLSt FISHERIES* FARMSt AND 
SHIPYARDS. PICTURES ACCOMPANY THE TEXT. iPM) 

VT 017 313 

HO^ BEER IS MADE. MALT LIQUOR INDUSTRY JOBS. 

WISCONSIN STAlti EMPLOYMENT SERVICE* MADISON. 
OCCUPATIONAL ANALYSIS FIELD CENTER. 
MF AVAILABLE IN VT-EfilC SET. 
WSES-3l71-Stft-1120-6- 70 
PUB DATE - ND 90P. 

DESCRIPTORS - *RESOUKCE MATERIALS; *CAREcR 
ECUCaTION; . 4c,PR0DUCTI0N TECHNIQUES ; 
MANUFACTURING; HISTORY; ♦COURSE CONTENT; 
MANPOWER UTILIZATION 

IDENTIFIERS - ♦MALT LIQUOR INDUSTRY; CAREER 
Av^ARcNbSS; ECONOMIC AmARENESS 

ABSTRACT - THIS BOOKLET WAS PREPARED TD 
ENABLE THOSE WHO WANT TO ENTER THE MALT 
LlyUOR INDUSTRY TO UNDERSTAND THE 
REQUIREMENTS AND OPPORTUNITIES UPON ENTRY. 
CONTENTS OF THE BOOKLET ARE ORGANIZED IN THE 
FOLLOWING CHAPTERS^ (1) THE PLACE OF THE MALT 
LIQUOR INDUSTRY IN THE WORLD OF WORK* 12) 
BEER HAS A HlSTDHYi (3) BREWING IN AMERICA^ 
(4) MAKING THE DRINK OF MODERATIONi 15) THE 
FUTURE OF THE MALT LIQUOR INDUSTRY* (6) A 
CAREER IN MALT LIQUOR. iAUTHORS/OL) 

VT 017 314 

BEEF AND DAIRY CATTLE RAI S I NG. . » JOB S. 

WISCONSIN STATE EMPLOYMENT SERVICE* MADISON. 
OCCUPATIONAL ANALYSIS FIELD CENTER. 
MF AVAILABLE IN VT-ERIC SET. 
WStS-31/2-SER-il30-6-70 
PUB 'date - NO 65P. 

descriptors - ^resource materials; ♦career 
education; ♦agricultural occupations; 
agricultural production; ♦animal science; 

agricultural machinery; ♦LIVESTOCK 
IDENTIFIERS - ♦BEEF DAIRY INDUSTRY; CAREER 
AWARENESS 

ABSTRACT - THIS DOCUMENT IS DESIGNED TO 
ACOUAINT THE READER HITH JOBS IN THE 
^P^Y^ITURE AND AGRICULTURE SERVICE INDUSTRY 
cRILy exist IN THE MID-WEST REGION. THE 



BOOKLET CONTAINS INFORMATION ON JOB OUTIESt 
REQUISITE PERSONAL CHARACTERISTICS FOR 
WORKING IN THE INDUSTRY SUCH AS APTITUDES* 
iNlERESrS* TEMPERAMENT AND PHYSICAL TRAITS* 
AND THE REQUIREMENTS AN EMPLOYER MIGHT SET 
SUCH AS EDUCATION AND PREVIOUS EXPERIENCE. 
CHAPTER TITLES IM THE BOOKLET INCLUDE THE 
FOLLOWING: (1) INTRODUCTION - AN ORIENTATION 
TO THE CATTLE RAISING INDUSTRY* (2) 
HISTORICAL HIGHLIGHTS - A SUMMARY OF THE 
DEVELOPMENT OF CATTLE* (3) COLONIAL CATTLE 
RAISING AND THE DAWN OF DAIRYING IN AMERICAt 
U) CONTEMPORARY CATTLE* (5) DESCR IPT I QNjS OF 
JOBS* (6) TRENDS IN CATTLE RAISING, AND <7) 
JOB OPPORTUNITIES. (DL) 

VT 017 320 

MCWILLIAHS* MARG0;REISD0RF* PATRICIA 

LET'S GO TO BUILD A HIGHWAY. LET'S GO SERIES. 

DOCUMENT NOT AVAILABLE FROM EORS. 
5017-0309B 

G.P. PUTNAM'S SONS* 210 MADISON AVE.* NEW 
YORK* NY 10016 

PUB DATE - 71 ^8P. PMM COLLECTION 

DESCRIPTORS - CAREER EDUCATION; 
ILLUSTRATIONS; ELEMENTARY GRADES; 
♦INDEPENDENT STUDY; SUPPLEMENTARY READING 
MATERIALS; ♦ROAD CONSTRUCTION; ♦CIVIL 
ENGINEERING; ♦OCCUPATIONAL INFORMATION; 

♦ STORY READING 

IDENTIFIERS * CAREER AWARENESS; ATTITUDES 
APPRECIAT IONS 

ABSTRACT - WRITTEN FOR GRADES 2-4* THIS 
LARGE-PRINT ILLUSTRATED BOOK SHOWS STEP BY 
STEP HOW OUR MODERN ROADS ARE MADE. IT 
EXPLAINS ALL THE WORK THAT GOES INTO ROAD 
BUILDING EVEN BEFORE THE FIRST BIT OF LAND IS 
CLEARED* AND THEN SHOWS THE CONSTRUCTION 
WORKERS SUCH AS CARPENTERS AND CEMENT MASONS 
USING THE MACHINERY TO DO THEIR JOBS. THIS 
BOCK INCLUDES A GLOSSARY OF TERMS* A LIST OF 
THINGS TO 00 WHILE READING* AND OTHER SOURCES 
OF INFORMATION ON HIGHWAY CONSTRUCTIONS. (PM| 

VT 017 350 

JOBS IN THE MANUFACTURE OF I^UILDINGS. 

WISCONSIN STATE EMPLOYMENT SERVICE* MADISON. 
OCCUPATIONAL ANALYSIS FIELD CENTER.; 
WISCONSIN STATE DEPT. OF INDUSTRYt LABOR AND 
HUMAN RELATIONS* MADISON. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 39P. 

OESCRIPTCPS - ♦RESOURCE MATERIALS; ♦CAREER 
EDUCATION; ♦CONSTRUCTION INDUSTRY; 
PREFABRICATION; BUILDING TRADES; ROOFING; 
FLOORING; ♦TRADE AND. INDUSTRIAL EDUCATION; 

♦ JCB TRAINING 

IDENTIFIERS - ♦MANUFACTURED BUILDINGS 
INDUSTRY; CAREER AWARENESS 

ABSTRACT - THE PURPOSE OF THIS BOOKLET IS TO 
CONVEY TO THE READER NON- TECHNIC AL 
INFORMATION ON JOBS IN THE PRODUCTION OF 
MANUFACTURED BUILDINGS. INFORMATION IN THIS 
BOOKLET INCLUDES THE FOLLOWING: (1) A SHORT 
HISTORY AND DESCRIPTION OF THE INDUSTRY* (21 
AN EXPLANATION OF THE VARIOUS PRODUCTION 
TECHNIQUES* (3) A DESCRIPTION OF JOBS IN 
SUBASSEMBLY* SUCH AS FLOORS* INTERIOR WALLSt 
EXTERIOR WALLS* R30FS* CABINETS* AND UTILITY 
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CDKbSf (4) AN EXPLANTION OF JU6S IN FACTORY 
ASS^HbDTf (3) AN EAPLANATION OF JOBS IN ON- 
SITE ASSEMBLVf AND (6) A DESCRIPTION OF 
CAKEbK UPPURTUNITIES IN THE FIELD. (DLI 

VT 017 40$ 

FINDING ANO HOLDING A JOB. PREVOC AT IQNAL 
SLKfbS. 

UCCUMbNT NOT AVAILABLE FROM EDRS. 

LITTUN SOUCATIONAL PUB.t INC.t DIV. OF LITTON 
INJUSTI^IcSf 4^0 W. 33 ST.t NEW YORK* NY 10001 
PUB DATE - 70 52P. PMM COLLECTION 

DESCRIPTORS - CAREER EDUCATION; SECONDARY 
GRADES; «PROaRAMED INSTRUCTION; INDEPENDENT 
study; PKOSLrM SOLVING; SELF EVALUATION; 
CAREER planning; *JUB APPLICANTS; ♦EMPLOYMENT 
INTERVIEWS; *TASK PERFORMANCE; ♦WORK 
ATTITUDtS; Ef^PLCYMENT QUALIFICATIONS; 
PLKFOKMANCc 

ItrtNTIFlEkS - SELF AWARENESS; EMPLUYMEMT 
SKILLS 

ABSTRACT - THIS PKUCRAMED STUDENT WORKBOOK 
FLK GRAucS 6 THROUGH lOt COVERS SOURCES FOR 
FINDING A JObt JUB INTERVIEWS ANU HOLDING A 
JOB* Jhk SUBJECT MATTER IS ORGANIZED IN SMALL 
StWUENTiAL STEPS AND THE STUDENT IS 
OUCSTiGNEO AFTER EACH STEP. A TEST IS GIVEN 
AT THE =ND OF THE BOOK TO MEASURE THE 
STUDENT'S ACCOMPLISHMENT OF THE LEARNING 
OBJECTIVES. (PM) 

VT 017 M5 

AGRICULTURE: CARELKS THAT IMPROVE THE QUALITY 
OF LiFEf RESTORE THE ENVIRONMENT, FEED THE 
WORLD. 

MARYLAND STATE DEPT. UF EDUCATION, BALTIMORE. 
OfcPT. or VUCATIONAL AND TECHNICAL EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUb JATE - ND 14P. 

DESCRIPTORS - *KESaURCE GUIDES; *CAREER 
EQUCATION;' *AGRICULTUKAL OCCUPATIONS; 

gccupational guidance; ♦occupational 
information; career opportunities 

lOcNTlFIERS - CAREER AWARENESS 

abstract - THIS PAMPHLET IS DESIGNED TO GIVE 
A BRIEF DESCRIPTION OF CAREERS IN 
AGRICULTURE. THE BOOKLET LISTS AND DESCRIBES 
suit OF THE FOLLCWING ARE AS OF wORK: TYPcS 
OF FARMERS, TYPES OF PAID FARM WORKERS, 
OCCUPATIONS IN AGRICULTURAL PRODUCTS, 
AGRICULTURAL SERVICE OCCUPATIONS, AND 
OCCUPATIONS IN AGRICULTURAL SUPPLIES, 
AGRICULTURAL MECHANICS, ORNAMENTAL 
HORTICULTURE, MANAGEMENT OF NATURAL 
RESOURCES. (DL) 

VT 017 516 

OFFICE practice: BUSINESS EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL MATERIALS FOR 
USE WITH DISADVANTAGED STUDENTS IN VOCATIONAL 
EQUCATkON. 

OMAHA PUBLIC SChOOLS, NEBR* DEPT. OF 
VtCATIuNAL AND i^DULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - AUG7i 35P. 

o 

£gP^(];TORS - ♦BUSINESS EDUCATION; ♦OFFICE 



PRACTICE; TYPEWRITING; STENOGRAPHY; 
♦CURRICULUM GUIDES; INSTRUCTIONAL MATERIALS; 
DISADVANTAGED STUDENTS; ♦BUSINESS 
CORRESPONDENCE 

IDENTIFIERS - EMPLOYMENT SKILLS; CAREER 
AWARENESS 

ABSTRACT - THE MATERIALS DEVELOPED BY 
VOCATIONAL TEACHERS IN THIS SPECIAL PROJECT 
ARE CONCERNED WITH CURRICULA AND THOSE THINGS 
THAT SUPPLEMENT AND COMPLEMENT IT. THESE 
MATERIALS ARE PREPARED FOR PUPILS WITH 
SPECIAL NEEDS, PARTICULARLY THE DISADVANTAGED 
OR HANDICAPPED* THE WRITERS OF THIS GUIDE 
DESIGNED IT TO BE USED WITH MINIMUM 
MODIFICATION IN THE REGULAR VOCATIONAL 
EDUCATION CLASSROOM SETTING. THE UNITS ARE 
DESIGNED TO ACQUAINT THE PUPIL WITH ROUTINE 
BUSINESS LETTERS. THEY PROVIDE SUGGESTIONS ON 
HOW TO COMPOSE A CLEAR, EFFECTIVE BUSINESS 
LETTER AND INTRODUCE THE PUPIL TO THE ZONING 
IMPROVEMENT PLAN AND ITS INTEGRAL ROLE IN 
POSTAL SERVICE. ALTHOUGH THIS UNIT WAS 
PREPARED PRIMARILY FOR USE IN ADVANCED 
SHORTHAND, ADVANCED TYPEWRITING, ANO OFFICE 
PRACTICES CLASSES, IT MAY ALSO BE USED IN 
INTRODUCTORY BUSINESS EDUCATION COURSES. IN 
ADDITION, IT MAY BE USED IN DISTRIBUTIVE 
EDUCATION COURSES. THE MATERIALS MAY BE USED 
BY A GROUP OR AN INDIVIDUAL. (AUTHORS/DLl 

VT 017 517 

BROOKS, W. KENT, ANO OTHERS 
ROLES AND PURPOSES OF HOME ECONOMICS 
EDUCATION WITHIN THE TOTAL SCOPE OF 
VOCATIONAL EDUCATION {PROFESSOR'S SECTION)* 

OHIO STATE UNIV., COLUMBUS. CENTER FOR 
VOCATIONAL AND TECHNICAL EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 15MAR72 12P. 

DESCRIPTORS - ♦HOME ECONOMICS EDUCATION; 
♦VOCATIONAL EDUCATION; TEACHING PROCEDURES; 
♦BEHAVIORAL OBJECTIVES; STUDENT EVALUATION; 
TESTING; ♦UNIT PLAN; OCCUPATIONAL HOME 
ECONOMICS 

IDENTIFIERS - CAREER AWARENESS; ♦UNIPACS 

ABSTRACT - THIS INSTRUCTIONAL PACKET PROVIDES 
AN INTRODUCTION T..) HOME ECONOMICS EDUCATION 
FOR THE USE OF INSTRUCTORS OF VOCATIONAL 
LEARNERS WHO HAVE VARYING BACKGROUNDS IN THE 
SUBJECT AREA. OVER ^0 BEHAVIORAL OBJECTIVES 
FOR THE 10- WEEK COURSE OF STUDY DEFINE THE 
ABILITIES ANO INSIGHTS EXPECTED OF THE 
STUDENTS ANO RANGE FnOM RESEARCHING THE 
LITERATURE OF THE FIELD TO AN APPRAISAL OF 
SOCIETAL FORCES THAT COULD MOLD THE FUTURE 
CURRICULUM NEEDS IN THE AREA OF VOCATIONAL 
HOME ECONOMICS EDUCATION. EQUIPMENT NEEDED 
FOR THE TEACHING UNIT IS LISTED AND 
INSTRUCTIONS FOR EVALUATIONS ARE GIVEN. (MU) 

VT 017 519 

manufacturing: industrial EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL MATERIALS FOR 
USE WITH DISADVANTAGED STUDENTS IN VOCATIONAL 
EDUCATION. 

OMAHA PUBLIC SCH30LS, NE8R. DEPT. OF 
VOCATIONAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - AUG71 204P. 
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DfeSCRiFTURS - 'i'HANUFACTURING; CURRICULUM 
GUIDES; ♦OlSAQVANTAGED YOUTH; *TRAOti AMD 
INDUSTRIAL ECUCATIUM; SECONDARY GRADES; 
TEACHbR DEVELOPED MATERIALS; RESOURCE 
MATERIALS; <40RKSHEETS; TEACHING PRUCEOURES; 
LEARNING ACTIVITIES; STUDENT TESTING; 
bEHAVIORAL OBJECTIVES 
lUENfiPIERS - ECUCATIUNAL AWARENESS 

ABSTRACT - THESE COLOR-KEYED MODEL 
INSTRUCTIONAL MATEi^lALS FOR USE mITH 
01 SAUVAMTAGcD STUDENTS IN VOCATIONAL 
EDUCATION AT THE SECONDARY LEVEL WERE 
DLVELurEO BY A SPECIAL PROJECT COMMITTEE OF 
EDUCATORS IN INDUSTRIAL EDUCATION* INTENDED 
AS A SUGGESTED GUIDE FOR TEACHING UNITS 
MiThIN A 1-SEM6STER CURRICULUM ON 
MANOFACTURING9 FOUR SECTIONS DEAL SEPARATELY 
MiTH MANAGEMENT* METALS, PLASTICt AND THE 
LABOR FORCE. FUR EACH TOPIC WITHIN A SECTION, 
BhHAVIQKAL OBJECTIVES, TEACHING PROCEDURES, 
STUDENT eVALUATICN ITEMS, RESOURCE LISTS, 
STUDENT wURKSHEETS, AND LEARNING ACTIVITIES 
ARE INCLUDED. EXTENSIVE RESOURCE MATERIALS, 
InCLUDIUO a GUIUE to AUDIOVISUAL AIDS USED IN 
THE MANUFACTURING CURRICULUM, ARE APPENDED. 
THIS DOCUMENT IS 3-HOLE PUNCHED FOR EASY 
ADDITION OR REMOVAL OF PAGES. lAGI 

VT 017 520 

construction: INDUSTRIAL EDUCATION CURRICULUM 

guide. instructional materials for use with 
01 sadvantabed students in vocational 
education. 

omaha public schools, nebr. dept. of 
vccatioual and adult education, 
mf available in vt-eric set. 

PUB DATt - AUG/1 I67P. 

descriptors - *trade and industrial 
education; ^construction (process); 
♦vocational education; ♦disadvantaged youth; 
vocational devtlgpwent; secondary grades; 
behavioral objectives; worksheets; resource 
materials; ^curriculum guides; teaching 
procedures; learning activities; evaluation 

TEChNlUUES 

ICENTIf lERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE 

ABSTRACT - THIS COLOR-KEYED MODEL CURRICULUM 
GUIDE FOR A i-SEMcSTER INDUSTRIAL EDUCATION 
COURSE IN CONSTRUCTION AT THE SECONDARY ^.EVEL 
CONTAINS SIX TABBED UNITS OF INSTRUCTION: ( 1) 
TOOLS, EQUIPMENT, AND SUPPLIES, (2) 
TECHNOLOGY AND PEOPLEt WHICH COVERS LABOR 
PROCcDURES, (3) MANAGING CONSTRUCTION, (4) 
PRODUCTION TECHNOLOGYt (5) CITY AND REGIONAL 
PLANNING, AND (61 APPENDED RESOURCE 
MATERIALS. INTENDED FOR DISADVANTAGED 
STUDENTS IN VOCATIONAL EDUCATION, THESE 
INSTRUCTIONAL MATERIALS INCLUDE FOR EACH 
TOPIC BEHAVIORAL OBJECTIVES, TEACHING 
PROCEDURES, TIf'E ALLOTMENTS, AND LEARNING 
ACTIVITIES. RESOURCE LISTSt SUPPLIES AND 
e^UlPMENT LISTS, STUDENT WORKSHEETS, AND 
EVALUATION ITEMS ARE PROVIDED. DEVELOPED BY A 
PROJECT COMMITTEE UF VOCATIONAL TEACHERS AND 
SUPERVISORS AT THE HIGH SCHOOL LEVELt THIS 
DOCUMENT IS 3-HOLE PUNCHED FOR EASE IN 
ADDITION AND REMOVAL OF SHEETS. (AG) 



gP^^R AWARENESS" IN THE ELEMENTARY GRADES. 



INSTRUCTIONAL TELEVISION TEACHER*S GUIDE FOR 
GRADES FOUR* FIVE AND SIX. 

MEMPHIS CITY SCHOOL SYSTEM, TENN. DEPT. OF 
INSTRUCTION. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 267P. 

DESCRIPTORS - ^TEACHING GUIDES; ♦CAREER 
EDUCATION; ♦OCCUPATIONAL CLUSTERS; 
♦INTEGRATED CURRICULUM; BUILDING TRADES; MASS 
MEDIA; BUSINESS; HEALTH OCCUPATIONS; 
INDUSTRIAL PERSONNEL; TRANSPORTATION; HOME 
MANAGEMENT; MARKETING; ♦INSTRUCTIONAL 
TELEVISION 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS TEACHER'S GUIDE FOR 
INSTRUCTIONAL TELEVISION, PREPARED BY THE 
MEMPHIS CITY SCHOOL SYSTEM, IS PRIMARILY 
CONCERNED WITH HELPING THE TEACHER INTRODUCE 
ELEMENTARY CHILDREN TO THE WORLD OF WORK. IT 
IS OESIGNEO TO FAMitl ARI ZE STUDENTS WITH 
CLUSTERS 0,F OCCUPAtlONS, THE TITLES OF 
V'ARIOUS JOBS, AND THE TOOLS GENERALLY 
ASSOCIATED WITH EACH WORKER. THE PROJECT WAS 
DEVELOPED AROUND THE CONCEPT THAT THERE IS 
DIGNITY AND SATISFACTION IN WORKING. TO 
ACHIEVE THIS GOAL, THE GUIDE IS ORGANIZED 
ACCORDING TO A 3*F0LD APPROACH: CLASSROOM 
PREPARATION FOR THE TELECAST LESSON, THE 
LESSON ITSELFf INCLUDING 01 SCUSSION AND 
QUESTIONS f AND THE FOLLOWHJP CLASSROOM 
ACTIVITIES. NUMEROUS OCCUPATIONS ARE 
PRESENTED INCLUDING THE FOLLOWING: 
CONSTRUCTION, COMMUNICATIONS, BUSINESS, 
HEALTH, INDUSTRIAL, TRANSPORTATION* PUBLIC 
SERVICES* HGMEMAKING, AND MARKETING 
OCCUPATIONS. FOR EACH OCCUPATIONAL CLUSTER 
CLASSROOM PREPARATION INCLUDES WORKING WITH • 
VOCABULARY WORDS, DISPLAYING POSTERS OF 
WORKERS, COMPLETING MATH AND SCIENCE 
PROBLEMS, AND GENERAL PREPARATION FOR THE 
TELECAST. (AUTHORS/DL) 

VT 017 525 

RESOURCE UNIT FOR FAMILY LIFE EDUCATION, 
LEVEL ID. DEVELOPING AN UNDERSTANDING OF THE 
CONTINUITY OF LIFE: HUMAN REPRODUCTION. 
SUPPLEMENT TO THE CURRICULUM GUIDE FOR 
SCIENCE BIOLOGY fOR THE SECONDARY SCHOOLS. 

CHICAGO BOARD OF EDUCATION, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

CITY OF CHICAGO, BOARD OF EDUCATION, 228 

NORTH LASALLE STREET, CHICAGO, IL 60601 

(SI. 00) 

pub date - 70 50p. 

descriptors- ♦resource units; ♦family life 
education; course content; secondary grades; 
♦ reproduction tbiology); ♦biological 
sciences; curriculum enrichment; 
^supplementary reading materials 

abstract - designed for instruction at level 
10, this family life education resource unit 
is a supplement to the secondary science 
curriculum guide developed for the chicago 
city schools. focusbo on the subject of human 
re product lonf an attempt is maoe to compare 
and contrast the reproductive patterns of man 
with that of other mammals. key conceptst 
vocabularly words and such support materials 
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AS HkOlA AlOSt ANO CLASS ACTIVITIES ARE 
PRESENTED TQ FACILITATE INSTRUCTION. TO 
ENHANCE FURTHER COMPREHENSION ON THE PART OF 
THE TEACHERf AN OVERVIEW OF THE ENTIRE FAMILY 
LIFE EDUCATION CURRICULUM IS INCLUDED AS WELL 
AS THE GENERAL GOALS AND OBJECTIVES OF THE 
COURSE. REFERENCES AND AUDIO VISUAL AIDS 
SUPPLEMENT THE UNIT GUIDE. (SN) 

VT Oil 526 

RESOURCE UNIT FOR FAMILY LIFE EDUCATION* 
LEVEL 9. MY HEALTH PROBLEMS—GROWING UP. 
SUPPLEMENT TO THE CURRICULUM GUIDE FOR HEALTH 
AND SAFETY EDUCATION GRADES 9-12. 

CHICAGO BOARD OF EDUCATION t ILL. 

MF AVAILABLE IN VT-ERIC SET. 

CITY OF CHICAGOv BOARD OF EDUCATIONt 228 

NORTH LASALLE STREET t CHICAGO, IL 60601 

Ul.OOl 

pub date - 70 40p, 

descriptors - ♦resource units; *family life 
education; health education; ♦high school 
curriculum; course content; ♦personal growth; 

maturation; human DEVELOPMENT; ADOLESCENCE 

ABSTRACT - A SUPPLEMENT TO THE HEALTH AND 
SAFETY EDUCATION CURRICULUM GUIDE FOR GRADES 
9-12 IN THE CHICAGO CITY SCHOOLSt THIS FAMILY 
LIFE EDUCATION RESOURCE UNIT WAS DESIGNED FOR 
INSTRUCTION AT LEVEL 7. FOCUSED ON THE TOPICt 
<*HY HEALTH PROBLEMS-GROW ING UPt** IT CONTAINS 
AN INSTRUCTIONAL OUTLINE OF SUBJECT MATTER 
WITH GENERAL COMMENTS ABOUT THE UNIT* 
SPECIFIC GUALSt KEY CONCEPTS TO BE PRESENTEOt 
VOCABULARY WORDS* AND SUGGESTED ACTIVITIES 
AND MATERIALS WHICH MIGHT BE USED. TO FURTHER 
FACILITATE INSTRUCTIONAL COMPREHENS lONt 
OVERALL GOALS AND OBJECTIVES OF THE COURSE 
ARb INCLUDED AS mELL AS AN OVERVIEW OF THE 
ENTIRE FAMILY LIFE EDUCATION CURRICULUM. 
COVERED are: ADOLESCENCEt HUMAN REPROOUCTION* 
HEREDITARY INFLUENCESt AND SOCIAL 
RELATIONSHIPS. A BIBLIOGRAPHIC REFERENCE OF 
BCOKSt PAMPHLETSf FILMS AND OTHER MEDIA FOR 
USE BY THE INSTRUCTOR AND STUDENTS ARE 
PROVIDED. $SN) 

VT 017 527 

RESOURCE UNIT FOR FAMILY LIFE EDUCATIONt 
LEVEL 7« FINDING OUT ABOUT THE CAUSE AND 
PREVENTION OF COMMUNICABLE DISEASES. 
SUPPLEMENT TO THE CURRICULUM GUIDE FOR 
SCIENCEf GRADES 7 ANO 8. 

CHICAGO BOARO OF EDUCATIONt ILL. 

MF AVAILABLE IN VT-ERIC SET. 

CITY OF CHlCAGOt BOARD OF EDUCATIONt 228 

NORTH LASALLE STREET t CHlCAGOt IL 606O1 

l>i.OO> 

PUB DATE - 70 25P. 

DESCRIPTORS - ♦RESOURCE UNITS; ♦UNIT PLAN; 
♦FAMILY LIFE EDUCATION; GRADE 7; GRADE tt; 
'^CCMMUNICABLE CISEASES; DISEASE CONTROL; 
♦SUPPLEMENTARY READING MATERIALS; CURRICULUM 
ENRICHMENT 

ABSTRACT - A SUPPLEMENT TO THE SCIENCE 
CURRICULUM FOR GRADES 7 AND 8 IN THE CHICAGO 
CITY SCHOOLSt THIS FAMILY LIFE EDUCATION 
RFSnuRfc UNIT FOCUSES ON THE CAUSES OF 
t<f-nfir>'A8LE DISEASES AND METHODS OF 
PltKlLlNG THEIR OCCURRENCE. DESIGNED FOR 



INSTRUCTION AT LEVEL 7t THIS UNIT CONTAINS A 
CUnRICULUH OVERVIEW OF THE PROGRAM AND 
OUTLINES ITS GOALS AND OBJECTIVES. TO 
FACILITATE INSTRUCTION OF THE UNITt REV 
CONCEPTSt VOCABULARY WDRDSt ACTIVITIES AND 
SUGGESTED MATERIALS TO BE USED ARE PRESENTED. 
CONTENT TO BE COVERED INCLUDE: 111 DISEASES 
WHICH OCCUR DURIMG THE VAdlOUS STATES OF 
GROWTH IN EARLY SCHOOL-AGE CHILORENt AND 
ADOLESCENTSt 12) BACTERIA AND VIRUS CAUSED 
DISEASESt AND (3| THE RESPONSIBILITY OF 
INDIVIDUALS TO SAFEGUARD THE HEALTH OF 
OTHERS. REFERENCES FOR USE BY THE TEACHER AND 
PUPILS ARE INCLUDED. I SNI 

VT dl7 530 
YORKt EDWIN 

DOCTORAL DISSERTATIONS CONCERNING CAREER 
EDUCATIONt 1960-1971. 

NEW JERSEY STATE DEPT. OF EDUCATIONt TRENTON* 
DIV. OF VOCATIONAL EDUCATION* 
MF AVAILABLE IN VT-£ftIC SET. 
PUB DATE - MAY72 32P* 

DESCRIPTORS - ♦CAREER EDUCATION; ♦DOCTORAL 
THESES; ♦BIBLIOGRAPHIES; ♦RESEARCH PROJECTS 
IDENTIFIERS - EDUCATIONAL AWARENESS; CAREER 
AWARENESS 

ABSTRACT - A LIST OF 781 DOCTORAL 
DISSERTATIONSt WHICH ARE RELATED TO VARIOUS 
ASPECTS OF THE FIELD OF CAREER EDUCATION 
CONSTITUTES THIS DOCUMENT. ALL OF THEM ARE 
AVAILABLE FOR USE IN ROLL MICROFILM FORMAT AT 
THE NEW JERSEY OCCUPATIONAL RESEARCH ANO 
DEVELOPMENT RESOURCE CENTER AT EDISONt N.J. A 
DOCUMENT NUMBER PROVIDES A KEY TO USING EACH 
ITEM. THE DISSERTATIONS ARE LISTED UNDER 55 
TOPICS IN AN ALPHABETICAL ORDERING OF A KEY 
WORK IN EACH TITLE. AN AUTHOR LIST IS 
PROVIDED. (MU) 

VT 017 533 
OETKENf HAROLD 

GENERAL BUSINESS: BUSINESS EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL MATERIALS FOR 
USE WITH DISADVANTAGED STUDENTS IN VOCATIONAL 
EDUCATION. 

OMAHA PUBLIC SCHOOLSt NEBR. DEPT. OF 
VOCATIONAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - AUG71 175P« 

DESCRIPTORS - WORKSHEETS; TRANSPARENCIES; 
RESOURCE MATERIALS; ♦CURRICULUM GUIDES; 

♦ SUMMER PROGRAMS; ♦DISADVANTAGED YOUTH; 
SECONDARY GRADES; ♦BUSINESS EDUCATION; 

♦ VOCATIONAL EDUCATION; VOCATIONAL 
DEVELOPMENT; MONEY MANAGEMENT; MARKETING; 
TEACHER DEVELOPED MATERIALS; FLEXIBLE 
PROGRESSIONS TESTS 

IDENTIFIERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE 

ABSTRACT - THIS CURRICULUM GUIDE FOR A SUMMER 
PROGRAM IN GENERAL BUSINESS AT THE HIGH 
SCHOOL LEVELf AS PART OF A BUSINESS EDUCATION 
PROGRAM FOR DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATIONt MAS DEVELOPED BY 
VOCATIONAL TEACHERS FOR A SPECIAL CURRICULUM 
DEVELOPMENT PROJECT FOR PUPILS WITH SPECIAL 
NEEDS. UTILIZING A FLEXIBLE FORMATt THE 
CURRICULUM MATERIALS FOCUS ON CHECKING 
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ACCOUNTS, CREDIT, AND COMPUTATION OF INTEREST 
KAIES. NUMEHOUS STUDENT NORKSMEETS, STUDENT 
TESTS, TRANSPARENCIES, ANSWER KEYS, AND 
INFOkHATION SHEETS ARE PROVIDED* THIS 
DOCUMENT IS 3-HOLE PUNCHED FOR EASE IN 
ADDITION OR REMOVAL OF PAGES* (AG) 

VT 017 548 

A GUIDE FOR IMPLEMENTING CAREER EDUCATION IN 
THE DAVENPORT COMMUNITY SCHOOL DISTRICT* 

DAVENPORT COMMUNITY SCHOOLS, IOWA* 
MF AVAILABLE IN VT-ERIC SET. 
PUb DATE - 12 32P4 

oesckiptors - "i^program guides; ^career 
education; elemef^tary grades; .secondary 

grades; «M006tS; >KEOUCATIONAL PLANNING; 
EDUCATIONAL OBJECTIVES; CAREER OPPORTUNITIES; 
PROGRAM PLANNING; INTEGRATED CURRICULUM; 
OCCUPATIONAL CLUSTERS 
IDENTIFIERS ~ CAKEER AMARENESS 

ABSTRACT - THIS GUIDE WAS DESIGNED FOR 
PURPOSES OF IMPLEMENTING CAREER EDUCATION 
INTO THE EXISTING CURRICULUM OF GRADES K ' 
THROUGH 12, IN A MIDWESTERN COMMUNITY SCHOOL 
DISTRICT. THE GUIDES PROVIDE AN EXPLANATION 
UF THE IOWA MODEL FUR CAREER DEVELOPMENT, 
CAREER EDUCATION MODEL DEFINITIONS, BASIC 
CONCEPTS OF THE MODEL, PROGRAM Od^ECTIVES FOR 
CAREER EDUCATION, AN ORGANIZATIONAL PLAN FOR 
C;^REER EDUCATION, A LIST OF FIFTEEN 
OCCUPATIONAL CLUSTERS FOR THE WORLD OF WORK, 
AND EDUCATIONAL OBJECTIVES IN CAREER 
EDUCATION AT THE ELEMENTARY AND JUNIOR HIGH 
GRADE LEVELS^ (DL) 

VT 017 549 

CAREER EDUCATION RESEARCH AND DEVELOPMENT 
i^KOJECT. CURRICULUM GUIOE* 

LAFAYETTE PARISH SCHOOL BOARD, LA* 

OFFICE OF EDUCATION (DHEW), WASHINGTON? D*C* 

MF AVAILABLE IN VT-ERIC SET* 

UEG-0- 72-0725 

PUB DATE - AUG72 402P* 

DESCRIPTORS - HUMANITIES; ELEMENTARY GRADES; 
SECONDARY GRADES; ^CURRICULUM GUIDES; ^CAREER 
EDUCATION; RESOURCE MATERIALS; VISUAL AIDS; 
LEARNING ACTIVITIES; VOCATIONAL DEVELOPMENT; 
4>RESEARCH PROJECTS; RELEVANCE (EDUCATION); 
4>LESS0N PLANS; BEHAVIORAL OBJECTIVES; 
EVALUATION PROCEDURES; ^INTEGRATED CURRICULUM 
IDENTIFIERS - ^cRUBLlC LAW 90 576; CAREER 
AWARENESS 

ABSTRACT - THIS CURRICULUM GUIDE, DEVELOPED 
IN THE FIRST PHASE OF A RESEARCH PROJECT FOR 
AN INTEGRATED CAREER EDUCATION PROGRAM, 
CONTAINS: (II SAMPLE LESSON PLANS INTENDED TO 
SUPPLEMENT THE REGULAR CURRICULUM AND 
CORRELATED WITH EACH SUBJECT AREA, (2) 
DEFINITION, GOALS, AND CONCEPTS FOR CAREER 
EDUCATION, (31 A VARIETY OF VISUAL AIDS AND 
RESOURCE MATERIALS, AND (4) BLANK SPACE FOR 
THE TEACHER'S NOTES* STRESSING THE RELEVANCE 
OF A CAREER EDUCATION PROGRAM, THESE 
CURRICULUM GUIDES INCLUDE FOR EACH GRADE 
LEVEL FROM KINDERGARTEN THROUGH GRADE 9 
NUMEROUS LESSON PLANS, EACH WITH BEHAVIORAL 
OBJECT IVES» SUGGESTED LEARNING ACTIVITIES, 
O Ce LISTS, AND EVALUATION PROCEDURES* 
gR^C^TED WITH GENERAL AND SPECIFIC 
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CONCEPTS, THESE CURRICULUM PLANS WERE 
DEVELOPED BY A CURRICULUM DEVELOPMENT TEAM OF 
TEN TEACHERS FROM CAREER EDUCATION TARGET 
SCHOOLS, WITH THE AID OF SEVERAL PRINCIPALS 
AND A CAREER EDUCATION EVALUATION TEAM, AND 
FEDERALLY FUNDED UNDER TITLE I OF PUBLIC LAW 
90-576* THIS DOCUMENT IS 2-HOLE PUNCHED FOR 
EASY INS,ERTION OR REMOVAL OF PAGES* (AGI 

VT 017 556 

SHORTHAND: BUSINESS EDUCATION CURRICULUM 
GUIDE* INSTRUCTIONAL MATERIALS FOR USE WITH 
DISADVANTAGED STUDENTS IN VOCATIONAL 
EDUCATION* 

OMAHA PUBLIC SCHOOLS, NEBR* DEPT* OF 
VOCATIONAL AND ADULT EDUCATION* 
MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - AUG71 140P» 

DESCRIPTORS - BUSINESS EDUCATION; ♦VOCATIONAL 
EDUCATION; ^OFFICE PRACTICE; ♦CURRICULUM 
GUIDES; VISUAL AIDS; STUDY GUIDES; SECONDARY 
GRADES; INSTRUCTIONAL MATERIALS; 
♦DISADVANTAGED YOUTH; *STENOGRAPHY ; 
MARKETING; ^FHAVIORAL OBJECTIVES; TEACHING 
PROCEDURES; STUDENT TESTING 
IDENTIFIERS - EOOCATIONAL AWARENESS; 
BEGINNING COMPETENCE 

ABSTRACT - THIS CURRICULUM GUIDE, DEVELOPED 
.BY A HIGH SCHOOL VOCATIONAL TEACHER AS A 
SPECIAL SUMMER PROJECT, CONTAINS 
INSTRUCTIONAL MATERIALS IN SHORTHAND AND 
OFFICE SKILLS FOR USE WITH DISADVANTAGED 
STUDENTS IN A VOCATIONAL BUSINESS EDUCATION 
PROGRAM AT THE HIGH SCHOOL LEVEL* A WIDE 
RANGE OF TRANSPARENCIESf SLIDE-TAPE 
MATERIALS, AND QUIZZES CAN BE ADAPTED FOR 
REGULAR CLASSES, LARGE GROUP PRESENTATIONS, 
UR INDIVIDUALIZED STUDY PACKETS* ANSWER KEYS 
FOR TEACHERS AND SAMPLE ANSWER SHEETS ARE 
PROVIDED IN THIS DOCUMENT, WHICH 1% 3-HOLE 
PUNCHED FOR EASE IN INSERTION OR REMOVAL OF 
PAGES. BEHAVIORAL OBJECTIVES, STUDY GUIDES, 
AND TEACHING SUGGESTIONS ARE INCLUDED FOR 
EACH UNIT OF STUDY*. (AG) 

VT 017 571 

DARCY, ROBERT L*;POWELLf PHILLIP E* 
MANPOWER DEVELOPMENT OPPORTUNITIES IN 
AMERICAN ECONOMIC LIFE* 

MF AVAILABLE IN VT-ERIC SET* 

PUB DATE - NO 25IP* REVISED EDITION 

DESCRIPTORS - ♦STUDY GUIDES; ♦TEXTBOOKS; 
♦OCCUPATIONAL INFORMATION; GRADE B; ♦LABOR 
market; ECONOMICS; TECHNOLOGICAL ADVANCEMENT; 
MANPOWER UTILIZATION 
IDENTIFIERS - ECONOMIC AW^^RENESS 

ABSTRACT - THIS STUDENT TEXT AND ACCOMPANYING 
STUDY GUIDE ARE DESIGNED TO ACQUAINT EIGHTH 
GRADE STUDENTS WITH INFORMATION CONCERNING 
PRESENT AND FUTURE WORK SITUATIONS* CASE 
HISTORIES, GRAPHS, LINE DRAWINGS, AND TEXTUAL 
INFORMATION ARE CONTAINED IN SECTIONS TITLED: 
ii) THE JOY OF WORK, (THE WORLD OF WORK), 131 
BASIC ECONOMIC PRINCIPLES, (41 ECONOMIC VALUE 
OF EDUCATION, (3) THE MANPOWER MARKET, AND 
(6 1 TECHNOLOGICAL CHANGE* (SBI 

VT 017 572 

ADVISORY COUNCILS ARE ESSENTIAL TO VOCATIONAL 



AIH/VOL 6 NO 4 



345 



EDUCATION PHOGRAHS IN NEVADA* 

NEVAOA STATE OEPT* OF EOUCATlONt CARSON CITY. 
01 V. Oi= VOCATIONAL-TECHNICAL ANO ADULT 
EOUCATiON. 

MF AVAILABLE IN VT-ERIC SET. 

JCN V. KRUG» EXECUTIVE OIRECTORt NEVAOA 

ADVISORY COUNCIL FOR MANPOWER TRAINING ANO 

CAREER EOUCATlONt STATE HAIL ROOHt CARSON 

CITYf NV &970I ($1,501 

PUB OATF - JUN67 lOP. 

descriptors - .^advisory committees; 
♦vocational education; li^program planning; 
educational programs; ^program 
administration; local issues 
identifiers nevada; «local control 

abstract - realizing the need* for the 
development of strongt effective advisory 
ccuncils at the local level to aid in the 
planning and functional operation of 
vocational education programs so as to keep 
them attuned tu the manpower needs of the 
countryf this bulletint prepared by nevada's 
state department of eoucatlont sets forth 
scme organizational guidelines and 
implementation procedures to help in the 
initiation process. to further insure its 
operatldnt 14 suggested operational practices 
are listed. (sni 

VT 017 573 

RUTKEVICHt M.N<«t ED« 

THE CAREER PLANS OF YOUTH. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
INTERNATIONAL ARTS L SCIENCES PRESS t 901 N. 
BROADMAYt WHITE PLAINSt NY 10603 

pub date - 69 issp. 

descriptors - "^career planning; vocational 
development; books; tables (datai; Russian 
literature; ^youth; education; social 
mobility; occupational mobility; 
scciueconomic influences; student role; 
secondary grades; ^occupational aspiration; 
♦educational sociology; ♦foreign countries 
identifiers - labor force participation; 
♦russia; economic awareness; career awareness 

abstract - this volume of articles prepared 
by the philosophy department and the 
sociological laboratory of the urals state 
university, presents the results of a series 
of empirical studies in the general area of 
the sociology of education. tt^e studies deal 
with such subjects as the educational and 
career aspirations of stuoentst their access 
to advanced eoucatlont ano the extent of 
social mobility in soviet society. an 
unusually revealing feature of the studies is 
the focus on social class differences in 
aspiration levelst occupational chdicest and 
perceptions of alternative work careers. the 
data, presented in numerous tablest provide 
the basis for comparisons with western 
studies of class structure and the social 
mobility in non-socialist industrialized 
societies. this book was written by the dean 
of the philosophy department at urals state 
university and was translated and edited by a 
pr i of economics at hofstra university^ 



VT 017 574 

ORNAMENTAL HORTICULTURE: AGRI-BUSINESS 
CURRICULUM GUIDE. INSTRUCTIONAL MATERIALS FDR 
USE WITH DISADVANTAGED STUDENTS IN VOCATIONAL 
EDUCATION. 

OMAHA PUBLIC SCHGOLSt NEBR. DEPT. OF 
VOCATIONAL ANO ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - AUG71 241P. 

DESCRIPTORS - LESSON PLANS; SECONDARY GRADES; 
PRODUCER SERVICES; ♦CURRICULUM GUIDES; VISUAL 
AIDS; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; MOTIVATION TECHNIQUES; 
♦DISADVANTAGED YOUTH; ♦AGRIBUSINESS; 
♦ORNAMENTAL HORTICULTURE; VOCATIONAL 
education; VOCATIONAL DEVELOPMENT; RESOURCE 
MATERIALS; ♦ORNAMENTAL HORT I CULTURE 
OCCUPATION 

IDENTIFIERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE 

ABSTRACT - THIS STATE CURRICULUM GUIDE FOR AN 
ORNAMENTAL HORTICULTURE COURSE WAS INTENDED 
FOR EITHER GRADE 10 OR GRAOE 11 IN A 
VOCATIONAL AGRIBUSINESS PROGRAM FOR 
DISADVANTAGED STUDENTS. DEVELOPED BY A 
PROJECT COMMITTEE OF SECONDARY SCHOOL 
TEACHERSt SUPERVISORSt AND ADMINISTRATORS IN 
VOCATIONAL AND AGRICULTURAL EOUCATlONt THESE 
INSTRUCTIONAL MATERIALS INCLUDE COURSE 
OUTLINES FOR EIGHT UNITS OF STUDY: (II 
NURSERY PRDDUCTIDNt (21 GREENHOUSE 
PRODUCXIONt (3r LANDSCAPE MAINTENANCE 
CONTRACTING t (41 RETAIL FLORICULTUREt (51 
TURFGRASS MAINTENANCEt (61 GARDEN STORE 
DPERATIONt (7) ARBDRICULTUREt AND (81 
HORTICULTURE MECHANICS. FOR EACH COURSEt A 
DETAILED I NSTRUCTIONAL OUTL INE IS PRESENTED 
WITH DAILY LESSON PLANSt WHICH INCLUDE 
SPECIFIC BEHAVIORAL OBJECTIVESt LEARNING 
ACTIVITIESt AND RESOURCE LISTS. A WIDE RANGE 
OF VISUAL AlOSt INFORMATION SHEETSt TERM 
DEFINITIONS t AND OTHER RESOURCE MATERIALS ARE 
PROVIDED. TEACHING PROCEDURES ARE DETAlLEDt 
INCLUDING SUGGESTIONS FDR MOTIVATING THE 
STUDENTS. THIS DOCUMENT IS 3-HQLE PUNCHED FOR 
EASE IN ADDITION AND REMOVAL OF PAGES. (AGI 

VT 017 576 

SOIL SCIENCE ANO PLANT TECHNOLOGY: AGRI- 
BUSINESS CURRICULUM GUIDE. INSTRUCTIONAL 
MATERIALS FOR USE WITH DI SADVANTAGED STUDENTS 
IN VOCATIONAL EDUCATION. 

OMAHA TUB! I C SCHOOLS, NEBR. DEPT. OF 
VOCATIONAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - AUG71 181P. 

DESCRIPTORS - LESSON PLANS; SECONDARY GRADES; 
BEHAVIORAL OBJECT I VES; RE SOURCE MATERIALS; 
MOTIVATION TECHNIQUES; ♦CURRICULUM GUIDES; 
TEACHING PROCEDURES; ♦DISADVANTAGED YOUTH; 
AGRIBUSINESS; ♦SOIL SCIENCE; ♦PLANT SCIENCE; 
♦VOCATIONAL EDUCATION; VOCATIONAL 
DEVELOPMENT: INDUSTRIAL TECHNOLOGY 
IDENTIFIERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE 

ABSTRACT - THIS CURRICULUM GUIDE FOR A 1- 
SEMESTER COURSE AT THE HIGH SCHOOL LEVEL IN 
SOIL SCIENCE AND PLANT TECHNOLOGY IS INTENDED 
TO BE PART OF A VOCATIONAL AGRIBUSINESS 
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PROGRAM FOR OIS ADVANTAGED STUDENTS* OEVEIOPEO 
BY A CURRICULUM COMNITTEE Of Ti^O SECONDARY 
VOCATIONAL AGRICULTURE INSTRUCTORS! THIS 
COURSE OUTLINE EHPHASIZES THE APPLICATION OF 
TECHNOLOGY TU SUILS AND CROP PRQOUCTiON. 
PREPARED AS AN AID FOR UHAHA VOCATIONAL 
AGRICULTURE INSTRUCTORS IN DEVELOPING A 
COURSE OF STUDY FOR STUDENTS INTERESTED IN 
AGRICULTURE* THIS CURRICULUM OUTLINE CONTAINS 
DAILY LESSON PLANSt WHICH INCLUDE SPECIFIC 
bkHAVIORAL OBJECTIVESt LEARNING ACTIVITIESt 
AND RESOURCE LISTS. INFORMATION SHEETS* 
OUTLINES OF SUGGESTED TEACHING PROCEDURES* 
VISUAL AIDS* AND TERM DEFINITIONS ARE 
PROVIDED. IDtAS FOR MOTIVATING THE STUDENTS 
ARE PRESENTED WITH EACH DAILY LESSON PLAN* 
THIS OUCUMENT IS a-HOLE PUNCHED FOR EASE IN 
ADDITION OR REMOVAL OF PAGES* (AG) 

VT 017 598 

MODEL CURRICULA AND TRAINING TECHNIQUES FOR 
USE IN TRAINING PARA-PROFESSIONAL EMPLOYEES 
OF PUBLIC HOUSING AUTHORITIES* 

TLMPLE UNIV*t PHILADELPHIA, PA* CENTER FOR 

SUCIAL POLICY AND COMMUNITY DEVELOPMENT* 

DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT? 

WASHINGTON* D*C* 

MF AVAILABLE IN VT-EftiC SET* 

PUtt DATE - JAN72 ^^lP. 

descriptors - supervisory training; manuals; 
schedule modules; vocational development; 
adult vocational education; ^career ladders; 
i^subpkofessignals; ^training techniques; 
management education; ♦housing management 
aides; local housing authorities; government 

ROLL; discovery PROCESSES; ♦SOCIAL SERVICES 
ItENTIFlERS - EMPLOYMENT SKILLS 

AbSTRACT - THIS REVISED MODEL CURRICULUM AND 
TRAINING MANUAL FOR INSERVICE AND ON-THE-JOB 
TRAINING OF PARAPROFESSIONALS IN SIX 
OCCUPATIONAL AkEASt WHICH MAKE UP ONE CAREER 
tAUUER IN MANAGEMENT AND ANOTHER IN SOCIAL 
SERVICES, ^AS SPECIFICALLY INTENDED TO MEET 
THE t^EtOS OF PHILADELPHIA'S LOCAL HOUSING 
AUTHORITY* THE ROLES OF THE RESIDENT ADVISORY 
BOARD, THE PHILADELPHIA HOUSING AUTHORITYt 
THE U.S* DEPARTMENT OF HOUSING AND URBAN 
DEVELOPMENT, AND VARIOUS INDIVIDUALS IN 
DEVELOPING THESE MODEL TRAINING TECHNIQUES 
ARE EMPHASISED* A DETAILED EXPLANATION OF THE 
TRAINING NEEDSf THE PROJECT'S DEVELOPMENTt 
AND THE ROLb OF THE SUPERVISOR PRECEDES A 
MANUAL FOR TRAINING SUPERVISORS AND SCHEDULE 
MODULES FOR EACH OF THE SIX 52-WEEK 
PARAPRuFESSIONAL TRAINING COURSES* THIS 
DOCUMENT IS 3-HOLE PUNCHED FOR EASY INSERTION 
INTO A KING BINDER* JOB ANALYSES, BEHAVIORAL 
OBJECT IVESf RESOURCE PERSONS* LEARNING 
ACTIVITIES, AND TEACHING TECHNIQUES ARE 
SPECIFIED FOR EACH CURRICULUM MODULE, 
PRESENTED IN A 5-COLUMN CHART FORMAT* (AG) 

VT 017 599 

AGRI-BUSINESS EDUCATION: MODEL TRAINING PLANS 
FOR SECONDARY COOPERATIVE AGRI-BUSINESS 
EDUCATION* 

INDIANA UN IV* t BLOOMINGTON. SCHOOL OF 
pnitflATiJN* 

^jJr^HA STATE BOARD OF VOCATIONAL AND 
::i\lv>I^AL EDUCATIONt INDIANAPOLIS;! NDIANA 
OEPT* OF PUBLIC INSTRUCT ION t 



indianapolis* 

mf available in vt-eric set* 
pub date - aug72 94p* 

descriptors - *agr i bus iness; ^^eoucational 
programs; program descriptions; secondary 
grades; 4iv0cational education; models; 
cooperative programs; ^cooperative education 
identifiers - employment skills; career 
awareness 

abstract - the model training plans contained 
in this manual were developed by local 
teacher-coordinators after an orientation 
workshop at indiana university. the plans 
were designed to serve as examples for 
cooperative teacher coordinators in the 
development and utilization of training plans 
for student-learners enrolled in secondary 
cooperative vocational education* the body of 
the manual consists of the following topical 
areas: (ii a description of the model 
training plans for the cooperative vocational 
education project, (2) the development and 
utilization of training plans in cooperative 
vocational educationt and (3) a description 
of training plans in some of the following 

areas: agricultural MECHANICS, AGRICULTURAL 
POWER AND MACHINERY, NURSERY OPERATION AND 
MANAGEMENT, TURF MANAGEMENT, SOIL, AND 
FORESTRY* (AUTHORS/OL) 

VT 017 600 

BUSINESS AND OFFICE EDUCATION: MODEL TRAINING 
PLANS FOR SECONDARY COOPERATIVE OFFICE 
EDUCATION* 

INDIANA UNIV*, BlOOMINGTON* SCHOOL OF 
EDUCATION* 

INDIANA STATE BOARD OF VOCATIONAL AND 
TECHNICAL EDUCATIONt INOIANAPOL IS; INDI ANA 
STATE DEPT* OF PUBLIC INSTRUCTION, 
INDIANAPOLIS* 

MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - AUG72 125P. 

DESCRIPTORS - ♦BUSINESS EDUCATION; ^OFFICE 
OCCUPATIONS EDUCATION; ^COOPERATIVE 

EDUCATION; models; secondary grades; 

OCCUPATIONAL CLUSTERS; ON THE JOB TRAINING; 
♦OFFICE OCCUPATIONS; PROGRAM PLANNING; 
LEARNING ACTIVITIcS 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - DEVELOPED BY LOCAL TEACHER- 
COOROINATORS AFTER AN ORIENTATION WORKSHOP AT 
INOIANA UNIVERSITY, THIS MANUAL CONSISTS OF 
MODELS WHICH ARE DESIGNED TO SERVE AS 
EXAMPLES FOR TEACHER-COORDINATORS IN THE 
DEVELOPMENT AND UTILIZATION OF TRAINING PLANS 
FOR HIGH SCHOOL STUDENTS ENROLLED IN 
COOPERATIVE OFFICE EDUCATION PROGRAMS* 
CONTENT MATERIAL OF THE MANUAL IS ORGANIZED 
INTO TWO SECTIONS: (U A DESCRIPTION OF THE 
DESIGN OF THE MODEL TRAINING PLANS FOR A 
COOPERATIVE VOC AT I ONAL EDUCATION PROJECT AND 
(2) AN EXPLANATION OF THE DEVELOPMENT AND 
UTILIZATION OF THE PLANS* THE PLANS PRESENT A 
6-COLUMN FORMAT OF LEARNING ACTIVITIESt 
TRAINING BOTH ON-THE-JOB AND IN--SCHOOLf AN 
EVALUATION, AND INDIVIDUAL STUDY ASSIGNMENTS 
WITH APPROXIMATE TIMES FOR EACH LEARNING 
ACTIVITY. AMONG THE 13 TRAINING PLANS 
PRESENTED ARE THESE FOUR: (ll BOOKKEEPERS, 
(21 CASHIERSt (31 MACHINE OPERATORSt (41 FILE 
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CLEKKS» i5l StCRiETARIbSf AND (6) 
STENUGKAPHERS* tAUTHUH/DLI 

VT 017 601 

HEALTH OCCUPATIONS EDUCATION: MODEL TRAINING 
PLANS \r{J\< StCONOAKY COaPERATlVE HEALTH 
QCCUPAriQNS EOUCATIONt 

INDIANA UNlV«f BLOQMlN&TONt SCHOOL OF 
EDUCATION* 

INDIANA STATk; bOAKD OF VOCATIONAL AND 
TECHNICAL EDUCATIONf iNO I ANAPUL IS ; I NDI AN A 
STATE (jt?J. Or PUBLIC iNSTKUCTICNt 
INDIANAPOLIS* 

NF M\/AILAaLE TN VT-ERIC SET. 
PUa DATE ~ AUG7> lliP. 

DESCRIPTORS - ^HEALTH OCCUPATIONS EDUCATION; 
"pEDUCATIONAL PROGRAMS; SECONDARY GRADES; 
^PROGRAM GUIDES; ♦f'ROGRAM DESCRIPTIONS; 
LLAlkNING ACTIVITIES; «CUOP&RATIVE EDUCATION 
IDENTIFIERS - CAREER AMARENESS 

ABSTRACT - THE MODEL TRAINING PLANS CONTAINED 
iN THIS MANUAL ARE DESIGNED TO SERVE AS 
EXAMPLES FOR COOPERATIVE TEACHER-COORDINATORS 
IN THE LrEVELCPMENT AND UTILIZATION OF 
TRAINING PLANS FOR STUDENT-LEARNERS ENROLLED 
IN SECCNOARV COOPERATIVE VOCATIONAL EQUCATION 
IN THE AREA OF HEALTH OCCUPAT I ONS..', PATTERNED 
AFTER A 1971 PROJECT* SPONSORED BY INDIANA 
UNlVEXSlTYf hHICH DISPLAYED MODEL TRAINING 
PLANS FOR DISTRIBUTIVE EDUCATION! THE MANUAL 
CONSISTS UF THREE BASIC SECTIONS: (I) A 
DESCRIPTION OF THE DESIGN OF THE MODEL 
TRAINING PLANS FUR THE COOPERATIVE VOCATIONAL 
EDUCATION PKUJECTt iZ) A DESCRIPTION OF THE 
OtVcLOPMENT AND UTILIZATION OF TRAINING PLANS 
IN COOPERATIVE VQCATIONiAL EDUCATlONf AND (31 
A DESCRIPTION UF TRAINING PLANS IN FOURTEEN 
AREAS ASSOCIATED WITH HEALTH OCCUPATIONS v 
INCLUDING OENTISTRYt NURSING* PHYSICAL 
THERAPY t AND ASSISTANTS IN MEDICAL AND 
VETERINARY PkACTICc. (OLi 

VT 017 602 

CORhiCULUM FOR CLOTHING SERVICES. 

WICHITA UNIl^IEU SCHOOL DISTRICT 259f KANS. 
MH AVAILABLE IN VT-ERIC SET. 
PUB DATE - 6d 27P. 

OESCKIPTORS - ♦NEEDLE TRADES; *CLOTHING 

in:>tkuction; grade ii; grade I2; ^resource 

GUIDES; LEARNING ACTIVITIES; GOAL 
ORIENTATION; EDUCATIONAL OBJECTIVES; HOME 
ECOiMUMICS education; vocational DEVELOPMENT; 
KESOUKCl MATEi^IAlS; BIBLIOGRAPHIES; TRADE AND 
INOUSTKIAl EUUCATIuN; conceptual SCHEMES; 
*CUU«SE DESCRIPTIONS; *OCCUPAT lONAL HOME 
ECONOMICS 

IDENTIFIERS - EMPLOYMENT SKILLS 

AfiSTKACT - INTENDED FOR A SECOND-YEAR 
VUCATIUNAL CCUkSE IN CLOTHING SERVICES FOR 
GIRLS IN GRADES 11 AND 12 AT AN AREA 
VOCATIONAL SCHDOL* THIS RESOURCE GUIDE 
CONTAINS A PHILOSOPHY OF HOME ECUNUMICS 
ELUCATION AT THE SECGMDARY LEVELt TEACHING 
SuGGtSTIONSf SIX CUNCEPTUAL SEQUENCES* AND A 
6IBLI0GRAPHY# FOR EACH CONCEPT* Kt)fEO TO A 
SEQUENTIAL INQUIRY LEARNING STRUCTURE* 
^^i..icr... SPECIFIC GENERALIZATIONS AND 

er:ntr"onal objectives* learning activities* 
aci\1\>3urce lists are presented in a 3- 



COLUMN FORMAT* INTENOeO TO PREPARE STUDENTS 
FOR IMMEDIATE PQST-SECONDARY EMPLOYMENTt THE 
ENROLLMENT SHOULD BE LIMITED TO 20 FOR THE 
COURSE* WHICH GIVES TWO CREDIT HOURS IN 
ADDITION TO AN OPTIONAL HOUR FOR 360 HOUAS OF 
COCURRICULAR JOB EXPERIENCE. (AG) 

VT 017 603 
JACUNSKI* E.W. 

YOU AND THE ENGINEERING PROFESSION* 

FLORIDA UN1V«* GAINESVILLE. COLL. OF 
ENGINEERING. 

MF AVAILABLE IN VT-ERIC SET* 

PUB DATE - 71 129P. THIRD REVISION 

DESCRIPTORS - PHOTOGRAPHS; ♦OCCUPATIONAL 
information; feMPLOYMENT OPPORTUNITIES; 
♦OCCUPATIONAL GUIDANCE; VOCATIONAL 
DEVELOPMENT; COLLEGE PROGRAMS; PROGRAM 
DESCRIPTIONS; ♦CAREER PLANNING; ♦ENGINEERING; 
♦ ENGINEERING EDUCATION; SECONDARY GRADES; 
DECISION MAKING; VOCATIONAL EDUCATION 
IDENTIFIERS - CAAEEK AWARENESS; SELF 
AWARENESS; ♦UNIVERSITY OF FLORIDA 

ABSTRACT - THE PU.RPOSE OF THIS BOOKLET IS TO 
ASSIST HIGH SCHOOL JUNIORS AND SENIORS* 
PARENTS* COUNSELORS* TEACHERS* AND OTHER 
STUDENTS IN ARRIVING AT CAREER DECISIONS* 
SPECIFICALLY FOCUSING ON THE ENGINEERING 
FIELD. THE FIRST SECTION GIVES GENERAL 
OCCUPATIONAL INFORMATION IN THESE AREAS: (1) 
CAREER CHOICE* (2) ENGINEERING AS A CAREER* 
(3) CLASSIFICATION OF ENGINEERING PROFESSIONS 
AND RFLATEO ACTIVITIES* U) EMPLOYMENT 
OPPORTUNITIES AND QUALIFICATIONS* (51 WOMEN 
IN ENGINEERING* (61 ENGINEERING EDUCATION* 
AND (71 CHOOSING A UNIVERSITY* THE SECOND 
SECTION CONTAINS SPECIFIC INFORMATION ON 
ENGINEERING EDUCATION AT THE UNIVERSITY OF 
FLORIDA. PHOTOGRAPHS ILLUSTRATE THE TEXT* 
WHICH INCLUDES RESOURCE LISTS. (AG) 

VT 017 608 

AVIATION SUPPORT EQUIPMENT TECHNICIAN H 3 fi 
2. RATE TRAINING MANUAL. 

DEPARTMENT OF THE, NAVY* WASHINGTON* O.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVTRA-10316-A 

PUB DATE - 72 530P. 1972 EDITION 

DESCRIPTORS - AVIATION TECHNOLOGY; ♦MILITARY 
TRAINING; APMEO FORCES; VOCATIONAL 
DEVELOPMENT; ♦AVIATION MECHANICS; MANUALS; 
♦SUBPROFESSIONALS; ♦EQUIPMENT MAINTENANCE; 
VISUAL AIDS; INDEXES (LOCATERSI; 
♦OCCUPATIONAL INFORMATION; ADULT VOCATIONAL 
EDUCATION; GOVERNMENT (ADMINISTRATIVE BODY) 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THIS RATE TRAINING MANUAL IS ONE 
OF A SERIES OF COURSES PREPARED FOR NAVY AND 
NAVAL RESERVE PERSONNEL WHO ARE STUDYING FOR 
ADVANCEMENT TO THE POSITIONS OF AVIATION 
SUPPORT EQUIPMENT TECHNICIAN H 3 AND 2« 
OCCUPATIONAL INFORMATION AND DESCRIPTIONS OF 
ADDITIONAL INSTRUCTIONAL MATERIALS TO HELP 
MEET JOB QUALIFICATIONS PRECEDE NUMEROUS 
CHAPTERS ON EQUIPMENT MAINTENANCE* WELDING* 
MECHANICAL SYSTEMS* AND RELATED TOPICS. A 
WIDE RANGE OF LINE DIAGRAMS ILLUSTRATES THE 
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TEATf MHICH INCIUDES AN INDEX* (AC) 
VT 017 614 

THOUGHTS ON THE TEACHING OF THE INTRODUCTION 
TO BUSINESS. 

MiChlTA PUi^LIC SCHOOLSf KANS. 
HF AVAILABLE IN VT'-EKIC >ET. 
PUB DATE - 69 4^P« 

OESCRIPTOAS - ^TEACHING GUIDESt ^BUSINESS 
bOUCATION; SECCNDARY GRADES; ^TEACHING 
PAOCEDURESt AUDIOVISUAL AlOSI UNIT PLAN; 
^COURSE CONTENT; EDUCATIONAL PHILOSOPHY 
IDENTIFIERS - CAREER AWARENESS; WICHITA 
PUBLIC SCHOOLS 

ABSTRACT THIS TEACHING GUIDE GIVES 
SUGGESTIONS TO PROSPECTIVE TEACHERS DF 
BEGINNING COURSES IN GENERAL BUSI NESS AND 
LCONUHICS AT THE GRADE 9 OR 10 LEVELS. 
CHAPTERS INCLUDE THE FOILOWINGS (I) WHY TEACH 
INTRODUCTION TO BUSINESS* (2) WHO SHOULD 
TEACH INTRODUCTION TO BUSINESS* C 3) HOW TO 
TEACH INTRDOUCTICN TO BUSINESS* (4) WHAT TO 
TEACH IN INTRODUCTION TO BUSINESS* (3) 
METHODS OF PRESENTATIUN OF A FEW UNITS* (6| 
IDEAS FOR CREATIVITY VN TEACHING* AND Ol 
AUOIU AND VISUAL HELPS. A SHORT LIST OF 
KESOURCE MATERIALS IS INCLUDED. ( DL ) 



descriptors - ^curriculum guiocst seconoarv 
grades; ^vocational educations ^business 
education; ^educational object ivest •course 
content; resource materials! instructional 
aids; office machines; accounting; 
stenography; typewriting 
identifiers educational awareness} career 

awareness; EMPLOYMENT SKILLS 

ABSTRACT - DESIGNED FOR SECONDARY STUDENTS IN 
BUSINESS EDUCATION* THIS CURRICULUM GUIDE 
PRESENTS A LOCAL HIGH SCHC0L*S PHILOSOPHY OF 
BUSINESS EDUCATION AND A DESCRIPTION OF THE 
OBJECTIVES OF THE BUSINESS EDUCATION 
DEPARTMENT* COURSES OFFERED IN THE BUSINESS 
CURRICULUM INCLUDE THE FOLLOWING; (I) 
BUSINESS LAW* (21 BUSINESS MACHlNESt 13) 
ELEMENTARY ACCOUNTING* (4) GENERAL BUSINESS* 
(5) SHORTHAND* (6) PERSONAL TYPEWRITING* (7t 
TYPEWRITING* AND (6) VOCATIONAL OFFICE 
EDUCATION. EACH COURSE DESCRIPTION STATES THE 
GRADE LEVEL AT WHICH THE COURSE IS TAUGHT* 
GIVES A RATIONALE FOR TEACHING THE COURSE* 
AND LISTS SPECIFIC BEHAVIORAL OBJECTIVES TO 
BE ACHIEVED AS A RESULT OF TEACHING THE 
COURSE* ALSC INCLUQED ARE AN OUTLINE DF THE 
CONTENT OF EACH COURSE* A LIST OF REFERENCES 
FOR THE TEACHER* AND SUGGESTIONS FOR TEACHING 
AIDS. (DL) 
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A CUORSE OUTLINE FOR AIR CONDITIONING AND 
KiiFRIGERATIQN. 

TENNESSEE STATE 150ARD FOR VOCATIONAL 

EDUCATION* NASHVILLE. 

HF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 15P. 

DESCRIPTORS - 'i^VOCAT lUNAL EDUCATION; 
SECONDARY GRADES; BEHAVIORAL OBJECTIVES; 
RESOURCE MATERIALS; TRADE AND INDUSTRIAL 
EDUCATION; TIME BLOCKS; ♦AIR CONDITIONING; 
♦REFRIGERATION MECHANICS; VOCATIONAL 
DEVELOPMENT; ♦COURSE DESCRIPTIONS; ♦PROJECT 
TRAINING METHODS 

IDENTIFIERS - BEGINNING COMPETENCE; 
♦TENNESSEE 

ABSTRACT - THIS COURSE OUTLINE PROVIDES A 
FLEXIBLE 6UI0E FUR TEACHING AIR CONDITIONING 
ANO REFRiGERATlON COURSES IN VOCATIUNAL 
EDUCATION IN TENNESSEE. A COURSE RATIONALE* 
BEHAVIORAL OBJECTIVES* AND A BRIEF OUTLINE OF 
THE 23 BLOCKS OF INSTRUCTION ARE INCLUDED. A 
RESOURCE LIST ANO A BIBLIOGRAPHY ARE 
PROVIDED. THIS 2-YEAR* l*OdD HOUR PROGRAM FOR 
THE HIGH SCHOOL LEVEL MEETS THREE HOURS 
DAILY* f^IVE DAYS A WEEK* AND ALLOmS TWO UNITS 
DF CREDIT YEARLY TOWARDS GRADUATION. INTENDED 
TU ACCOMMODATi: TmU GROUPS OF STUDENTS PER 
DAY* -30 TO 4U PERCENT OF THE SCHEDULE WILL BE 
ALLOTTED TO MATHEMATICS* THEORY* AND RELATED 
SUBJECTS. PRACTICAL WORK WILL TAKE UP THE 
REMAINDER OF THE TIME. (AG) 

VT 017 619 

hEGLER* BESS H.* AND OTHERS 

BUSINESS EDUCATION CURRICULUM GUIDE* GRADES 
10-12. 

LUS ALAMOS HIGH SCHOUL* N. MEX. 
i-i^T^^^-ABLE IN VT-ERIC SET. 
EKjCrE - FtB71 64P. 
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BUSINESS AND OFFICE 



EDUCATION IN MISSOURI. 



MISSOURI STATE DEPT. DF EOUCATIDN* JEFFERSON 
CITY. BUSINESS ANO OFFICE EDUCATION SECTION. 
MF AVAILABLE IN VT-ERIC SET. 
PUb DATE - NO 41P. 

DESCRIPTORS - ♦BUSINESS EDUCATION; ^OFFICE 
OCCUPATIONS EDUCATION; ♦PROGRAM GUIDES; 
EDUCATIONAL OBJECTIVES; ♦OCCUPATIONAL 
INFORMATION; TAXaNOMY; PROGRAM DESCRIPTIONS; 
TEACHER UUALIFICATIQNS; ♦COURSE CONTENT 
IDENTIFIERS - ♦MISSOURI; CAREER AWARENESS 

ABSTRACT - THIS BOOKLET ANALYZES BUSINESS AND 
OFFICE EDUCATION ANO EXPLAINS ITS PLACE IN 
THE TRAINING DF INDIVIDUALS FOR EMPLOYMENT IN 
MISSOURI. GENERAL SUBJECT AREAS COVERED ARE 
INCLUDED UNDER THE FOLLOWING TITLES^ (1) 
EXPECTANCY OF BUSINESS AND OFFICE EDUCATION* 
12) JOB OPPORTUNITIES THROUGH BUSINESS ANO 
OFFICE EDUCATION* (3) SKILLS AND KNOWLEDGES 
NECESSARY FOR ENTRY INTO BUSINESS AND OFFICE 
OCCUPATIONS* (4) PROGRAM NECESSARY FOR 
TRAINING IN BUSINESS AND OFFICE EDUCATION* 
(5) TEACHER QUALIFICATIONS IN BUSINESS AND 
OFFICE EDUCATION* (6) GUIDANCE AND PLACEMENT 
IN BUSINESS AND OFFICE EDUCATION. A SECTION 
CONTAINS A DESCRIPTION DF THE DICTIONARY OF 
OCCUPATIONAL TITLES CODING AND A SUGGESTED 
TAXONOMY FOR OFFICE OCCUPATIONS FROM THE U.S. 
OFFICE OF EOUCATIDN. COL) 

VT 017 636 

INDEX OF EMPLOYMENT OPPORTUNITIES. VOL. I* 
PROFESSIONAL CAREERS EDITION. CAREER RESOURCE 
SERIES. 

RESOURCE PUBLICATIONS INC.* PRINCETON* N.J. 

DOCUMENT NOT AVAILABLE FROM EDRS. 

RESOURCE PUBLICATIONS* INC.* INFORMATION PARK 

BOX 2236* PRINCETON* NJ 0B!»40 

PUB DATE - 71 298P. 
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UESCKIPTOaS - ^DIAeCTOKIESt OCCUPATIONAL 
SUAVbYSt QCCUPATtONAL INFOAHATIONI *fteSOUf<CE 
GUIUliSt ^INOEXES ILOCATEAStt ^EHPLOYHENT 
OP»>UKTUNITUS| ♦PROFESSIONAL OCCUPATIONS; 
VOCATIONAL OEVELCPHENT) AOULT VOCATIONAL 
EUUCATIONI OCCUPATIONAL GUIOANCEt HUMANITIES 
lUENTIFIEHS - CAKEER AMARENESS 

AbSTKACr - THIS UIRECTOKY PROVIDES AN INDEX 
01- CARCER OPPORTUNITIES FOR SIX DIFFERENT 
UCCUPATIONAL CLUSTERS: (i) ARCHITEC TURE t 
[>ESlONf ANO URdAN MLANUlNGt (2) COMPUTER 
SCUi^CEf (il LIBRARY ANO INFORMATION SCIENCEr 
(41 NUMSiN&9 (3) PARAMEDICINEt AND 16) 
TEACHING. EXTENSIVE DESCRIPTIONS OF JQB 
OPENINGS NITH CORRESPONDING RESOURCE 
ACDRbSbcS ARE INCLUDED IN PROFILES OF 
NUMEROUS EMPLOYERS IN GOVERNMENT ANO 
INDUSTRY. INTENDED AS AN AID FOR STUDENTS AND 
PROFESSIONALS SEEKING CMALLENUING CAREERS IN 
SHELIALUEU AREASt THIS RESOURCE GUIDE IS 
OlSTPIOUTEO UN A CONTRULLED-FREE NATIONAL 
BASISt INCLUDING PE)<FOR AT ED RESUME FORMS FOR 
EASL IN REMOVAL ANU MAILING TO SELECTED 
EHPLUYLRS. FOR EACH UF THE SIX OCCUPATIONAL 
CLUSTERS, DErAtLED BACKGROUND INFORMATION ANO 
GcUbRAHHICAL INDEXES ARE INCLUDED. (AG) 

VT 017 637 

PCnER: INDUSTRIAL EDUCATION CURRICULUM GUIDE. 
INSTKUCTIONAL MATERIALS FOR USE MITH 
DISADVANTAGED STLDENTS IN VOCATIONAL 
EDUCATION. 

OHAHA PUBLIC SCHCOLSt NEOR. DEPT. OF 
VCCATIONAL AND ADULT EDUCATION. 
HF AVAILABLE IN VT-ERIC SET. 
PUB DATE - AUG71 

DESCRIPTORS - mURKSHEETS; STUDENT EVALUATION; 
vFLUIO POWER EOUCATION; «POWER MECHANICS; 
RhSOUKLE MATERIALS; ^CURRICULUM GUIDES; 
VOCATIuNAL EOUCATIUN; VOCATIONAL DEVELOPMENT; 
SECONDARY GRADES; BEHAVIORAL OBJECTIVES; 
«CI SADVANTAGEO YOUTH; ENERGY; *TRAOE AND 
INDUSTRIAL EDUCATION; TEACHING PROCEDURES; 
PRODUCER SERVICES; LEARNING ACTIVITIES 
IDENTIFIERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE; «POWER 

ABSTRACT - THIS COLOR-KEYED MODEL CURRICULUM 
GUIDE FOR A l-SEMESTEK COURSE IN POWER FOR 
DIbADVANTAbED OK HANDICAPPED STUDENTS IM 
INDUSTRIAL EDUCATION COVERS THESE TOPICS IN 
Six TABBED SECTIONS: (il ENEKGYt (2) 
MECHANICAL PONERt (31 FLUID POWERt iH) 
ELECTRICAL POMERt (5) HEAT ENGINESt ANO 16) 
APPENDED RESOURCE MATERIALS. DEVELOPED BY A 
PROJECT COMMITTEE OF TEACHERS ANO SUPERVISORS 
IN VOCATIONAL EDUCATION AT THE HIGH SCHOOL 
LEVELf THESE INSTRUCTIONAL MATERIALS INCLUDE 
FOR' EACH TOPIC BEHAVIORAL OBJECTtVESi 
TEACHING PRUCEUURESf RESOURCE LISTS, LEARNING 
ACTIVITIES, ANO TIME ALLOTMENTS. STUDENT 
wOkKSHEETSf EVALUATION ITEMSt AND EQUIPMENT 
ANO SUPPLIES LISTS ARE PROVIDED. THIS 
DOCUMENT, WHICH IS 3-HOLE PUNCHED FOR EASE IN 
ADDITION UR REMOVAL OF SHEETSt GIVES 
INSTKUCTICNS ON THE USE OF THESE MATERIALS. 
THE GUIDE CAN BE ADAPTED EASILY TO A REGULAR 
VCwATIONAL EDUCATION SETTING. (AG) 

ERIC AN, GEORGE 



THE NEW WORLD OF CONSTRUCTION ENGINEERING. 
THE NEW WORLDS SERIES. 

DOCUMENT NOT AVAILABLE FROM EORS. 
7103-09056 

0000, MEAD C CO.f 79 MADISON AVE.t NEW YORK, 
NY 10016 

pub date - 6b bop. pmm collection 

descriptors - ^career eoucation; resource 
materials; instructional materials; 
^industrial education; junior high schools;' 
«civil engineering; aerospace industry; 
^engineers; ^construct ion industry; 
occupational information; engineering 
identifiers - ^career awareness; attitudes 
appreciations 

abstract - this book introduces stuoents of 
grades 7-9 to the rapidly expanding career 
field of construction engineering. with 
emphasis on the future t the need foh ano the 
responsibilities of tomorrow's civil 
engineers in mastering new frontiers on land, 
sea, ano in outer space are outlined. major 
chapter discussions include: | i) building a 
better world, (2). some old ideas with a new 
twist, (3) superskyscrapers, 14) coast to 
coast— nonstop, 15) steel in the sky, (61 
rapid transit renalssancet 17) water, 
precious water, 18) airports for jumbo jets, 
19) construction around the world, ano iioi 
space-age engineering. (pm) 
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SCHLEH, JOYCE E.;SCHLEH, C« JACK 
ART EDUCATION: CARTOONING WITH FLICK 
CTENTATIVE COURSE OUTLINE). AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMESTER PROGRAM. 

OAOE COUNTY PUBLIC SCHOOLS, MIAMI, FLA. OIV. 

OF INSTRUCTION. 

MF AVAILABLE IN VT-ERiC SET. 

TEXTBOOK SERVICES, 22iO S.W. 3RD ST., MIAMI, 
FLORIDA 33135 

pub date - 71 56p. 

descriptors - secondary grades; vocational 
development; «art education; communications; 
^^cartoons; ^film study; *animation; 
photography; ^course descriptions; 
educational objectives; glossaries; 
bibliographies; teaching techniques; learning 

ACTIVITIES 

IDENTIFIERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE 



ABSTRACT - THIS T 
AN EXPLORATORY EL 
ANIMATION AT THE 
DEVELOPED BY TWO 
EDUCATION PROGRAM 
RELATIONSHIP TO P 
SUGGESTED SHURT-C 
AND PHOTOGRAPHY I 
RATIONALE, TEAChI 
OBJECTIVESf AND E 
PROVIDED. SUGGEST 
GLOSSARY, AND A P 
(AG) 



ENTATIVE COURSE OUTLINE FOR 
ECTIVE CURRICULUM IN FILM 
HIGH SCHOOL LEVEL WAS 
TEACHERS FOR AN ART 
. CA<^TOON ANIMATION AND ITS 
HOTOGRAPHY ARE DISCUSSED. A 
UT PLAN FOR CARTOON ARTWORK 
S DETAILED. A COURSE 
NG TECHNIQUES, COURSE 
NROLLMENT GUIDELINES ARE 
ED LEARNING ACTIVITIES, A 
*eLIOGRAPHY ARE INf^LUOEO* 
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HUNTERf JAMES H.t JR* 

ART: JEWELRY DESIGN I (TENTATIVE COURSE 
OUTLINE). AUTHORIZED COURSE OF INSTRUCTION 
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A I H/ VOL 6 NO 4 



FCK THE QUINhESTEA PROGRAM. 

DADE COUNTY PUetlC SCHOOLSt MIAMI t FIA. DIV. 

Of INSTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

TEXTBOOK SERVICES* 2210 S.W« THIRD ST.t 

MIAMI* FLORIDA 33133 

PUB DATE - 71 38P. 

DESCRIPTORS - *ART EDUCATION; FINE ARTS; 
•^INI^TRUCTIONAL INNOVATION; BEHAVIORAL 
OBJECTIVES; SECCNDARY GRADES; HUMANITIES; 
^COURSE DESCRIPTIONS; '('DESIGN CRAFTS; «F1NE 
ARTS; VOCATIONAL DEVELOPMENT; RESOURCE 
MATERIALS; BIBLIOGRAPHIES; GOAL ORIENTATION 
IDENTIFIERS - vJEhELRY DESIGN; EDUCATIONAL 

Awareness; beginning competence 

abstract - this tentative course outline for 
an innovative course in beginning jewelry 
design mas developed by a vocational teacher 
as part of a quinmbster art education program 
at the secondary level. this unit of study 
contains a course description* behavioral 
objectives* enrollment guidelines* and 
teaching suggestions. student and teacher 
resource lists* a bibliography* a brief 
outline of the ccukse content* and a list of 
suggested field trips are included. cag) 
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hALKEH* JAMES M«;FL£MING* MARGARET 
CAREER MOTIVATION PROGRAM- - 1971-72 
EVALUATION. 

CLEVELAND PUBLIC SCHUULS* OHIO. DIV. OF 
RESEARCH AND DEVELOPMENT. 
MF AVAILABLE IN VT-ERIC SET. 
FUND-2 7 

PUB OATE - SEP72 69P. 



DEPARTMENT OF THE NAVY* WASHINGTON* D.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET* 
NAVPERS-I0I03 

SUPERINTENDENT OF DOCUMENTS* U.S. GOVeRNMgNT 
PRINTING OFFICE* WASHINGTON* D.C. 20402 
(STOCK NO. 0500-032-32001 
PUB DATE - 70 124P. 

DESCRIPTORS - *INSTRUCTI0NAL MATERIALS; 
♦ ADULT education; XiELECTRONIC TECHNICIANS; 
MILITARY PERSONNEL; ♦COURSE CONTENT; 
♦PHYSICAL SCIENCES 

IDENTIFIERS - ♦SYNCHRO SFRVO AND GYRO 
systems; BEGINNING COMPETENCE 

ABSTRACT - THIS MANUAL IS INTENDED AS A BASIC 
TRAINING MANUAL FOR MEN OF THE NAVY AND NAVAL 
RESERVE WHOSE DUTIES REQUIRE THEM TO HAVE 
KNOWLEDGE OF SERVQSYSTEMS AND ASSOCIATED 
DEVICES. THE MANUAL REVIEWS AND AMPLIFIES 
SOME OF THE. BASIC CONCEPTS OF ELECTROMAGNETIC 
INDUCTION AND DISCUSSES COMMON TYPES OF 
MOTORS AND GENERATORS USED IN CONNECTION WITH 
SERVQSYSTEMS. THE MANUAL ALSO DESCRIBES THE 
GENERAL CONSTRUCTION OF NAVY SYNCHRO UNITS* 
EXPLAINS HOW THEY ARE CLASSIFIED AND MARKED* 
AND DISCUSSES THE BASIC PRINCIPLES UPON WHICH 
THEY OPERATE. INFORMATION IS ALSO PRESENTtO 
RELATING TO MULTI-SPEED UNITS* STANDARD 
CONNECTIONS* AND ZEROING PROCEDURES. ALSO 
DISCUSSED ARE THE OPERATION AND APPLICATIONS 
OF SERVQSYSTEMS* GYROSCROPIC PRINCIPLES* AND 
COMMON TYPES OF GYRO UNITS USED IN THE NAVY. 
FINALLY* THIS BOOKLET PRESENTS A BASIC 
FUNCTIONAL DESCRIPTION OF SOME Of THE 
SHIPBOARD AND AIRCRAFT SYSTEMS THAT UTILIZE 
VARIOUS TYPES OF COMPONENTS DISCUSSED IN THE 
MANUAL. (AUTHORS/OLk 



descriptors - ♦program guides; ♦program 
descriptions; elementary grades; ♦career 
education; ♦work attitudes; cost 
ehfectiveness; statistical studies; 

motivation; curriculum DEVELUPMENT; CAREEf 
UPPUKTUNITIES; ♦OCCUPATIONS 

IDENTIFIERS - ATTITUDES APPRECIATIONS; CAREER 
AWARENESS 

ABSTRACT - THIS 1971-72 EVALUATION REPORT 
DESCRIBES THE CAREER MOTIVATION PROGRAM IN 
THE CLEVELAND PUBLIC SCHOOLS. THE PURPOSE OF 
THE PROGRAM IS TO IMPROVE THE INNER^CITY 
ELEMENTARY SCHOOL STUDENTS* KNOWLEDGE OF 
VOCATIONAL AREAS* ESPECIALLY THOSE STUDENTS 
FROM WELFAR(?. FAMILIES WHERE PARENTS PROVIDE 
NC ^'WORLD OF WORK** BACKGROUND. THE REPORT 
CONTAINS A DESCRIPTION OF THE PROGRAM AND ITS 
OPERATIDNf AN ANALYSIS OF THE RESULTS Of THE 
EVALUATION - INCLUDING A DESCRIPTION OF THE 
BASIC DESIGN* INSTRUMENTATION AND DATA 
COLLECTION USED IN THE STUDY* AND A NUMBER OF 
CONCLUSIONS AND KECOMMENOATIONS. A 
DlSCRIPTION OF THE 'PROGRAM IN THE APPENDIX 
INCLUDES (1) ObJECiIVES AT EACH GRADE LEVEL* 
(21 CLASS TOTALS FOR PROJECT PARTICIPANTS* 
(3) IN-SERVICE MEETINGS* (41 SEMANTIC 
DIFFERENTIAL ANC AN ITEM ANALYSIS* (5) A 
STAFF UPINiONNAIRE* (6) A PARENT SURVEY* (7) 
FIELD TRIPS* AND (8) OUTSIDE SPEAKERS. ( DL ) 

niT 681 

rnir-"^» SERVO AND GYRO FUNDAMENTALS. RATE 
trUL^G MANUAL. 
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GAY* KATHLYN 

BETH DONNIS* SPEECH THERAPIST. A CAREER- 
ROMANCE FOR YOUNG MODERNS. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7251-06600 

JULIAN MESSNER INC.* 1 WEST 39 STREET* NEW 

YORK* NEW YORK lUOlB (S3. 50) 

PUe DATE - 68 190P. PMM COLLECTION 

DESCRIPTORS - *CAREER EDUCATION; 
♦SUPPLEMENTARY READING MATERIALS; ♦LANGUAGE 
ARTS; JUNIOR HIGH SCHOOLS; INTERMEDIATE 
GRADES; SECONDARY GRADES; SPEECH EDUCATION; 
♦SPEECH THERAPISTS; *SPEECH THERAPY; 
OCCUPATIONAL INFORMATION; CAREER 
OPPORTUNITIES 

IDENTIFIERS - ♦CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 

ABSTRACT - PART OF A SERIES* THIS BOOK 
PRESENTS A FICTIONALIZED ACCOUNT OF THE 
EXPERIENCES OF A BEGINNING SPEECH THERAPIST. 
THE MEDICAL AS WELL AS WELL AS PSYCHOLOGICAL 
ASPECTS OF SPEECH THERAPY ARE EXPLORED. (PM) 
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CURRICULUM GUIDE FOR VOCATIONAL 
CABINETIIAKING* GRADES ELEVEN AND TWELVE. 

CHICAGO BOARD OF EDUCATION* ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD OF EDUCATION* CITY OF CHICAGO* 228 
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NORTH LASALLE STRE€Tf CHICAGO* ILLINOIS 60601 

PUB DATE - 70 195P* 

DESCRIPTORS -GRADE ill GRADE IZl 
CDNSTRIXTION IPROCESSI; ^iTRAOE AND INDUSTRIAL 
ECUCATIONI ♦CABINETHAKINGI ♦CURRICULUM 
GUiUES; VOCATIONAL OEVELOPNCNT; «CITY WIDE 
programs; BIBLIOGRAPHIES; RESOURCE MATERIALS; 
♦VOCATIONAL EDUCATION; INSTRUCTIONAL 
INNOVATION; LEARNING ACTIVITIES; TEACHING 
PROCEDURES; SEQUENTIAL PROGRAMS; PROJECT 
TRAINING METHODS 

IDENTIFIERS - ♦CHICAGO PUBLIC SCHOOLS; 
BEGINNING COMPETENCE; EMPLOYMENT SKILLS 

ABSTRACT - INTENDED TO PREPARE STUDENTS FOR 
IMMEDIATE PUST-SECONDARY EMPLOYMENT OR iFO'K 
FURTHER TECHNICAL TRAINING* THIS CURRICULUM 
GUIDE FOR AN INNOVATIVE VOCATIONAL MOOD 
CABINETMAKING COURSE IN THE CHICAGO PUBLIC 
SCHOOLS CONTAINS A SEQUENCE OF TEN UNITS FOR 
GRADE U AND TEN UNITS FOR GRADE 12 THAT 
COVER PROJECT PLANNING* TOOLS* AND BASIC 
SKILLS OEVbLOPMENT. DEVELOPED BY VOCATIONAL 
TEACHERS AT THE SECONDARY LEVEL WITH THE 
ASSISTANCE OF A CURRICULUM COMMITTEE OF 
INDUSTRIAL AATS CONSULTANTS AND AN ADVISORY 
COHM-ITTEE OF EDUCATORS AND LEADERS IN 
INDUSTRY* THE INSTRUCTIONAL OUTLINES INCLUDE 
SUGGESTED LEARNING ACTIVITIES* GENERAL AND 
SPECIFIC GOALS AND BEHAVIORAL OBJECTIVES* 
TEACHING PROCEDURES* AND IDEAS FOR STUDENT 
EVALUATION. RESOURCE LISTS* DEVELOPMENTAL 
VUCABULARY LISTS* AND SPACE FOR THE TEACHER«S 
NOTES ARE PROVIDED. A WIDE RANGE OF 
PHOTOGRAPHS AND LINE DIAGRAMS ILLUSTRATE THE 
TEXTi MHICH PROVIDES A COURSE RATIONALE AND A 
BIBLIOGRAPHY. (AGI 

VT 017 TOO 

CURRICULUM GUIDE FOR ELECTRICAL OCCUPATIONS: 
WESTiNGHOUSE AREA VOCATIONAL HIGH SCHOOL 
CLUSTER PROGRAM* APPLIANCE REPAIR: LEVELS III 
AND IVt GRADES ELEVEN AND TWELVE. 

CHICAGO BOARO OF EDUCATIONi ILL. 

MF AVAILABLE IN VT-ERIC SET. 

BOARD UF EDUCATION* CITY OF CHICAGO* 228 

NORTH LASALLE STREET* CHICAGO* ILLINOIS 60601 

PUB JATE - 71 60P. 

DESCRIPTURS - ♦CURRICULUM GUIDES; SECONDARY 
GRADES; ♦ELECTRICAL OCCUPATIONS; ♦VOCATIONAL 
EDUCATION; ♦APPLIANCE REPAIRING; OCCUPATIONAL 
CLUSTERS; COURSE CONTENT; LEARNING 
ACTIVITIES; RESOURCE MATERIALS; ♦TRADE AND 
INDUSTRIAL EDUCATION 

IDENf.lFIERS - EMPLOYMENT SKILLS; CAREER 
AWARENESS 

ABST^UCr - THIS CURRICULUM GUIDE FOR SENIOR 
HIGH SCHOOL STUDENTS IS ONE OF A SERIES WHICH 
DEVELOPS THE CLUSTER CONCEPT IN OCCUPATIONAL 
EDUCATION AT ONE OF THE VOCATIONAL HIGH 
SCHOOLS IN CHICAGO. THE COURSE CONTENT 
REVIEnS ELECTRICITY AND ELECTRONICS TO 
PROVIDE THE STUDENT WITH A BETTER 
UNOERSTAiMDING OF THE OPERATION OF LARGE 
APPLIANCES. THE STUDENT SHOULD DEVELOP SKILLS 
WHICH ENABLE HIM TO IDENTIFY* REPLACE* AND 
REPAIR FAULTY COMPONENTS. SOME OF THESE 
SKILLS INCLUDE THE FOLLOWING: 111 GOOD 
yncRMANSHlP AND GOOD CUSTOMER RELATIONS* 121 



PROPER USE OF TOOLS AND EQUIPMENT* (31 EXPERT 
TROUBLESHOOTING AND REPAIR TECHNIQUES* AND 
Ul AN ACUTE AWARENESS OF SAFETY* THERE ARE 
11 UNITS IN GRADE 11 AND SEVEN UNITS IN GRADE 
12. EACH UNIT CONTAINS AN OUTLINE OF COURSE 
CONTENT* SUGGESTED LEARNING ACTIVITIES* 
DEVELOPMENTAL VOCABULARY* AND RESOURCE 
MATERIAL. (DLI 

VT OIT TOl 

CURRICULUM GUIDE FOR VOCATIONAL ELECTRICITY* 
GRADES ELEVEN AND TWELVE. 

CHICAGO BOARD OF EDUCATION* ILL. 
MF AVAILABLE IN VT-ERIC SET. 

BOARD Or EDUCATION* CHICAGO CITY SCHOOLS* 228 
NORTH LASALLE STREET* CHICAGO* ILLINOIS 606OI 
(12.251 

PUB DATE - 71 154P. 

DESCRIPTORS - GRADE II; GRADE 12; ♦TRADE AND 
INDUSTRIAL EDUCATION; RESOURCE MATERIALS; 
♦VOCATIONAL EDUCATION; BIBLIOGRAPHIES; 
VOCATIOffAL DEVELOPMENT; ♦ELECTRICITY; 
♦CURRICULUM GUIDES; INSTRUCTIONAL INNOVATION; 
LEARNING ACTIVITIES; TEACHING PROCEDURES; 
EVALUATION TECHNIQUES; ♦CITY WIDE PROGRAMS; 
PROJECT TRAINING METHODS 
IDENTIFIERS - ♦CHICAGO PUBLIC SCHOOLS; 
BEGINNING COMPETENCE; EMPLOYMENT SKILLS 

ABSTRACT - INTENDED TO PREPARE STUDENTS FOR 
IMMEDIATE POST-SECONDARY EMPLOYMENT OR FOR 
FURTHER TECHNICAL TRAINING* THIS CURRICULUM 
GUIDE FOR AN INNOVATIVE VOCATIONAL 
ELECTRICITY COURSE IN THE CHICAGO PUBLIC 
SCHOOLS CONTAINS A SEQUENCE OF IB UNITS FOR 
GRADE 11 AND EIGHT UNITS FOR GRADE 12 THAT 
COVER ELECTRICAL THEORY AND PRACTICAL SHOP 
ASSIGNMENTS. DEVELOPED BY VOCATIONAL TEACHERS 
AT THE SECONDARY LEVEL WITH THE ASSISTANCE OF 
AN ADVISORY COMMITTEE OF EDUCATORS AND 
LEADERS IN INDUSTRY* THE INSTRUCTIONAL 
OUTLINES INCLUDE SUGGESTED LEARNING 
ACTIVITIES* GENERAL AND SPECIFIC GOALS AND 
BEHAVIORAL OBJECTIVES* TEACHING PROCEDURES* 
AND IDEAS FOR STUDENT EVALUATION. RESOURCE 
LISTS* DEVELOPMENTAi. VOCABULARY LISTS* AND 
SPACE FOR THE TEACHER'S NOTES ARE PROVIDED. 
THIS FLEXIBLE CURRICULUM GIVES A COURSE 
RATIONALE* COURSE PREREQUISITES* AND A 
BIBLIOGRAPHY. IAG» 

VT 017 702 

A GALAXY PLAN FOR CAREER PREPARATION. A 
CONCEPT AND PLAN OF ORGANIZATION. 

DETROIT PUBLIC SCHOOLS* NICH. VOCATIONAL 
DEPT. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 6a 28P. 

DESCRIPTORS - ♦CAREER EDUCATION; CONCEPTUAL 
SCHEMES; VOCATIONAL EDUCATION; EDUCATIONAL 
OBJECTIVES; EDUCATIONAL NEEDS; ♦CITY WIDE 
PROGRAMS; ♦VOCATIONAL DEVELOPMENT; ♦FLEXIBLE 
PROGRESSION; RESOURCE MATERIALS; ♦PROGRAM 
planning; EDUCATIONAL IMPROVEMENT; 
OCCUPATIONAL CLUSTERS; HUMANITIES; ELEMENTARY 
GRADES; SECONDARY GR/^OES 
IDENTIFIERS - ♦GALAXY PLAN; EDUCATIONAL 
AWARENESS 

ABSTRACT - THIS EXPERIMENTAL EDITION OF AN 
ORGANIZATIONAL PLAN FOR ELEMENTARY AND 
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S£CCNOARV CAREER PREPARATION IN THE DETROIT 
PUaLIC SCHOOL SYSTEM RESULTED FROM A 1962 
KEPURT ENTITLED "PREPARING PUPILS FOR THE 
MURLD OP MORKt** AS NELL AS THE ASSISTANCE OF 
Thb RESEARCH COUNCIL OF THE GREAT CITIES 
PROGRAM FUR SCHUUL IMPROVEMENTt AND .THE 
CONTRIBUTIONS OF EOUCATORSt LEADERS IN 
BUSINESS AND INOUSTRYt AND OTHER CITIZENS* 
FLLKldLE PROoRESSIGN WOULD HIGHLIGHT A 3- 
PRONGED APPROACH IN BASIC EDUCATION t PERSONAL 
DEVtLOPMENTt AND CAREER PREPARATION FOR THESE 
FOUR TYPES OF STUDENTS: (II SUPERIOR* (21 
A^LRAGEt (31 UNOERACHIbVERt AND C ^1 ,SPECIAL 
NEEDS* THIS ''GALAXYx APPROACH EMPHASIZES 
OCCUPATIONAL GUIDANCE* PROJECT TRAINING 
METHODS AND IN-DEPTH VOCATIONAL COURSES IN 
THE FOLLOWING FOUR AREAS: (i) PERSONAL 
SERVICES* (2) ENERGY AND PROPULSION, (3) 
VISUAL COMMUNlCATIDNt AND (4) MATERIALS AND 
PKUCcSSES* TERM DEFINITIONS, AN ANALYSIS OF 
VOCATIONAL EDUCATION SUBJECT AREAS, AND A 
CLUSTER PLAN 6Y GRADE LEVEL ARE APPENDED* 
EACH TENTATIVE CARcER cDUCATlON PROGRAM IS 
DELINEATED, PRESENTING BOTH PRESSING 
cCUCATiONAL NEEDS AND PROGRAM RATIONALES* SIX 
"bALAAV*« OSJECriVES ARE INCLUDED SEPARATELY* 
(AG) 

VT 017 706 

HEALTH CAREERS: TRAINING PROGRAMS IN NEW 
"YORK* 

UNITED HOSPITAL FUND OF NEM YORK, N*Y* 
MF AVAILABLE IN WT-ERIC SET* 

HEALTH MANPOWER SERVICE, UNITED HOSPITAL FUND 
OF NY, 3 EAST 34 TH ST*, NEW YORK, NY 100^2 

PUB DATE - 72 ll^P. 1%72 EDITION 

DtSCRIPTORS - ADULT EDUCATIONS >^HEALTH 
OCCUPATIONS; HEALTH PERSONNEL: EMPLOYMENT 
UUALIFICATIONS; «CCCUPATI0NAL INFORMATION: 
EMPLOYMENT OPPORTUNITIES; VOCATIONAL 
DEVtLOPMENT; 4>hEALTH OCCUPATIONS EOUCATIQN; 
PROMOTION (OCCUPATIONAL); CAREER LADDERS; 
RESOURCE MATERIALS; «0I RECTOR lES; SALARIES; 
ESTATE PROGRAMS 

IDENTIFIERS - ♦NEW YORK STATE; CAREER 
AWARENESS 

ABSTRACT - FUR THOSE INTERESTED IN BEGINNING 
A HEALTH CAREER OR ASPIRING TO A BETTER 
POSITION WITHIN THE HEALTH SERVICES AREA, 
THIS REVISED 1972 DIRECTORY PROVIDES CURRENT 
OCCUPATIONAL INFORMATION ON NEW YORK TRAINING 
PROGRAMS FOR A WIDE VARIETY OF HEALTH 
OCCUPATIONS* DESCRIPTIONS OF OVER 70 CAREERS 
INCLUDE INFORMATION ABOUT ADVANCEMENT AND 
EMPLOYMENT OPPORTUNITIES, SALARIES, 
EDUCATIONAL REQUIREMENTS, AND ACCREDITED 
VOCATIONAL SCHOOLS IN NEW YORK* BY CONTACTING 
THE NATIONAL ASSOCIATION LISTED ON EACH PAGEi 
ADDITICNAL INFORMATION CAN BE OBTAINED* ONLY 
PROGRAMS ANO SCHOOLS ACCREDITED IN NEW YORK 
STATE ARE INCLUDED* APPROXIMATELY 33 PERCENT 
OF THE BETTER KNOWN HEALTH CAREERS ARE 
DESCRIBED, NOTING THAT POSITIONS REQUIRING 
LESS TRAINING AFFORD ROOM FOR ADVANCEMENT* 
THE ORIGINAL VERSION OF THIS RESOURCE GUIDE 
WAS DEVELOPED BY A FORMER STAFF ASSOCIATE OF 
THE UNITED HOSPITAL FUND OF NEW YORK* THIS 
DOCUMENT IS J>-HOLE PUNCHED FOR EASE IN 
INSERTION OR REMOVAL OF PAGES* (AG) 

O 7 707 
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ELEMENTARY CAREER EDUCATION STARTS WITH 
AWARENESS* 

PORTLAND PUBLIC SCHOOLS, OREG* 

MF AVAILABLE IN VT-ERIC SET, 

PUB DATE - JUN72 132P* 1972 REVISION: 

PRESENTATION OF A CAREER EDUCATION WORKSHOP 

(JUNE 1971, 1972) 

DESCRIPTORS - TEACHING PROCEDURES; 
♦ELEMENTARY GRADES; BEHAVIORAL OBJECTIVES: 
EVALUATION TECHNIQUES; LEARNING ACTIVITIES: 
♦CAREER education: ♦CURRICULUM GUIDES; 
VOCATIONAL DEVELOPMENT: SOCIAL SCIENCES: 
♦INTERDISCIPLINARY APPROACH; ♦INTEGRATES 
CURRICULUM! GOAL ORIENTATION; RESOURCE 
MATERIALS 

IDENTIFIERS - CAREER AWARENESS; SELF 
AWARENESS 

ABSTRACT - THIS REVISED CURRICULUM GUIDE FOR 
AN INTEGRATED, INTERDISCIPLINARY CAREER 
EDUCATION PROGRAM IN THE ELEMENTARY GRADES 
EMPHASIZES CAREER EXPLORATION, SELF- 
DISCOVERY, AND AWARENESS OF THE WORLD OF 
WORK* DEVELOPED BY ELEMENTARY TEACHERS AT A 
REGIONAL SUMMER WORKSHOP IN CAREER EDUCATION, 
THESE MATERIALS FOCUS ON FAMILY-RELATED 
EXPERIENCES FOR GRADE 1, NEIGHBORHOOD 
EXPERIENCES FOR GRADE 2, AND MORE GENERAL 
SOCIAL STUDIES ACTIVITIES FOR THE 
INTERMEDIATE GRADES* OCCUPATIONAL 
CLASSIFICATIONS, CAREER EDUCATION GOALS FOR 
THE ELEMENTARY GRADES, ANO RESOURCE LISTS ARE 
PRESENTED* FOR EACH LESSON PLAN, THE GRADE 
LEVEL, BEHAVIORAL OBJECTIVES, LEARNING 
ACTIVITIES, TEACHING PROCEDURES, ANO 
EVALUATION PROCEDURES ARE PROVIDED IN A 4- 
COLUMN FORMAT* EACH SECTION IS TABBED, ANO 
RESOURCE MATERIALS ARE APPENDED* (AG). 

VT 017 709 

PROJECTS SIMULATION OF OFFICE PROCEDURES FOR 
VOCATIONAL OFFICE EDUCATION* 

TENNESSEE STATE BOARD FOR VOCATIONAL- 
TECHNICAL EDJCATION, NASHVILLE* 
OFFICE OF EDUCATION (DHEW), WASHINGTON, 0*C* 
MF AVAILABLE IN VT-ERIC SET. 
PUe DATE - ND 136P* 

DESCRIPTORS - RESOURCE MATERIALS; MARKETING; 
WORKSHEETS; *STUOENT PROJECTS; ♦TEACHING 
GUIDES; VOCATIONAL EDUCATION; ♦OFFICE 
OCCUPATIONS EDUCATION; VOCATIONAL 
DEVELOPMENT; EVALUATION TECHNIQUES; TEACHING 
PROCEDURES: ♦SIMULATION; ^OFFICE PRACTICE; 
SECONDARY GRADES; BEHAVIORAL OBJECTIVES 
IDENTIFIERS - EDUCATIONAL AWARENESS; 
BEGINNING COMPETENCE 

ABSTRACT - THIS COLOR-KEYED TEACHING GUIDE 
PRESENTS SEVEN STUDENT PROJECTS FOR 
VOCATIONAL OFFICE EDUCATION INSTRUCTION NHICH 
INVOLVE SIMULATION OF OFFICE PROCEDURES* 
INTENDED TO SUPPLEMENT A TEXTBOOK, EACH 
PROJECT CONTAINS TIME ALLOTMENTS, DETAILS 
ABOUT ITS PLACE IN THE CURRICULUM, SUPPLIES 
ANO EQUIPMENT LITTS, BEHAVIORAL OBJECTIVESf 
ANO WEAKNESSES IN TASK PERFORMANCE* SUGGESTED 
TEACHING PROCEDURES, EVALUATION TECHNIQUES, 
REQUIRED STUDENT FORMS, STUDENT READING 
MATERIALS, ANO A TEACHER'S KEY ARE PROVIDED 
FOR EACH PROJECT. THIS GUIDE WAS DEVELOPED BY 
INSTRUCTORS OF VOCATIONAL OFFICE OCCUPATIONS 
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AT THE SdCUNOAKY L£VEL« THE SIMULATION 
FROJECI TITLES ARE; fU COMPANY 
CURRfc-SPONU^NCE , (^1 BOARD OF EUUCATIONt (3) 
V03 SUFPLYf INC.! (4) NORTHERN PENINSULA LIFE 
INSORANCt CuMPANYf (5) OPN HOUSE t (6) AUDIO 
CCtMUcNSER COMPANY, AND (7) PROGRAMMED 
LEAKNUG INSTITUTb. (AGl 

VT 017 728 

INDUSTRIAL AkTS CURRICULUM GUIDE, 

LOS ALAMOS PUBLIC SCHOOLS, N. HEX. 
MF AVAILABLE IN VT-ERIC SET, 
PUb OATE - NO .\68P. 

DESCRIPTORS - MANUFACTURING? ♦CURRICULUM 
GUlOtrS; ♦INDUSTRIAL ARJSi ^GQAL ORIENTATION; 
♦ EDUCATIONAL OBJECTIVES; SECONDARY GRADES; 
CURRICLLUM DESIGN; CURRICULUM DESIGN; 
♦INDUSTRIAL TECHNOLOGY; PUBLIC SCHOOL 
SYSTcMS; RESOURCE MATERIALS; VOCATIONAL 
DEVELOPMENT; MODELS; SEQUENTIAL PROGRAMS 
IDENTIFIERS - EDUCATIONAL AWARENESS; 
bEGINNING COMPETENCE 

ABSTRACT - INTENDED FOR THE USE OF TEACHERS, 
AND AOMIN ISTRATORS FOR A SEQUENTIAL 
INDUSTRIAL ARTS PROGRAM FOR GRADES 7 THROUGH 
i^f This SPIRAL-eCUNC CURRICULUM GUIDE. 
CONTAINS GENERAL AND SPECIFIC PROGRAM GOALS 
AND EDUCATIONAL OBJECTIVES IN A COMPREHENSIVE 
APPROACH TO INDUSTRIAL TECHNOLOGY. ADOPTING 
THE EDUCATIONAL PHILOSOPHY OF THE AMERICAN 
INDUSTRIAL ARTS ASSOCIATION, THE LOS ALAMOS 
PUBLIC SCHOOL SYSTEM DEVELOPED GENERAL GOALS 
mHICH were written BY AN INDUSTRIAL ARTS 
CURRICULUM COMMITTEE FOR THESE FIVE 
TECHNOLOGICAL ARE^S: II) MANUFACTURING, i;^) 
CONSTRUCTION, (3) COMMUNICATION, (^) 
TRANSPORTATION, mO (3) RESEARCH AND 
DEVELOPMENT. A PROGRAM RATIONALE AND A 
uIAGRAM OF A STRUCTURE FOR IDENTIFYING AND 
I^PLEM£NTING INDUSTRIAL ARTS GOALS AND 
OBJECTIVES ARE INCLUDED. (AGI 

VT 017 729 

BUSINESS COMMUNICATIONS. 

WICHITA PUBLIC SCHOOLS, KANS. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 70 215P. 

DESCRIPTORS - ♦TEACHING GUIDES; GRADE 12; 
COURSE DESCRIPTIONS; BIBLIOGRAPHIES; RESOURCE 
MATERIALS; ♦REVIEW (REEXAMINATION); 
♦VOCATIONAL EDUCATION; VOCATIONAL 
DEVELOPMENT; BASIC SKILLS; LEARNING 
ACTIVITIES; ♦BUSINESS EDUCATION; OFFICE 
OCCUPATIONS education; ♦COMMUNICATIONS; 
COMMUNilCATION SKILLS; WORKSHEETS 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS TEACHING GUIDE FOR A 2- 
SEMESTER BUSINESS COMMUNICATIONS COURSE IN 
GRADE 12 CONTAINS A COURSE DESCRIPTION AND 
RATIONALE, PUBLIC RELATIONS TECHNIQUES, 
OVERALL SUMMARY SHEETS FOR EACH 9-WEEK 
PERIOD, A BIbLlCGRAPHY, AND RESOURCE LISTS. 
OFFERING INTENSIVE REVIEW IN BASIC GRAMMAR, 
i>tNTEt4CB CONSTRUCTION, AND BUSINESS LETTER 
WRITING, UNIT OUTLINES PROVIDE RESOURCE 
LISTS, LEARNING ACTIVITIES. INSTRUCTIONAL 

O AND TIME ALLOTMENTS. VARIOUS TEACHING 
CDir^TlONS, SAMPLE STUDENT WORKSHEETS, AND A 
L^^-ARY LIST OF USEFUL BUSINESS TERMS ARE 



INCLUDED. AN INTRODUCTORY I-YEAR COURSE IN 
TYPING CONSTITUTES A PREREQUISITE FOR THIS 
BUSINESS COURSE* WHICH IS ENRICHED THROUGH 
THE USE OF AUDIOVISUAL AIDS, FILING 
PROCEDURESy SPEECH MAKING, AND PENMANSHIP 
DRILL. lAG) 

VT 017 730 

WHO? WHAT? WHERE? HOW MUCH? COORDINATED 
VOCATIONAL ACADEMIC EDUCATION BIBLIOGRAPHY. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 149P. 

DESCRIPTORS - ♦BIBLIOGRAPHIES; ♦CAREER 
EDUCATION; VOCATIONAL DEVELOPMENT; 
♦OCCUPATIONAL GUIDANCE; HUMAN RESOURCES; 
SECONDARY GRADES; HUMANITIES; ♦WORK STUDY 
PROGRAMS; ♦STUDENT DEVELOPED MATERIALS; 
COSTS; EDUCATIONAL COORDINATION; VOCATIONAL 
EDUCATION; ACAOEMIC EDUCATION; INSTRUCTIONAL 
MEDIA 

IDENTIFIERS - EDUCATIONAL AWARENESS; CAREER 
AWARENESS 

ABSTRACT - THIS DETAILED BIBLIOGRAPHY OF 
CAREER DEVELOPMENT. AND OCCUPATIONAL GUIDANCE 
MATERIALS PROVIDES A TENTATIVE, 
REPRESENTATIVE CKOSS-SECT ION OF MATERIALS AND 
RESOURCE PEOPLE THAT MAY BE AVAILABLE FOR USE 
IN JUNIOR AND SENIOR HIGH SCHOOL WORK STUDY 
PROGRAMS. COMPILED BY STUDENTS ATTENDING THE 
1972 COORDINATED VOCATIONAL ACAOEMIC 
EDUCATION PROGRAM WORKSHOP, THIS BIBLIOGRAPHY 
IS DIVIDED INTO TEN SECTIONS: (I) BOOKS, 
BOOKLETS, PAMPHLETS, AND MAGAZINES, (2) 
BULLETIN BOARDS AND POSTERS, (3) EQUIPMENT, 
(4) FILMSTRIPS, C5) FREE MATERIAL SOURCES AND 
RESOURCE PEOPLE, (61 FUND RAISING IDEAS, (7) 
GAMES, (8) KITS, (9) SLIDES AND 
TRANSPARENCIES, AND (10) TAPES AND CASSETTES. 
FOR EACH ITEM, THE CATALOG NUMBER, NAME OF 
THE ITEM, LIST PRICE, NET PRICE, POSTAGE 
REQUIRED, AND DESCRIPTION (INCLUDING GRADE 
LEVEL) ARE GIVEN IN A 6-COLUMN FORMAT. THE 
NAME AND ADDRESS OF THE PUBLISHING COMPANY, 
THE CATALOG YEAR, AND THE TYPE OF MATERIAL 
ARE INCLUDED. (AG) 

VT 017 734 

CURRICULAR AND INSTRUCTIONAL IMPROVEMENTS — 
1970-1971. 

fort worth public schools, tex. dept. of 
curriculum. 

mf available in vt-eric set. 
pub date - 71 159p. 

descriptors - ♦educational innovation; ♦pilot 
projects; indexes (locaters); humanities; 
city wide programs; ♦program descriptions; 
educational change; ♦program evaluation; 
program improvement; ♦educational 
improvement; resource guides 
identifiers - ♦fort wopth; educational 
awareness 

abstract - this bulletin, as the fifth in a 
series of annual reports on the activities of 
fort worth's department of curriculum, 
describes and evaluates pilot projects for 
the 1970 school year, which are intended for 
curricular and instructional improvement, 
useful for principals and teachers as a 
resource guide presenting ideas for possible 



INCORPORATION INTO THEIR PROGRAMS* THE SEVEN 
SECTIONS cover: (11 NEN PROGf^AHS 9 (21 PILOT 
PROJECTS* (31 CURRICULUM PUBLICATIONS* (41 
TEACHER EOUCATION* (51 A STANDARDIZED TESTING 
PRiiGRAH* (6) TEXTBOOK SELECTIONS* AND (71 
EQUIPMENT AND MATERIALS. NUMEROUS PHOTOGRAPHS 
ILLUSTRATE THE TEXT* WHICH INCLUDES AN INDEX* 
RECOMMENDATIONS FOR PROGRAM DEVELOPMENTS* 
STEMMING FROM THESE INNOVATIVE PROJECTS* ARE 
PRESENTED WITH EACH PROGRAM DESCRIPTION* THIS 
DOCUMENT MAS DEVELOPED BY ADMINISTRATORS AND 
SUPERVISORS FROM FORT MORTH*S PUBLIC SCHOOL 
SYSTEM* (AGI 

VT 017 739 

FACING FACTS aBCiOT CAREER OPPORTUNITIES FOR 
ThE HIGH SCHOOL GRADUATE: A GUIDE FUR 
STUDENTS AND THEIR PARENTS* 

PRUDENTIAL INSURANCE CD* OF AMERICA* NEWARK* 
N*J* 

UOCUMENT NOT AVAILABLE FROM EDRS* 
PRUDENTIAL* BOX iV36* NEWARK* NJ 07101 
PUt) DATE - 69 31P* 

DESCRIPTORS ~ «HIGH SCHOOL GRADUATES; ^CAREER 
PLANNING; PAMPHLETS: ♦CAREER OPPORTUNITIES; 
♦ POST HIGH SCHOOL GiUOANCE; EMPLOYMENT 
PROJECTIONS; VOCATIONAL DEVELOPMENT; 
OCCUPATIONAL INFORMATION; HUMANITIES; 
«CCCUPATICiNAL GUIDANCE; RESOURCE MATERIALS; 
VISUAL aids; CONTINUOUS LEARNING; SECONDARY 
GRADES 

luENTIFIERS - «CAKEER AWARENESS 

ABSTRACT - THIS BOOKLET WILL PROVE USEFUL TO 
HIGH SCHOOL STUDENTS* HIGH SCHOOL GRADUAVES* 
PARENTS* OR GUIDANCE PERSONNEL AS A BASIC 
GUIDE TO CAREER OPPORTUNITIES AVAILABEL TO 
THE HIGH SCHOOL GRADUATE* A DISCUSSION OF 
SEVEN PRELIMINARY STEPS FOR PLANNING A CAREER 
WHILE IN HIGH SCHOOL PRECEDES BRIEF 
DESCRIPTIONS OF OPPORTUNITIES FOR POST- 
SECONDARY JR ADULT VOCATIONAL EDUCATION. A 
SFALL SAMPLING OF EMPLOYMENT OPPORTUNITIES IN 
VARIOUS OCCUPATIONAL CLUSTERS IS PROVIDED* 
EMPLOYMENT PROJECTIONS ARE PRESENTED BY MEANS 
OF A GRAPH* WHILE ADVICE IS GIVEN ON THE 
RISKS INVOLVED IN BEING SELF-EMPLOYED* 
WORKING LINE DRAWINGS ILLUSTRATE THE TEXT* 
WHICH INCLUDES A RESOURCE LIST. lAGl 

VT 017 741 

FACING FACTS ABOUT YOUR COLLEGE CAREER: A 
GUIDE FOR STUDENTS* COUNCELORS AND PARENTS* 

PRUDENTIAL INSURANCE CO* OF AMERICA* NEWARK* 
N*J* 

DOCUMENT NOT AVAILABLE FROM EDRS* 
PRUDENTIAL* BOX U 36* NEWARK* NJ 0710L 
PUB DATE - 71 :.IP* 

DESCRIPTORS - ^CAREER PLANNING; PAMPHLETS; 
STUDENT DEVcLDPED MATERIALS; STUDENT 
ADJUSTMENT; VOCATIONAL DEVELOPMENT; 
♦EDUCATIONAL GUIDANCE: ♦STUDENT COLLEGE 
RELATIONSHIP; ♦COLLEGE STUDEMTS; ♦COLLEGE 
ATTENDANCE; STUDENT CHARACTERISTICS; 
INDIVIDUAL DEVELOPMENT; DECISION MAKING 
SKILLS; QUESTIONING TECHNIQUES; RESOURCE 
MATERIALS 

IDENTIFIERS - SELF AWARENESS; ATTITUDES 
O lATIONS 

^i^^CT - THIS PAMPHLET FOR STUDENTS* 
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COUNSELORS* AND PARENTS GIVES VALUABLE ADVICE 
ABOUT GOING TO COLLEGE* PROBLEMS THAT 
STUDENTS ENCOUNTER* AND RELEVANT FACTS THAT 
ARE HELPFUL IN MAKING THE STUDENT AWARE OF 
THE PERSONAL DECISIONS AND CHARACTERISTICS 
REQUIRED TO BENEFIT FROM COLLEGE LIFE* 
STUDENT CONSULTANTS FROM 17 COLLEGES AND 
UNIVERSITIES AND SIX HIGH SCHOOLS PRESENT 
THEIR IMPRESSIONS AND AOVICE ABOUT THE 
FOLLOWING IMPORTANT AREAS: (il TODAY* S 
COLLEGE STUOENTt (21 NINE CRITICAL AREAS FOR 
STUDENT ADJUSTMENT* (31 LEARNING TO BE 
INDEPENDENT* AND (41 CAREER DECISIONS* 
CHECKLISTS FOR EACH TOPIC PROVIDE QUESTIONS 
TO INCREASE THE STUDENT'S SELF-AWARENESS* 
LINE DRAWINGS ILLUSTRATE THE TEXT* WHICH 
INCLUDES A RESOURCE LIST* (AG) 

VT 017 843 

CLARK* LAVON* AND OTHERS 
SECRETARIAL TRAINING GUIDE* BUSINESS 
EDUCATION* WICHITA PUBLIC SCHOOLS* 1966-1969* 

WICHITA PUBLIC SCHOOLS* KANS* 
MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - 69 103P* 

DESCRIPTORS - COURSE DESCRIPTIONS; ♦RESOURCE 
GUIDES; SECONDARY GRADES; WORKSHEETS; 
♦PROJECT TRAINING METHODS; TEACHING 
PROCEDURES; EDUCATIONAL OBJECTIVES) 
♦SECRETARIES) ♦BUSINESS EOUCATION; 
♦VOCATIONAL EDUCATION; VOCATIONAL DEVELOPMENT 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS COLOR-KEYED RESOURCE GUIDE 
INCLUDES TEACHING GUIDELINES* A SUGGESTED 
GRADING SCALE* AN INSTRUCTIONAL OUTLINE* AND 
COURSE OBJECTIVES FOR SECRETARIAL TRi^INING 
PROJECTS* TO BE CHOSEN FROM A WIDE RANGE OF 
BUSINESS AND JOB TRAINING TOPICS* EXTENSIVE 
WORKSHEETS AND RESOURCE MATERIALS ARE 
PROVIDED FOR THE PROJECT WORK* INTRODUCTORY 
SHORTHAND AND TYPING ARE COURSE 
PREREQUISITES* DEVELOPED AT A WORKSHOP* THIS 
SECRETARIAL TRAINING GUIDE EMPHASIZES 
VOCATIONAL PREPARATION AND PERSONALITY 
DEVELOPMENT* IN ADDITION TO THE USE OF 
BUSINESS MACHINES AND RELATED OFFICE SKILLS* 
(AGI 

VT 017 848 

A TEACHER*S GUIDE FOR FREE ENTERPRISE^* 

COLORADO STATE UNI V** FT* COLLINS* DEPT* OF 
VOCATIONAL EDUCATION* 

COLOKXnO STATE BOARD FOR COMMUNITY COLLEGES 
AND OCCUPATIONAL EDUCATIONt DENVER 
MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - 01SEP7.1 43P* 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦CURRICULUM GUIDES; POST SECONDARY EDUCATION; 
♦BUSINESS education; ♦TEACHING GUIDES: 

business education teachers; vocational 
education; economic education; ♦economics; 

CONCEPT teaching; GOVERNMENT ROLE; COURSE 
CONTENT 

IDENTIFIERS - ECONOMIC AWARENESS; FREE 
ENTERPRISE 

ABSTRACT - WRITTEN BY SECONDARY SCHOOL AND 
TECHNICAL INSTITUTE INSTRUCTORS* DEPARTMENT 
HEADS* AND COORDINATORS AND REVIEWED BY AN 
ADVISORY COMMITTEE OF SCHOOL SUPERVISORS AND 
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BUSINESSHENf THIS GUIDE IS PART OF A BUSINESS 
AND OFFICE EDUCATION CURRICULUM PROJECT 
DESIGNED FOR POST SECONDARY LEVEL 
INSTRUCTION* IT CONSISTS OF A 15-LESSON 
OUTLINE OF CONTENT ACTIVITIES WHICH ARE 
ORGANIZED BY SPECIFIC ECONOMIC CONCEPTS OF 
BUSINESS ORGANIZATIONS* INCLUDED IN THE 
CONTENT IS AN EXAMINATION OF THE COMPARATIVE 
KCLE OF THE INDIVIDUAL ANO THE GOVERNMENT 
UNDER THE ECONOMIC SYSTEMS OF FREE 
ENTERPRISEt SOCIALISM* ANO FASCISM* 
CONSIDERATION IS GIVEN TO GOVERNMENT 
REGULATION OF BUSINESS* RISK BEARING* THE LAW 
OF SUPPLY ANO DEMANOt TYPES OF BUSINESS 
ORGANIZATIONS* THE PRICE SYSTEM* COMPETITION* 
MONOPOLY* ANO INDIVIDUAL ANO LEGAL RIGHTS* 
SPACE IS PROVIDED ON THE LEFT SIDE OF EACH 
PAGE FOR TEACHERS TO MAKE NOTES* WRITE IN 
STUDENT ACTIVITIES* AND ADD MATERIAL THEY 
THINK IS NECESSARY* (AUTHOR/DL) 

VT 017 849 

A TEACHER'S GUIDE FOR DATA PROCESSING* 

COLORADO STATE UNIV** FT* COLLINS* OEPT« OF 
VOCATIONAL EDUCATION* 

COLORADO STATE BOARD FOR COMHUN ITY COLLEGES 
AND UCCUPATIONAL EDUCATION* DENVER* 
MF AVAILABLE IN VT-ERIC SET* 
FUb DATE - 01SEP71 43P* 

descriptors - ^instruct lonal materials; goal 
orientation; behavioral objectives; 
^vocational education; business education; 
♦office occupations education; 
communications; secondary grades; *oata 
processing; visual aids; vocational 
development; ^teaching guides 
identifiers - educational awareness 

abstract - funded by a state grant* this 
instructional unit on data processing was 
developed by vocational business and office 
education teachers at the high school level 
with the aid of an advisory committee of 
teachers and leaders in business* for each of 
the ten lesson plans* a topical outline 
correlated with key teaching points is 
presented in a 2-column format* space is 
provided fdr the teacher's notes* four unit 
goals with behavioral objectives are 
included* line drawings illustrate the text* 

(AG) 

VT 017 857 

GENERAL OFFICE TRAINING* A GUIDE FOR TEACHERS 
TU HANDLE SPECIAL PROBLEMS IN BUSINESS 
EDUCATION* TENTATIVE REPORT* 

MISSOURI STATE DEPT* OF EDUCATION* JEFFERSON 
CITYe BUSINESS ANO OFFICE EDUCATION SECTION* 
MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - 69 2B5P* 

DESCRIPTORS - ♦OFFICE OCCUPATIONS EDUCATION; 
VOCATIONAL EDUCATION; VOCATIONAL DEVELOPMENT; 
♦ SPECIAL PROGRAMS; ♦TEACHING GUIDES; 
SECONDARY GRADES; FLEXIBLE PROGRESSION; 

STUDENT projects; *JOd training; business 

education; individual NEEDS; individualized 

instruction; resource materials; marketing; 
occupational guidance; ♦program guides 

' ^^"lERS - BEGINNING COMPETENCE; ♦SPECIAL 

'ERIC 



ABSTRACT - THIS SPIRAL-BOUND SUPPLEMENTAL 
TEACHING GUIDE FOR A 1-YEAR INTRODUCTORY 
COURSE IN GENERAL OFFICE TRAINING AT THE HIGH 
SCHOOL LEVEL WAS PREPARED ESPECIALLY TO MEET 
THE NEEDS OF THE LOW ACHIEVER* THE 
DISADVANTAGED STUDENT* ANO OTHER SPECIAL 
NEEDS GROUPS* INTENDED FOR USE EITHER AS A 
SPECIAL COURSE OR FOR INTEGRATION INTO AN 
EXISTING CURRICULUM* THIS TENTATIVE REPORT 
EMPHASIZES INDIVIDUALIZED INSTRUCTION TO 
ACHIEVE FLEXIBILITY IN MEETING INDIVIDUAL 
NEEDS* FACILITY REQUIREMENTS ANO SUGGESTED 
EQUIPMENT ANO SUPPLY LISTS ARE INCLUDEOt AS 
WELL AS A WIDE RANGE OF APPENDED RESOURCE 
MATERIALS* THE INSTRUCTIONAL PROGRAM OUTLINE 
DETAILS 23 STUDENT PROJECTS* EACH GIVING ' 
TEACHING PROCEDURES* A BEHAVIORAL OBJECTIVE* 
LEARNING ACTIVITIES* AND FOLLOW-UP 
ACTIVITIES* FOCUSING ON TECHNIQUES FOR 
OBTAINING AND SUCCEEDING ON A JOB* THESE 
INSTRUCTIONAL UNITS WERE DEVELOPED BY A STATE 
CURRICULUM COMMITTEE OF HIGH SCHOOL ANO 
COLLEGE INSTRUCTORS ANO LEADERS IN BUSINESS* 
FOR EACH SECTION* TOPICAL OUTLINES* RESOURCE 
LISTS* LEARNING ACTIVITIES* AND EVALUATION 
TECHNIQUES ARE CORRELATED WITHIN A 4-COLUMN 
FORMAT* SAMPLE PROGRAM MATERIALS ARE 
PROVIDED* (AG) 

VT 017 922 

DISTRIBUTIVE EDUCATION SECOND YEAR SERIES* 
UNIT IV: MARKETING IN OUR ECONOMY II* 

FLORIDA STATE DEPT* OF EDUCATION* 

TALLAHASSEE* 01 V* OF VOCATIONAL* TECHNICAL 

ANO ADULT EDUCATION* 

MF AVAILABLE IN VT-ERIC SET* 

STATE OF FLORIDA* DEPARTMENT OF EDUCATION* 

TALLAHASSEE* FLORIDA 32304 

PUB DATE - NO 52P* 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦STATE CURRICULUM GUIDES; SECONDARY GRADES; 
♦DISTRIBUTIVE EDUCATION; ♦MARKETING; ♦COURSE 
CONTENT; TEACHING TECHNIQUES; AUDIOVISUAL 
AIDS 

IDENTIFIERS - ECONOMIC AWARENESS; ♦FLORIDA 

ABSTRACT - THIS CURRICULUM UNIT IS THE FOURTH 
IN A SERIES OF FIVE UNITS IN THE SECOND YEAR 
CURRICULUM FOR THE BASIC DISTRIBUTIVE 
EDUCATION PROGRAM IN FLORIDA'S SECONDARY 
SCHOOLS* IT IS DESIGNED TO DEVELOP AN 
UNDERSTANDING OF THE IMPORTANCE OF ECONOMIC 
GROWTH* THE CAUSES OF ECONOMIC FLUCTUATIONS* 
THE ROLES OF INTERNATIONAL TRADE IN THE 
WORLD*^ 'ECONOMY* AND THE APPLICATION OF THE 
MARKETING CONCEPT IN AGRICULTURAL AND 
INDUSTRIAL MARKETING IN ACHIEVING OUR 
ECONOMIC GOALS* CONTENTS OF THE UNIT ARE 
ORGANIZED INTO THE FOLLOWING CHAPTERS: (II 
ECONOMIC GROWTH* (21 FLUCTUATIONS IN NATIONAL 
INCOME* (3) MARKETING ANO THE AMERICAN 
ECONOMY* (4) MARKETING ANO THE SOCIAL 
PROCESS* (3) THE MARKETING CONCEPT* (61 
AGRICULTURAL MARKETING* (71 INDUSTRIAL 
MARKETING* AND (B) INTERNATIONAL MARKETING* 
ACCOMPANYING THE UNIT ARE SUGGESTED STUDENT 
ASSIGNMENTS AND TEACHING TECHNIQUESt A LIST 
OF REFERENCES AND AUDIOVISUAL AIDS* ANO A 
NUMBER OF OVERLAYS AND TRANSPARENCIES* A 
RELATED DOCUMENT IS AVAILABLE AS VT 013 112 
(AIM VDL*$* NO* 1) * (OL) 

VT 017 925 
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THE CCiwPtRATlVL PLAN tOR OISTRIliJTI Vfc 
EDUCATION IN FLORIOA«S HIGH SCHOatS. 

FLORIDA STATE DEPT. OF EOliCATIONt 

TALLAHASSEE. OIV. CF VOCATIONAL, TECHNICAL 

ANU AOULT EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

bULL-7*»ri-6-RCV 

GAIL TBAPNcLLt DISTRIBUTIVE EOUCATIONt STATE 
OF FLORIDA, DEPARTMENT OF EDUCATION, 
TALLAHASSEE, FLORIDA 3^304 

PUB OATH - APR70 1U9P. REVISED EDITION 

UESCKIPTOKS - »*»PRU&RAM GUIDES; ♦DISTRIBUTIVE 
EDUCATION; SECONCARY GRADES; CURRICULUM 

planning; PRuG^^A^^ evaluation; program 

planning; ADMINISTRATOR GUIDES; *C00P£RATIVE 
EDUCATION; ♦STATE CUKKICULUM GUIDES 
ID6NTIFIE.<S - *FL0R:I0A 

ABSTRACT - THIS BULLETIN, DEVELOPED UNDER THE 
SUPtKVISION OF A CURRICJLU.i SPECIALIST FOR 
L) ISTRjaoT WE EDUCATION, IS DESIGNED TO ASSIST 
ACiilrdSTKATuRSt SUPERVISORS, AND TEACHER- 
CCOKuINATOkS liNJ SUCCESSFULLY ESTABLISHING AND 
OPERATING PROGRAMS IN COOPERATIVE 
DISTRIBUTIVE EDUCATION IN FLORIDA'S SECONDARY 
SCHOOLS. THE THKUST OF THESE PROGRAMS IS TO 
PREPARE SECONOARY STUDENTS FOR FUTURE CAREERS 
IN MARKETING AND DISTRIBUTION THROUGH 
UTILIZATION ANC 1 ^PLEMfc NTAT I ON OF THE 
COOPERATIVE PLAN AS A METHOD Of INSTRUCTION. 
INCLUJtO I.M THfc GUIDE AKE DESCRIPTIONS OF (U 
TFE PHILOSOPHY AND OdJcCTIVES OF THE PLAN, 
12) THE ACTIVITIES OF THE TEACHER- 
COORDINATOR, (3) THE URGANUATION AND 
OPERATION OF THE PLAN, C4) CURRICULUM 
PLANNING, ANU li>) PROGRAM PROMOTION AND 
EVALUATION. SURVEYS, J JE ST I ONi>iAI R E S , 
APPLICATION, CHARACTER REFERENCE, AND SAMPLE 
EMPLUYEK EVAcUATICN FORMS ARE INCLUDED IN THE 
AFPE.^»aiA. A hiELATEO DQCUHeNT IS AVAILABLE IN 
ARM WINTER 1^63 AS VT 005 26^. (AUTHOR/DL) 

VT 018 066 

MAKING THE GRACE. 

EFFECTIVE LEARNING INC.; SETTLEMENT HOUSES 
EMPLOYMfcNT uEVELGPMENT, INC., NEW YURK, N.Y. 
NEW YORK STATE EDUCATION DEPT., ALBANY. 
bURtAU OF OCCUPATIONAL EOUCATIUN RESEARCH. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
PUb DATE - N0V7i ^^^P• 

DESCRIPTORS - ^READING MATERIALS; 
♦INSTRUCTIONAL MATERIALS; ^MANPOWER 
development; worksheets; adult VOCATIONAL 
EDUCATION; VOCATIONAL DEVELOPMENT; 
UNDEREMPLOYED; UNEMPLOYED; ♦SECRETARIES; ♦JOB 
TRAINING; SEQUENTIAL APPROACH; WORK 
tXPERIcN'CE; WORK ATTITUDES; TEACHING 
TECHNIQUES; EMPLOYMENT PROBLEMS 
iGcNTIFlERS - SELF AWARENESS, ♦MINI-GRANT 

ABSTRACT - TO PREPARE UNEMPLOYED AND 
UNOEREMPLUYEu ADULTS FOR SECRETARIAL 
POSITIONS IN LAW FIRMS, THIS SPECIAL 
CURRICULUM DEALS tilJH WORK BEHAVIOR AND WORK 
CONTENT IN A SEQUENCE OF 15 ANECDOTAL UNITS 
DESCkiBING THE FICTITIOUS WORK EXPERIENCE OF 
A YGUNGt ECONOMICALLY DISADVANTAGED GIRL 
DURING HER FIRST CRUCIAL WEEKS ON THE JOB. 
piiMHcn UNDER A STATE "MINI-GRANT," THESE lii 
i;^l3T^",TI0NAL UNITS CONTAIN READING MATERIALS 
jtl\lL:0 BY QUESTIONS FOR THE STUDENT TO 



ANSWER. A DETAILED RATIONALE AND TEACHING 
GUIDE DISCUSS THIS APPROACH TO MANPOWER 
TRAININGf GIVING SUGGESTIONS ON HOW TO 
UTILIZE THE QUESTIONS EFFECTIVELY IN THE 
CLASSROOM. DEVELOPED BY SUPERVISORS, 
ATTORNEYS, TRAINING INSTRUCTORS, AND TRAINEES 
FROM LAW FIRMS, THE WORK ASSIGNMENTS, LEGAL 
TERMINOLOGY' AND F3RMS, AND JOB PROBLEMS ARE 
PRESENTED WITHIN A CONTEXT OF SUPERVISORY AND 
ATTORNEY EXPECTATIONS AND ATTITUDES AND CO- 
WORKERS* ATTITUDES. INTENDED TO IMPROVE THE 
STUDENTS* SELF-AWARENESS, BEHAVIORAL 
UNDERSTANDINGS, AND COMPREHENSION AND 
PERFORMANCE OF WORK TASKS, THIS STORY IS 
AIMEO AT MAXIMIZING STUDENTS' JOB 
SATISFACTIONS AND ACHIEVEMENTS. ( AG I 

VT 018 070 

AVIATION ORCNANCEMAN 1 AND C. RATE TRAINING 
MANUAL. 

NAVAL TRAINING C'JMMAND, WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

NAVPERS-10347-C 

PUB DATE -• 68 26BP. 

DESCRIPTORS - ADULT VOCATIONAL EDUCATION; 
GOVERNMENT (ADMINISTRATIVE BODY); VISUAL 
AIDS; VOCATIONAL DEVELOPMENT; INDEXES 
(LOCATERS); ♦MILITARY TRAINING; ^MANUALS; 
♦EQUIPMENT MAINTENANCE; ♦AVIATION TECHNOLOGY; 
^PROMOTION (OCCUPATIONAL); ARMED FORCES; 
EMPLOYMENT QUALIFICATIONS 
IDENTIFIERS - EDUCATIONAL AWARENESS; 
EMPLOYMENT SKILLS; ♦AVIATION ORDNANCEMAN I 
AND C 

ABSTRACT - THIS ^ATE TRAINING MANUAL IS ONE 
OF A SERIES PREPARED FOR NAVY AND NAVAL 
RESERVE PERSONNEL WHO ARE STUDYING FOR 
ADVANCEMENT TO THE RATINGS OF AVIATION 
ORONANCEMEN I AND C. NECESSARY INFORMATION 
FOR MEETING JOB QUALIFICATIONS IS PROVIDED IN 
A DISCUSSION OF THE USE OF ADDITIONAL STUDY 
MATERIALS. OTHER CHAPTERS FOCUS ON: (U 
MANAGEMENT, (2) MATERIAL CONTROL, (3) CAREER 
AIRCRAFT ARMAM£>4T SYSTEMS, (41 SHORE BASED 
AIRCRAFT ARMAMENT SYSTEMS, (5) GUIDED 
MISSILESt (61 AIR STRIKE PREPARATION, (71 
SHIPBOARD ORDNANCE, (81 AMMUNITION HANDLING 
AND STORAGE ASHORE, i9l AIRCRAFT 
BORESIGHTING, AND (101 SMALL ARMS RANGES. A 
LIST OF SYMBOLS AND AN INDEX ARE PROVIDED. A 
WIDE RANGE OF PHOTOGRAPHS AND LINE DIAGRAMS 
ILLUSTRATE THE TEXT. ( AG I 

VT 018 071 

AVIATION STRUCTURAL MECHANIC E 3 AND 2. RATE 
TRAINING MANUAL. 

NAVAL TRAINING COMMAND, WASHINGTONt D.C. 

MF AVAILABLE IN VT-ERIC SET. 

NAVPERS-103G9-C 

PUB DATE - 69 432P. 

DESCRIPTORS - *ADULT VOCATIONAL EDUCATION; 
GOVERNMENT (ADMINISTRATIVE BODY); VISUAL 
AIDS; VOCATIONAL DEVELOPMENT, INDEXES 
(LOCATERS); ♦AVIATION MECHANICS; *MILITARY 
TRAINING; ♦MANUALS; ♦AVIATION TECHNOLOGY; 
PROMOTION (OCCUPATIONAL); ARMED FORCES; 
OCCUPATIONAL INFORMATION 
IDENTIFIERS - EDUCATIONAL AWARENESS; 
EMPLOYMENT SKILLS 
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AbSTKACT - THIS RATE TRAINING MANUAL IS ONE 
OF A SERIES PREPARED HUR NAVY AND NAVAL 
RESERVE PERSONNEL WHO AKE STUDYING FOR 
ADVANCfc'MENT TO THE AVIATION STRUCTURAL 
MECHANIC £3 ANO 2 RATING* NECESSARY 
iNFUHHATiQN FUR MEETING JOB QUALIFICATIONS IS 
PROVIDED. THE TEN CHAPTERS COVER: (I) 
AERONAUTIC PUBLICATIONS! 12) HANOTUOLSt 
TUDlNGf AND FLEXIBLE HOSE« (31 CORROSION 
CCNTROLf (4) PRESSURUATION AND AIR- 
CONDITIONING SYSTEMS, (51 UTILITY SYSTEMS* 
(61 GASEOUS OXYGEN SYSTEMS, (71 LIQUID UXYGEN 
SYSTEMS) (8) EGRESS SYSTEMSt AND (9) LINE 
UPEKATIONS AND MAINTENANCE. A WIDE RANGE OF 
PHOTOGRAPHS AND LINE DIAGRAMS ILLUSTRATE THE 
TEXT, .^HICH INCLUDES AN INDEX. (AG) 

VT 016 092 ED 070 843 
MAROELL, E.A. 

CURRICULUM GUIUE: LIFE SKILLS COURSE FDR 
CbkkECTIONS. 

SASKATCHEWAN NEWSTART, INC., PRINCE ALBERT^ 
cDkS PRICE MF-*0.65> HC-*3.29. 
SASKATCHEWAN NEWSTAKT INC., FIRST AVE. AND 
RIVER ST., EASTf PRINCE ALBERT, SASKATCHEWAN, 
CANADA 

pub date - feb72 52p. 

descriptdrs * 4^curriculum guides; 
^iCukhectional education; «adult education; 
♦ prisoners; ^kehabi l itat i on programs; skill 

DLVELOPMENT; PROBLEM SOLVING; THERAPEUTIC 

envikunment; behavior development; course 
content; course objectives 
loentihers - newstart 

abstract - THIS CURRICULUM GUIDE OUTLINES 
MUUIFICATIONS TO THE LIFE SKILLS LESSONS 
CONTAINED IN THE LIFE SKILLS COACHING MANUAL 
PREPARED BY SASKATCHEWAN NEWSTART. THE COURSE 
CHANGbS ARE BASED ON ADULT EDUCATION 
EXPERIENCE AT A PENITENTIARY, A LITERATURE 
SEAKCH, AND INTERVIEWS WITH INMATES AND STAFF 
AT A CURRECTIONAL INSTITUTION* AS WITH THE 
CURkECTIONAL THERAPEUTIC COMMUNITY CONCEPT, A 
METHOD UF SOCIAL REHABILITATION IN WHICH 
INMATES PRACTICE ATTITUDES ANO BEHAVIORS TO 
DEVELOP CONSTRUCTIVE RELATIONSHIPS, THE 
ULTIMATE OBJECTIVE UF THE LIFE SKILLS COURSE 
FLK CuWRECTiONS IS THE SUCCESSFUL INTEGRATION 
OF THE INMATE INTO SOCIETY. INCLUDED IN THE 
L0CU.4ENT AKb LESSON SEQUENCE AND CONTENT, THE 
CURRICULUM GUIDE, AND A BIBLIOGRAPHY. RELATED 
DOCUMENTS ARE AVAILABLE AS EO 050 346, ED 063 
741 AND EO 070 B46 ( VT Old 093f AIM V0L.6f 
NO. 2). (MF) 

VT OI8 262 

FRIDLIN^, CLARENCE R. 

SOME IDENTIFYING CHARACTERISTICS OF 60 CROP 
AND WEED SEEDS. 

OHIO STATE UNIV., COLUMBUS. DEPT. OF 
AGRICULTURAL EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
AGDEX- 100/40 

OHIC AGRICULTURAL EDUCATION CURRICULUM 

MATERIALS SERVICE, ROGM 201, FYFFE ROAD, 

CCLUMBUSf OH. 43210 (S.BOI 

PUB DATE - NOV72 21P. NOVEMBER 1972 

REVISION. 

O IPTORS - ^^VOCATIONAL AGRICULTURE; 

^RircuLTORAL education; plant growth; *plant 



IDENTIFICATION; HIGH SCHOOL CURRICULUM; FIELD 

crops; MEEDS; agronomy; glossaries; 

AGRICULTURAL PRODUCTION; '^RESOURCE GUIDES; 

VISUAL aids; planting; plant science; *units 

OF STUDY (SUBJECT FIELDSI 
IDENTIFIERS - ^SEEDS 

ABSTRACT - USEFUL AS A STUDY GUIDE FOR HIGH 
SCHOOL VOCATIONAL AGRICULTURE STUDENTS, THESE 
RESOURCE MATERIALS INCLUDE A RATIONALE FOR 
THE POSITIVE IDE'^JTIFICATION OF COMMON CROP 
ANO WEED SEEDS, A BRIEF GLOSSARY, A STUDENT 
WORKSHEET, AND A BIBLIOGRAPHY. DEVELOPED BY A 
CURRICULUM SPECIALIST MHO WAS A FORMER 
VOCATIONAL AGRICULTURE TEACHER AT THE HIGH 
SCHOOL LEVEL, THE DESCRIPTIONS OF 60 CROPLAND 
WEED SEEDS ARE GROUPED INTO THE POLLOMING 
CATEGORIES: (1) GRAIN CROP SEEDS, (2) FORAGE 
CROP SEEDS, (3) GRASS CROP SEEDS, (4) OTHER 
CROPSf (5) NOXIOUS WEED SEEDSt AND (6) COMMON 
WEED SEEDS. NUMEROUS DRAWINGS OF THE SEEDS 
ILLUSTRATE THE TEXT. (AG) 

VT 018 264 
KOWALKA, RONALD C. 

BUSINESS PRINCIPLES OF LANDSCAPE SERVICE 
ORGANIZATIONS. TEACHERS MANUAL.- 

OHIO STATE UNIV., COLUMBUS. DEPT. OF 

AGRICULTURAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

AGDEX-953 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SERVICE t ROOM 201, 2I2L FYFFE ROADt 
COLUMBUS, OH. 43210 ($UO0l 
PUB DATE - 72 22P. 

DESCRIPTORS - ♦ANSWER KEYS; WORKSHEETS; 
♦ LANDSCAPING; «HORT ICULTURE; PRODUCER 
SERVICES; AGRICULTURAL EDUCATION; ♦SERVICE 
education; business skills; estimated COSTS; 
WORK EXPERIENCE; * AGRI BU SINESS ; VOCATIONAL 
AGRICULTURE 

ABSTRACT - IN THIS ANSWER KEY FOR TEACHERS TO 
USE WITH A RELATED STUDENT MANUAL ENTITLED 
"BUSINESS PRINCIPLES OF LANDSCAPE SERVICE 
ORGANIZATIONS," WHICH WAS DESIGNED FOR THE 
STUDENT IN A VOCATIONAL HORTICULTURE 
CURRICULUM, SUGGESTED ANSWERS TO 21 QUESTIONS 
ARE INCLUDED. THESE ANSWERS, TOGETHER WITH. 
COMPLETED WORKSHEETS, ARE CORRELATED WITH THE 
THIRD SECTION OF THE STUDENT MANUAL, WHICH IS 
A PROBLEM DEALING WITH A LANDSCAPING JOB FROM 
THE FIRST CUSTOMER CONTACT TO BILLING THE 
CUSTOMER FOR THE JOB. DEVELOPED BY A FORMER 
MARKETING CONSULTANT WHO WAS ALSO A FORMER 
VOCATIONAL HORTICULTURE INSTRUCTORf THIS 
DOCUMENT WAS WRITTEN WITH THE AID OF 
VOCATIONAL HORTICULTURE EXPERTS. THE STUDENT 
MANUAL IS AVAILABLE AS VT OIB 265, IN THIS 
ISSUE. (AG) 

VT 018 265 
KOWALKA, RONALD C. 

BUSINESS PRINCIPLES OF LANDSCAPE SERVICE 
ORGANIZATIONS. STUDENT MANUAL. 

OHIO STATE UNIV., COLUMBUS. DEPT. OF 

AGRICULTURAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

AGOEX-953 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SERVICEt ROOM 201, 2120 FYFFE ROAO, 
COLUMBUS, OH. 43210 ($2.50) 
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PUB UATE - 71 ettP. 

DtbCRIPTORS - ♦VOCATIONAL EDUCATION; 
AGRICULTURAL EOUCATIUN; ORNAMENTAL 
HURTICLLTUkE; ♦lANDSCAPI'NG; *dUSINESS 
RES^ONSIbiLITY; ♦NJRStf^IES (HORTICULTURE*; 

♦ MANUALS; OK^A^^E^TML HORTICULTURE OCCUPATION; 
RECORDS (FOKiHS) 

AbSTKACT - PREPARhO BY A FORMER TEACHER OF 
VOCATIONAL HORTICULTUREf THIS INDIVIDUAL 
STUDENT REFERENCE IS UES ItiNEO FOR THE STUDENT 
iU A hORIICULTURE CURRICULUM. SECTION I 
DbSCRlBcS THE ORGANIZATION OF A LANDSCAPING 
oUSlNESS AND A JOB DESCRIPTION OF ITS MAJOR 
EHPLjYEES. SECTION 11 IS A DESCRIPTION OF A 
TYPICAL LANDSCAPING JOtJ FROM START TO FINISH 
WITH EMPHASIS UPON THE USE AND PREPARATION Of 
BUSINESS ^^URMS. THE FORMS INCLUDED ARE 
EXA^iPLfci> OF THE VARIETY USED aV VARIOUS 
tiUSlNtSScS hITh EKPHASIS ON THc PURPOSE Or 
THE. FORM. StCTiUN III IS A PROBLEM WHICH 
TAKtS THE STUDENT THROUGH A LANDSCAPING JUB 
FRUM THE FIRST CUSTOMER CONTACT TO THE FINAL 
tilLLlNo. A RELATED DOCUMENT IS AVAILABLE IN 
THIS ISSUE AS VT OiS 26<». (AUTHOR/KH> 

VT 018 267 
HiLLISGNt JUHN H. 

CCNScRVATlUN AIDE Vf ENGINEERING: 
CC^SEKVATlaN STKUCTUKES AND PRACTICES. 

Ohio STATE U.NIV.t COLUMBUS. DEPT. OF 

AGRICULTUKAL EDUCATION. 

MF AVAlLAbLn IN VT-ERIC SET. 

AGDE/^-Syo3 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SEKVICEt ROOM 20it 2U0 FVFFE ROADt 
CCLUMBUSi OHIO 43210 l$L.QO) 
PUtJ OATS - 72 66P. 

OtSCRIPTDRS - VOCATIONAL AGRICULTURE; 
ENOl.SittklNG TECHNICIANS; *C ONSERV AT ION 

elucatiun; «»^pruject training methods; 

♦VOCATIONAL education; WORK EXPERIENCE 
programs; vocational development; COOPERATIVE 
PRDGRA^'S; PhUTOGRAPHS; VISUAL AIDS; 
rtCKKriCCKS; SEHAVIGRAL OBJECTIVES; JOB 
TRAINING; *tNGINtbRING TECHNOLOGY; 

♦ SUPPLEMENTALLY TEXTBOOKS 
iOENTIFIcRS - *0HI0; CONSERVATION AIDE 

ABSTRACT - THIS BASIC WORKBOOK SERVES AS A 
TEXT FOR OHIO ENGINEERING STUDENTS ON 
CONSERVATION STRUCTURES AND PRACTICES. AS ONE 
PART OF A Ij-PART SERIES ENTITLED 
••CONSERVATION AIDES REFERENCESf" THIS 
INSTRUCTIONAL UNIT IS DCSIGNEO FOR HIGH 
SCHOOL. JUNIORS AND SENIORS IN A COOPERATIVE 
WCRK ^XPtRIENCE PROGRAM IN VOCATIONAL 
AGRICULTURE. AFTER COMPLETION OF THIS 
CONSERVATION AIDE TRAINING PROJECTt THE 
STUDENT rtiLL bt READV FOR IMMEDIATE POST- 
SECONDARY EMPLOYMENT IN SOIL AND WATER 
CONSERVATION SERVICES. NUMEROUS PHOTOGRAPHS 
AND LINE DIAGRAMS ILLUSTRATE THE TEXTf WHICH 
INCLUOcS BEHAVIORAL OBJECTIVESt WORKSHEETS, 
AND READING MATERIALS. lAG) 

VT 016 266 

HiLLISCNt JOHN H. 

CONSERVATION AIDE IVt SURVEYING. 

OHIO STATE UNIV.f COLUMBUS. DEPT. OF 
Q LTURAL EDUCATION. 

ERIC 



MF AVAILABLE IN VT-ERIC SET. 
AGDEX-963 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SERVICE t ROOM 201t 2120 FYFFE ROAD» 
COLUMBUSt OHIO 43210 (SU25I 
PUB DATE - 72 BTP. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; 
♦INSTRUCTIONAL MATERIALS; COOPERATIVE 
EDUCATION; *0N THE JOB TRAINING; JOB SKILLS; 
♦ SOIL CONSERVATION; ENGINEERING; ENGINEERING 
TECHNICIANS; ENGINEERING TECHNOLOGY 
IDENTIFIERS ^ ♦OHIO; SURVEYING 

ABSTRACT - THIS REFERENCE UNIT IN SURVEYING 
IS INTENDED FOR USE AS BOTH A TEXTBOOK AND A 
WORKBOOK BY STUDENTS PLANNING A CAREER IN 
SOIL CONSERVATION IN. OHIO. BEHAVIORAL 
OBJECTIVES STATED AT THE BEGINNING OF THE 
UNIT SERVE AS GUIDES FOR STUDYING AND 
MEASURING HOW WELL THE STUDENT IS DOING. 
LEARNING EXERCISES ARE DESIGNED FOR BOTH 
CLASSROOM AND ON THE JOB EXPERIENCE IN A 
COOPERATLVE WORK STUDY PROGRAM. UPON 
COMPLETION OF THE COURSEt THE STUDENT SHOULD 
BE ABLE: il) TO EXPLAIN TYPES OF LEGAL 
SURVEYS IN CHIOt (2) TO USE UNITS OF 
MEASUREMENT ESSENTIAL FOR SURVEYlNGt (31 TO 
UEMONSTRATE THE USE OF SURVEYING INSTRUMENTSt 
14) TO RECORD FIELD NOTES* 15) TO RECORD 
SURVEY INFORMATION FROM FIELD NOTES, AND (6) 
TO USE CORRECT TERMINOLOGY FOR SURVEYING 
TECHNIQUES. (KH) 

VT 018 342 

HOME ECONOMICS INSTRUCTIONAL MATERIALS 
PROJECT. (TEXT AND APPENDICES A-D). 

OAK. 



DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; *HOME 
ECONOMICS; SECONDARY GRADES; DISADVANTAGED 
youth; CAREER EDUCATION; ♦CURRICULUM 
DEVELOPMENT; STUDENT CENTERED CURRICULUM; 
♦CONSUMER EDUCATION; HOMEMAKING EDUCATION; 
♦VOCATIONAL HOME ECONOMICS 
IDENTIFIERS - DECISIONS; SELF AWARENESS 

ABSTRACT - THE PRIMARY OBJECTIVE OF THE HOME 
ECONOMICS INSTRUCTIONAL MATERIALS PROJECT WAS 
TO DEVELOP NEW CURRICULUM MATERIALS FOR USE 
IN SECONDARY HOME ECONOMICS PROGRAMS IN 
DEPRESSED AREAS. A SECOND AIM WAS TO INVOLVE 
TEACHERS AND STUDENTS FROM THE AREA IN THE 
CURRICULUM. THIS DOCUMENT IS A REPORT OF THE 
MATERIALS DEVELOPED AS A RESULT OF THE 
PROJECT, THE WAYS THEY WERE USED, AND 
EVALUATIONS OF THE MATERIALS. INCLUDED ARE 
FOUR APPENDIXES: il\ A QUESTIONNAIRE ON 
CURRICULUM MATERIALS NEEDED BY HOME ECONOMICS 
TEACHERS IN DEPRESSED AREAS, iZi 
INSTRUCTIONAL MATERIALS USED IN THE PROJECTt 
SUCH AS "QUESTIONS FOR INTERVIEWING PERSONS 
IN VARIOUS OCCUPATIONS," "STUDENT GUIDELINE 
FOR LISTENING TO HOME ECONOMICS CAREER 
DEVELOPMENT TAPES, •'HOME ECONOMICS CAREER 
CHARTS," AND REFERENCE MATERIAL FOR CAREER 
DEVELOPMENT IN HOME ECONOMICS, (3> PROGRAMED 
INSTRUCTIONAL MATERIAL FOR AN INTRODUCTION TO 
THE DUAL ROLE OF HOMEMAKER AND WAGE EARNER, 
AND <4I AN INTEREST SURVEY FOR SECONDARY 



WISHEK SCHOOL DISTRICT 19, BISMARCK, N. 
NORTH DAKOTA STATE BOARD FOR VOCATIONAL 
EDUCATION, BISMARCK. 
MF^AV-AILABLE IN VT-ERIC SET. 
PUB DATE - 72 72P. 
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SCHOOL STUOIENTS* (AUTHURS/OL) 
VT 018 365 

HULL MAINTENANCE TECHNICIAN I L C. RATE 
TRAINING MANUAL. 

NAVAL TRAINING CCMHANDi WASHINGTONt O.C. 
MF AVAILABLE IN VT-EKIC SET. 
NAVTRA-I05?4 

PUB DATE - IZ 217P. REVISED EDITION 

DESCRIPTORS - *MlLirAi<Y. TRAINING; PROMOTION 
(OCCUPATIONAL!; *ADULT VOCATIONAL EDUCATION; 

vocational uevelopment; task performance; 
*jCb. tkaining; ^manuals; employment 

QUALIFICATIONS; ♦EwOIPMENT MAINTENANCE; 
SUBPRGFcSSIONALS 

lUENTlFItRS - ♦HULL MAINTENANCE TECHNICIAN 1 

& C 

ABSTRACT - THIS RtVISED RATE TRAINING MANUAL 
FOR NAVY AND NAVAL RbSERVE PERSONNEL COVERS 
THE uUTIcS RhUUiiiiO TO PRcVENTt MINlMIZEt ANO 
CORRECT THE tFFECIS OF OPERATIONAL AND BATTLE 
DAMAGE TO SHIPS ANC PERSONNEL IN ORDER TU 
MAINTAIN FIRt POWER t MOBI L I TY , 

MANE0VfcftA6iLlTYf AND BUOYANCY. INFORMATION IS 
PRESENTED WHICH RELATES TO TASKS REQUIRED TO 

MEET SHIPBOARD NEfcOS THOSE WHICH ARE 

ASSIGNED TO THE JOBS Of HULL MAINTENANCE 
TECHNICIAN FIRST CLASS ANO CHIEF HULL 
MAINTENANCE TECHNICIAN. THE It TOPICAL 
CHAPTERS cover: (U AUVANCEMENT AND 
HESPJNSlBILITIESf (2 > SHOP SUPERVISIONf (3) 
SHIP REPAIR* (4) METALLURGY ANO HEAT 
TREATING! (5) MELDING* (6) NONDESTRUCTIVE 
TLSTJi AND INSPECTIONS OF WELOSt (7) BOAT 
REPAIRS* (B) SHIP STABILITY, (9) DAMAGE 
CONTKOL DIAGRAMS AND BLUEPRINTS t (10) THE 
DAMAGED SHIP« (II) DAMAGE CONTROL, (12) CBR - 

CONTAMINATION ANU OECONT AM INAT lONf (13) JOB 
TRAli^ING, AND (14) SECURITY PROGRAMS. A WIDE 
RANGE OF PHOTOGRAPHS A.NjD LINE DIAGRAMS 
ILLUSTRATE THE TEXTt HHICH INCLUDES AN INDEX. 
(AG) 

VT 018 373 

HILLISON, JOHN H., AND OTHERS 

OCCUPATIONAL OPPORTUNITIES IN ENVIRONMENTAL 

MANAbcMENT. 

OHIO STATE UNIV., COLUMBUS. DEPT. OF 

AGRlCULTUt<AL EOUCATIQN. 

MF AVAILABLE IN VT-EKIC SET. 

AGUEa-SBO/UO 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SERVICE, ROOM 201, 2120 FYFFE ROAD, 
COLUMBUS* UHI^ 43210 ($1.25) 
PUB, DATt - 72 52P. 

OESCRIPTOKS - *EMPLOYMENT OPPORTUNITIES; 
<f INSTRUCTIONAL MATERIALS; VISUAL AIDS; 
LEARNING ACTIVITIES; RESOURCE MATERIALS; 
VOCATIONAL DEVELOPMENT; SECONDARY GRADES; 
♦OCCUPATIONAL INFORMATION; ♦CAREER CHOICE; 
♦ENVIRCNMENTAL ECUCAT ION; ENVIRONMENTAL 
TECHNICIANS; WASTE DISPOSAL; MANAGERIAL 
OCCUPATIONS 

IDENTIFIERS - CAREER AWARENESS; 
♦ENVIRONMENTAL MANAGEMENT 

ABSTRACT - DEVELOPED AS AN INTRODUCTORY GUIDE 

O CAREERS AVAILABLE TO HIGH SCHOOL 
CDirTtS IN ENVIRONMENTAL MANAGgMENTt THIS 
L^^^CTIONAL UNIT IS DESIGNED TO PROVIDE THE 



STUDENT WITH AN AWARENESS OF THE JOB 
OPPORTUNITIES AND REQUIREMENTS IN THIS AREA 
TO AID IN MAKING APPROPRIATE CAREER DECISIONS 
ABOUT THE FOLLOWING VOCATIONS; (1) WASTEWATER 
TREATMENT OPERATOR, (2) WATER TREATMENT 
OPERATOR, (3) AIR POLLUTION INSPECTOR, (4) 
SOLID WASTE MANAGERS* AND (5) SOIL 
CONSERVATION TECHNICIANS. AFTER COMPLETION OF 
THE UNIT, THE STUDENT WILL BEGIN A SPECIFIC 
TRAINING PROGRAM PREPARING HIM FOR IMMEDIATE 
POST-SECONDARY EMPLOYMENT. THE OCCUPATIONAL 
INFORMATION IS PRESENTED BY MEANS OF 
DIALOGUES DESCRIBING DAILY JOB DUTIES FOR 
THESE FIVE OCCUPATIONS IN ENVIRONMENTAL 
MANAGEMENT. NUMEROUS PHOTOGRAPHS ANO DRAWINGS 
ILLUSTRATE THE TEXT, WHICH INCLUDES SUGGESTED 
LEARNING ACTIVITIES ANO RESOURCE LISTS. (AG) 

VT 018 376 

PLANK, HARRY 

feeds: TEACHER«S MANUAL. 

OHIO STATE UNlV.f COLUMBUS. DEPT. OF 

AGRICULTURAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SE»T. 

AGDEX-921 

OHIO AGRICULTURAL EDUCATION CURRICULUM 
MATERIALS SERVICE t ROOM 201t 2120 FYFFE ROAD, 
COLUMBUS, OH. 43210 (SI. 00) 
PUB DATE - 72 24P. 

DESCRIPTORS - ♦AGRICULTURAL SUPPLIES; ♦FEED 
industry; ♦UNITS OF STUDY (SUBJECT FIELDS); 
INSTRUCTIONAL MATERIALS; MSUER KEYS; 
♦VOCATIONAL AGRICULTURE; VOCATIONAL 
DEVELOPMENT; TEACHING PROCEDURES; PRETESTS; 
VOCATIONAL EDUCATION; QUESTIONING TECHNIQUES; 
RESOURCE MATERIALS; ♦AGRICULTURAL EDUCATION 

ABSTRACT - THIS INSTRUCTIONAL UNIT CONTAINS A 
PRE-TEST AND TEACHING SUGGESTIONS ON 
LIVESTOCK FEED FOR A VOCATIONAL AGRICULTURE 
COURSE IN AGRICULTURAL SUPPLIES* CONTAINING 
BOTH TRUE/FALSE, COMPLETION, ANO MATCHING 
ITEMS. A CORRESPONDING ANSWER KEY DETAILS 
ANSWERS TO THESE 35 QUESTIONS. AN ANALYSIS 
SHEET FOR FEED INGREDIENTS* A COMPARISON 
SHEET ON THE COSTS OF SELLING WEANLING PIQS 
AS OPPOSED TO FEEDING FAT HOGSt AND A POULTRY 
CONTRACT SUMMARY ARE INCLUDED. FOR ADDITIONAL 
STUDY, TEN POULTRY CONTRACT QUESTIONS WITH 
ANSWERS ARE PROVIDED. (AG) 

VT 018 427 

GUMMER JOBS IN EUROPE — 1973. 

VACATION WORK LIMITEOt CINCINNATI, OHIO. 
MF AVAILABLE IN \AT-ER I C SET. 
PUB DATE - NO 19P. 

DESCRIPTORS - ♦EMPLOYMENT PROGRAMS; 
EMPLOYMENT SERVICES; ^EMPLOYMENT 
OPPORTUNITIES; JOBS; JOB APPLICANTS; 
♦OCCUPATIONAL INFORMATION; JOB PLACEMENT; 
♦work EXPERIENCE PROGRAMS; ♦OVERSEAS 
EMPLOYMENT; FOREIGN COUNTRIES 
IDENTIFIERS - EORO?E; SUMMER JOBS 

ABSTRACT - HIGHLIGHTED IN THIS DOCUMENT IS 
THE SUMMER JOBS IN EUROPE PROGRAM. INSTITUTED 
IN 1970t THE PROGRAM OPERATES PRIMARILY IN 
FRANCEf ITALY, GREAT BRITAIN AND SWITZERLAND. 
EXPLAINED ARE SUCH THINGS AS: (1) THE NATURE 
OF THE PROGRAM, (2) FRINGE BENEFITS OF THE 
PROGRAM, ANO (3) AVAILABLE JOB OPPORTUNITIES. 
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A DETAILED DliSCR IA>T ION OF PROGRAM OPERATIUNS 
IN IlACM of the four PARTICIPATING COUNTRIES 
IS INCLUOEO AS WELL AS A SAMPLE APPLICATION 
FORM. ISNI 

VT 016 455 

OftOHEt WILLIAM 

PRfc:ClSlCN INSPECTION HANUAL-1* 

KUTCkfKSf THE STATE UNIV.9 NEW QRUNSWICKt N.J. 
CURRICULUM LAb. 

NEW JERSEY STATE DEPT. OF EDUCATIONt TRENTUN. 
UIV* Of VOCATIONAL EDUCATION* 
MF AVAILABLE IN VT-£RIC SET. 
PUB DATE - NO ll^P. 

DESCRIPTORS - «STUL*Y GUIDES; TEACHING GUIDES; 
SECONDARY GRADES; «HAND TOOLS; ♦VOCATIONAL 
ECUCATICN; SHOP CURRICULUM; ♦UNIT PLAN; 
iNSTRUCTIONAL MATERIALS; MEASUREMENT; 
^MEASURtlMENT INSTRUMENTS; EQUIPMENT 
IDENTIFIERS - ♦PRECISION MEASUREMENT 

AbSTRACT - THIS MANUAL IS DESIGNED TO 
ACQUAINT STUDENTS WITH VARIOUS NONPRECISION 
AND PRECISION TOOLS. FOLLOWING BRIEF 
INTRaouCTORY MATERIAL ON THE ORIGIN ANO 
HISTORY OF TOOLSf THE MANUAL IS DIVIDED INTO 
TWO UiNlTSt EACH OF MHICH IS MADE UP OF' A 
SERIES OF INFORMATION TOPICS. THE FIRST UNIT 
INCLUDES 15 LE5S0NS COVERING SUCH 
NONPRECISION TOOLS AS THE STEEL SCALE t 
VARIOUS TYPES OF CALIPERS* DIVIDERS* SgUARESf 
ANO GAUGES* WHILE UNIT II PRESENTS 11 LESSONS 
DEALING WITH MICriOMETER INSTRUMENTS. EACH 
LESSON INCLUDES OBJECTIVES* TOPICAL 
INFOKMATION, FILL-IN STATEMENTS* TRUE OR 
FALSE TESTf AND ASSIGNrlENT TEST* EACH UNIT 
ALSO pi<UVIDES A SUMMARY OF IMPORTANT FACTS 
AND A FINAL ACHIEVEMENT TEST. THE TEXT IS 
ILLUSTRATED WITH NUMEROUS PHOTOGRAPHS* 
DRAWINGS* AND DIAGRAMS* UW) 

VT Ola 461 

HENDERSON* JOSEPH 

SCIENTIFIC ULASSBLOMING 1 AND Z. STUDENT 
MA^4UAL« 

RUTGERS* THE STATE UNIV.* NEk* BRUNSWICK* N*J* 
CURRICULUM LAB. 

NE*< JERSEY STATE DEPT. OF EDUCATION* TRENTON. 
UIV« OF VOCATIONAL EDUCATION* 
MF AVAILABLE IN VT-ERIC SET. 
PUb DATE - SEPr2 235P. 

DESCRIPTORS- ♦MANUALS; ♦VOCATIONAL 
EDUCATION; VOCATIONAL DEVELOPMENT; ♦GLASS; 
♦ SKILLED OCCUPATIONS; VISUAL- AIDS; ♦STATE 
CURRICULUM GUIDES; EMPLOYMENT OPPORTUNITIES; 
DEVtLOlPMENTAL VOCABULARY; STUDENT TESTING; 
EDUCATIONAL OBJECTIVES. LEARNING ACTIVITIES; 
RESOURCE MATERIALS; gUESTIONING TECHNIQUES 
IDENTIFIERS - ♦SCIENTIFIC GLASSBLOW ING; 
EDUCATIONAL AWARENESS 

ABSTRACT - THIS STUDENT MANUAL CONTAINS 
LAbORATOKY WORKSHEETS* READING MATERIALS* 
TERM DEFINITIONS* PHOTOGRAPHS ANO OTHER 
VISUAL AIDS* AND RESOURCE MATERIALS FOR A 7- 
UNIT INTRODUCTORY SCIENTIFIC GLASSBLOWING 
COURSE AND A FOLLOWING 7-UNIT COURSE* 
DEVELOPED BY A CONSULTANT AT A COMMUNITY 
C^''^": FOR NEW JERSEY VOCATIONAL 
CcniplLUMS. STUDENT TESTS AND STUDENT RECORD 
S CIW ARE INCLUDED* PERFORMANCE OBJECTIVES. 



CLASSROOM ASSIGNMENTS* RELATED INFORMATION* 
AND QUESTIONS ARE PRESENTED FOR EACH UNIT* A 
MAP LOCATING EACH SCIENTIFIC GLASSBLOWER IN 
THE UNITED STATES IS INCLUDED. (AG) 

VT 016 482 

DEVELOPMENTS OF THE 1972 SUMMER WORKSHOP OF 
SECONDARY EXPLORATION OF TECHNOLOGY 
(INDEPENDENCE-BURLINGTON- SHAWNEE MISSION). A 
TRIAL 9TH AND/OR lOTH GRADE INDUSTRIAL ARTS 
COURSE IN MATERIALS/PROCESSES* 

INDEPENDENCE HIGH SCHOOL* KANS«; BURLINGTON 
HIGH SCHOOL* KANS* ; SHAWNEE MISSION PUBLIC 
SCHOOLS* KANS. 

OFFICE OF EDUCATION (OHEw)» WASHINGTON* O.C* 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 136P. 

DESCRIPTORS - SUMMER WORKSHOPS; ♦INDUSTRIAL 
ARTS; ♦EXPERIMENTAL CURRICULUM; ♦INDUSTRIAL 
TECHNOLOGY; SYSTEMS APPROACH; PILOT PROJECTS; 
CONCEPT TEACHING; SECONDARY GRADES; 
VOCATIONAL DEVELOPMENT; SKILL DEVELOPMENT; 
GOAL ORIENTATION; BEHAVIORAL OBJECTIVES; 
RESOURCE MATERIALS; ♦TRADE AND INDUSTRIAL 
EDUCATION; ♦VOCATIONAL EDUCATION 
IDENTIFIERS - ESEA TITLE III; KANSAS; ♦CAREER 
EXPLORATION 

ABSTRACT - THIS TENTATIVE CURRICULUM GUIDE 
FOR TEACHING THE MATERIALS/PROCESSES SYSTEM 
AS A TRIAL COURSE IN INDUSTRIAL ARTS FOR 
GRADES 9 OR 10 CONTAINS GENERAL AND SPECIFIC 
INSTRUCTIONAL GOALS AND OBJECTIVES FOR 
INDUSTRIAL ARTS* DEFINITIONS OF COGNITIVE* 
AFFECTIVE, AND PSYCHOMOTOR BEHAVIORAL 
OBJECTIVES* AND VARIOUS OTHER TERM 
DIFINITIONS* FOR EACH LESSON IN INDUSTRIAL 
PROCESSES* TEACHING PROCEDURES* EQUIPMENT AND 
RESOURCE LISTS* TIME ALLOTMENTS* SKILL 
DEVELOPMENT LEVELS* AND PERFORMANCE 
Oi3JECTIVES ARE IMCLUOED* DEVELOPED AT A 1972 
SUMMER WORKSHOP AS A PILOT PROJECT FOR 
VOCATIONAL EXPLORATIOi^ OF TECHNOLOGY AT THE 
SECONDARY LEVEL* THIS TRIAL GUIDE FOR THE 
STATE OF KANSAS WAS FUNDED UNDER ESEA TITLE 
III AND WRITTEN BY A GROUP OF 12 EDUCATORS AT 
THE SECONDARY LEVEL* AS THE STUDY OF ORGANIC 
AND INORGANIC MATERIALS AND HOW THEY ARE 
CHANGED TO SATISFY MAN'S MATERIAL NEEDS* THIS 
2-SeMESTER MATERIALS/PROCESSES CURRICULUM 
FOCUSES ON VOCATIONAL AWARENESS* ••REAL LIFE** 
ANALYSIS OF INDUSTRIAL PRODUCTS AND 
MATERIALS* AND RELATED SHOP ACTIVITIES. 
INCLUDING THE SAFE USE OF EQUIPMENT. A PRE- 
OR POST TEST WITH AN ANSWER KEY IS APPENDED* 
(AG) 

VT 018 505 

PRENTICE* BARBARA A. 

THE BACK-TO-WORK HANDBOOK FOR HOUSEWIVES* A 
COLLIER BOOKS CAREER GUIDE. 

DOCUMENT NOT AVAILABLE FROM EORS. 

THE HACMILLAN COMPANY* 866 THIRD AVENUE* NEW 

YORK. NEW YORK 10022 

PUB DATE - 71 183P. 

DESCRIPTORS - ♦VOCATIONAL INTERESTS; 
♦OCCUPATIONAL INFORMATION; VOCATIONAL 
DEVELOPMENT; HUMANITIES; ♦HOUSEWIVES; ADULT 
VOCATIONAL EDUCATION; ♦WORKING WOMEN; 
♦OCCUPATIONAL GUIDANCE; RESOURCE MATERIALS; 
LABOR MARKET; EMPLOYMENT OPPORTUNITIES 
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Of-FICE UF cDUCATlUN (OHEWI « HASHlNGTUNt D.C. 

bURbAU OF RESEARCH 

OUCUHENT MOT AVAILABLE FKCM EORS. 

UMVcRSITY OF CALiFORNUt ALLIED HEALTH 

PROFcSSlONS PKUJECT, 1003 WILSHIRE BLVD« , 

SANTA MUUlUf CA 90^01 ($2.00) 

PUb OATE - APR/2 73P. APRIL 1972 

REVISION. 

DESCRIPTORS - ♦li^STRUCTIUNAL MATERIALS; 
♦MtOlCAL VOCABULAkY; ♦MEDICAL RECORD 

technicians; *health occupations education; 

♦ANATOMY; PHYSIOLuGY 

IDENTirlERS - EDUCATIONAL AWARENESS; 
♦OIOfcSTlVt SYSTEM 

AttSTKACT ~ SINCE THE OCCUPATION UF MEOICAL 
TRANSCRIBER «AS CUKSIDERED TO BE AMONG THOSE 
MiTH CRUCIAL MANPOWER NEEDS, CURRICULUM AND 
INSTRUCTIONAL MATERIALS FOR TRAINING THE 
MEDICAL TRANSCRIBER WERE DEVELOPED. THIS 
ttOQKLET DEALS wlTH MEDICAL TERMINOLOGY OF THE 
DIGESTIVE SYSTE^. PART UNE OF THIS DOCUMENT 
PRESENTS THE TERMINOLOGY AS A DESCRIPTIVE 
NARRATIVE EXPLAINING ANATOMY, PHYSIOLOGYt 
PATHOLOGY, HOSPITAL PROCcDURtS IN LABORATUKY 
TESTS, RADIULUGY, AND OPERATIONS. AFTER EACH 
NARRATIVE THilRc ARE EXERCISES THAT INCLUDE 
IDENTIFICATION OF ILCUSTRAT IONS , TRUE AND 
FALSE UUESTIUNS, MULTIPLE CHOICE, MATCHINGt 
AND UTHER TESTS Or DISCRIMINATION. PART TWO 
FOLLOWS THE "WRITTEN WORK. FUR EACH SEGMENT OF 
THu WRITTEN MATERIAL THcRc IS AN AUDIO 
cXtRCISc WHICH REQUIRES THE STUDENT TO TYPE A 

DICTATED LIST OF NEW WORDS. THIS IS FOLLOWED - 

BY A DICTATED SHORT PARAGRAPH IN WHICH THE 
NEm words are used in a MEANINGFUL CONTEXT. 
SiDE A OF THE TAPE IS DESIGNED TO BE USED 
CU^4CURR£NTLY WITH THE WRITTEN EXERCISES. SIDE 
6 IS USED AT THE CONCLUSION OF THE WRITTEN 
EXERCISES AND INCLUDES MEDICAL REPORTS OF 
VARIOUS KINDS RELATED TO THE PARTICULAR 
DISORDER OF THE SYSTEM AS THfcY MIGHT OCCUR IN 
A MEDICAL RECORD. THEY RANGE FROM EASY TO 
DIFFICULT AND FROM CLEARLY ARTICULATED TO 
GARBLED SPEECHt AGAIN IN AN ATTEMPT TO 
SIMULATE TriE REAL-LIFE EXPERIENCE, 
(AUTrtOR/DL) 

VT Old 35a 

HEALTH AND SAFETY CukRICULUM GUIDE* GRADES 
THAEE. 



COLOR CODED FOR EASY REFERENCE TO SUBJECT 
MATTER BY GRADE LEVEL. FOR EACH LEVEL THE 
GUIDE PROVIDES SUGGESTED LEARNING EXPERIENCES 
FOR THE SIX BASIC CONCEPTS OF GROWTH AND 
DEVELOPMENT, NUTRITION, HEALTHY LIVINGt 
HEALTH RECOURCES, AND FIRST AID AND SAFETY. A 
BIBLIOGRAPHY AND A SET OF TRANSPARENCIES 
SUPPLEMENT THE GUIDEt AND SHORT UNITS ON 
PLAYGROUNDt BICYCLEt AND WATER SAFETY ARE 
APPENDED. (AW) 

VT 018 563 

ORNAMENTAL HORTICULTURE I 7051 AND ORNAMENTAL 
HORTICULTURE II 7052. 

NORTH CAROLINA STATE BOARD OF EDUCATIQNt 
RALEIGH. AGRICULTURAL TECHNOLOGY EDUCATION 
SECTION. 

mf available in vt-eric set. 
pub date - jul71 103p. 

descriptors - *ornamental horticulture 
occupation;,- natural resources; ^vocational 
agriculture; *agri cultural education; teacher 
developed materials; vocational development; 
vocational education; ♦state curriculum 

GUIDES; EDUCATIONALUajECTlvES; STUDENT 
evaluation; learning activities; SECONDARY 

grades; resource materials; ♦occupational 
clusters 

identifiers - *NORTH CAROLINA; EMPLOYMENT 
SKILLS 

ABSTRACT - THESE 18 INSTRUCTIONAL UNITS FOR A 
-1- -OR 2-YEA R- VO CATI ON AL" A GR I CULTURE -COURSE I N" 
THE OCCUPATIONAL CLUSTER OF ORNAMENTAL 
HORTICULTURE CONTAIN PERFORMANCE OBJECTIVESt 
EVALUATION PROCEUURESf TEACHING SUGGESTIONSt 
TIME ALLOTMENTS* AND RECOMMENDED 
PREREQUISITES. FOR EACH UNIT, SUGGESTED 
LEARNING ACTIVITIES AND RESOURCES ARE 
PRESENTED, TOGETHER WITH AN INSTRUCTIONAL 
OUTLINE, IN A 3-COLUMN FORMAT. THESE TEACHER- 
DEVELOPED MATERIALS PRESENT AN EXTENSIVE 
PROGRAM RATIONALE, RESOURCE LISTS, FACILITY 
REQUIREMENTS, AND TEACHER QUALIFICATIONS. 
USEFUL FOR BOTH BEGINNING AND EXPERIENCED 
TEACHERS OF AGRICULTUREt THIS STATE 
CURRICULUM GUIDE WAS DEVELOPED BY A PROJECT 
COMMITTEE TO PREPARE STUDENTS IN NORTH 
CAROLINA FOR IMMEDIATE POST-SECONDARY 
EMPLOYMENT. (AG) 



WORCESTER PUBLIC SCHOULSt MASS. 
MF AVAILAoLE 1 N VT-ERIC SET. 
PUb DATE - 69 62P. 

DESCRIPTORS - ^CURRICULUM GUIDES; PRIMARY 
bRADES; ♦HEALTH EDUCATION; TkANSPAP ENCI ES; 
HEALTH ACTIVITIES; CONCEPT FORMATION; *SAFETY 
EDUCATION; ♦SCHOOL SAFETY; ACCIDENT 
PRtVENTlON; health; ♦HYGIENE 

ABSTRACT - THIS GUIDE IS INTENDED TO GIVE 
DIRECTION ANJ PRACTICAL SUGGESTIONS FOR 
HEALTH EDUCATION INSTRUCTION IN THE WORCESTER 
PUBLIC SCHOOLS, KINDERGARTEN THROUGH GRADE 
THRcfcf BY PROViOINU OPPORTUNITIES FOR PUPILS 
TO LEARN ABOUT INDIVIDUAL AND COMMUNITY 
HEALTH, DEVELOP POSITIVE ATTITUDES AND 
INTERESTS TGwARD HEALTH, AND DEVELOP A SENSE 
OF RESPONSIBILITY FOR PERSONAL HEALTH AND AN 
ACTIVE CONCERN FOR THE HEALTH OF OTHERS. 
QrLwc.r.r>CL> aY TEACHERS AND ADMINISTRATORS OF. 

Trn ir^-^STER schcol system, the guide is 



VT 018 564 
HARTMAN, WILLIAM J. 

BASIC DRAFTING INSTRUCTIONAL UNITS. 
CURRICULUM MATERIAL. 

OKLAHOMA STATE DEPT. OF VOCATIONAL AND 
TECHNICAL ECUCATION, STILLWATER. 
MF AVAILABLE IN VT-ERIC SET. 
CURRICULUM AND INSTRUCTIONAL MATERIALS 
CENTER, STATE DEPT. OF VOC-TFCH EDUCATION^ 
1515 W. 6TH AVENUE, STILLWATER* OKLAHOMA 
74074 ($12.00) 
PUB DATE - 72 524P. 

DESCRIPTORS - ♦STATE CURRICULUM GUIDES; 
♦INSTRUCTIONAL INNOVATION; ♦TRADE AND 
INDUSTRIAL EDUCATION; SECONDARY GRADES; 
TRANSPARENCIES; GOAL ORIENTATION; BEHAVIORAL 
OBJECTIVES; ♦DRAFTING; ♦VOCATIONAL EDUCATION; 
VOCATIONAL DEVELOPMENT; INSTRUCT lONAL 
improvement; learning activities; OBJECTIVE 
TESTS; ANSWER KEYS; MANUFACTURING 
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lUENTIFlEKS - •LABOR FORCE PARTICIPATION; 
CAKfeER AWARENESS 

A6STKACT - THIS PAPERBACK HAN08O0k PROVIDC;S A 
COMPKEhENSlVE GUIOE FOR HDUSEMIVES PLANNING 
TO aeCIN OR RESUME A CAREERi PRESENTING BOTH 
THE UlSAUVANTAbES AND ADVANTAGES OF NUHEROUS 
PART-TIME f FULL-TIMEf A/^0 TEMPUrtARY JOBS. 
IMPORTANT AOVICE IS OFFERED ON PREPARING JOa 
RESUMESi JOb INTERVIEWS* BABY-SITTING 
PKO&LEMSf ORESSv APPEARANCEt AND WORKING 
COSTS. INFUKHATION ON SALAKIESt FORKING 
CONDITIONS! JUti REgUIKEMENTSi AND ADVANCEMENT 
POSSIBILITIES IS INCLUDED. RESOURCE LISTS 
GIVE The NAMES ANC ADORESSES OF AGENCIES 
hHICH CAN PROVIOE ADDITIONAL DATA ON SPECIFIC 
CAREERS. THE TEN TOPICAL CHAPTERS COVER 
MATERIAL ON; U) THE NEED FOR MATURE MOHEN IN 
JCBSf Ul MHETHER OR NOT ONE SHOULD WORKt (3) 
THE JOB THAT SUITS YOUf <4) PROFESSIONAL 
OCCUPATIONS, i^h HEALTH SERVICES9 < 61 THE 
Cf^EATIVE ARTSf 471 SELLlNGt (B ) OFFICE- 
RELATED WOKK9 (VI MISCbLLANEOUS JOBS* AND 
CIOI SUGGESTIONS FOR OBTAINING EHPLOYKENT. 
iAGI 

Vr OIB S29 

DENTAL TECHNICIAN I AND C. RATE TRAINING 
MANUAL. 

NAVAL TRAINING SUPPORT COMMANOt WASHINGTON^ 
U.C. 

MF AVAILABLE IN VT-ERR SET. 
NAVTRA-l0toB3 

SUPERINTENDENT OF OOCUHENTS* U.S. GOVERNMENT 
PRINTING OFFlCEt WASHINGTON, D.C. 20402f ( S- 
NC. O502-O53-415O; >2*0D* 
PUB DATE - 72 2b6P. 

DESCRIPTORS - ADtLT VOCATIONAL EDUCATION; 

♦ HEALTH OCCUPATIONS SiOUCATlON; ♦MILITARY 
training; ♦PKChOTlCN lOCCUPATIONAL) ; ARMED 
FORCES; VOCATIONAL DEVELOPMENT; VISUAL AIDS; 
KtSOURCE MATERIALS; GOVERNMENT PUBLICATIONS; 

♦ DcNTAl TECHNICIANS; OCCUPATIONAL 
INFORMATION; GOVERNMENT (ADMINISTRATIVE 
BGDY>; ^MANUALS 

ILitNTlFIERS - EMFLLYMENT SKILLS 

ABSTRACT - THIS RATE TRAINING MANUAL IS ONE 
OF A SERIES WRITTEN FUR lUSo- NAVY AND NAVAL 
RESERVE PERSONNEL STUDYING FOR ADVANCEMENT TO 
Iht POSITIONS Of DENTAL TECHNICIAN 1 AND C. 
USEFUL AS A kEFERENCE fOR DENTAL TECHNICIANS 
WHO DESIRE TO IMPROVE THEIR EFFICIENCYt THIS 
MANUAL CONSTITUTES A PREREQUISITE FOR 
ADVANCEMENT TO CENTAL TECHNICIAN U NUMEROUS 
GRAPHS AND VISUAL AIDS ILLUSTRATE THE TEXT, 
WHICH INCLUDES AN INDEX. THIS FIRST EDITION 
WILL 8t PERIODICALLY REVISED. THE TEN TOPICAL 
CHAPTERS cover: (11 ADVANCEMENT, (21 
ADMlNlSTRATiONf (3> SERV ICE RECORDS » (41 
TRAINING AND ADVANCEMENT* (^1 EVALUATION AND 
FITNESS REPORTS, (6> DISTRIBUTION! (7» 
PERSONNEL DIARIES, IB) SECURITY, (9 1 FINANCE, 
ANU 110) SUPPLY. (AGI 

VT 018 S30 

NURSING ACTION GUIDES. NURSING SERVICE 
PROGRAM bUlOE* 

COMMITTEE ON RESEARCH IN CLINICAL NURSING, 
VAHt LITTLE ROCK, ARK^ 

^ENTRAL OFFICE NURSING SERVICE, LITTLE ROCK, 



MF AVAILABLE IN VT-ERIC SET. 
G10-M2-PART V 

SUPERINTENDENT OF DOCUMENTS, U.S« GOVERNMENT 
PRINTING OFFICE f WASHINGTON! D.C. 00402 IC- 
NO.-VA U10/4JG-10/M-2/PT5, 11.00) 
PUB DATE - 2BAPR72 92P» SECOND EDITION. 

DESCRIPTORS * ♦NURSES; ♦GUIOESt 
♦PSYCHOTHERAPY; PSYCHIATRIC HOSPITALS; 
♦PSYCHIATRIC SERVICES; ♦NURSING; VETERANS 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS GUIDE WAS DEVELOPED TO ASSIST 
NURSES IN BECOMING MORE EFFECTIVE IN A 
THERAPEUTIC ROLE WITH PATIENTS SUFFERING FROM 
PSYCHIATRIC PROBLEMS. CONTENTS ARE CONTAINED 
UNDER THE FOLLOWING CHAPTER TITLES: (I) 
INSTRUCTIONS FOR USE OF NURSING ACTION 
GUIDES, (2) NURSING ACTION GUIDES, AND (31 
BIBLIOGRAPHY. THE SECOND CHAPTER IS DEVOTED 
TO THE FOLLOWING TOPICAL SECTIONS, ALL OF 
WHICH DEAL IN ONE WAY OR ANOTHER WITH 
PSYCHOLOGICAL PROBLEMS OF THE PATICNTl 
ALCOHOLISr^l, ANXIETY* CHRONIC ELOPMENT, 
CHRONIC HELPFULNESS, CONVULSIVE SEIZURESt 
CRISIS REACTION, DELUSIONS, OEMANDINGt DYINGt 
GERIATRIC, HALLUCINATIONS, HOSTILITYt 
HYPERACTIVITY, HYPOVIGILANCE, 
HYPOCHONDRIASIS* INCOMNIA, MANUPULAT ION» 
NONPROOUCTIVITY, PAIN, PRIMITIVE/SUPERFICIAL* 
REGRESSIONt REMISSION OF BEHAVIORAL ACTING- 
OUT, RITUALISM, SCAPEGOATING, STRESS, 
SUICIDAL, SUSPICION, WITHDRAWALf LONELINESSf 
AND MASTURBATION. -THE- BI BLI0GRAPHY-IS~OROERE0 
BY THE TOPICS COVERED IN THE SECOND PART OF 
THE GUIDE. (AUTHOR/DL) 

VT 018 53a ED 072 203 

INDEX OF OPPORTUNITY IN NURSING AND ALLIED 
HEALTH PRQFESSIONSf 1972* 

RESOURCE PUBLICATIONS INC.» PRINCETON* N.J. 

DOCUMENT NOT AVAILABLE FROM EORS« 

O.R. GOLDENSON & CO., INC«» P.O. BOX 2331 

PRINCETON, N.J. 085AO U2.25) 

PUB DATE - 72 66P. 

DESCRIPTORS - ♦EMPLOYMENT OPPORTUNITIES; 
♦NURSING; ♦PARAMEDICAL OCCUPATIONS; 
♦HOSPITALS; OCCUPATIONAL INFORMATION; 
♦MEDICAL SERVICES; SALARIES; INDEXES 
(LOCATERS) 

ABSTRACT - THIS PUBLICATION CONTAINS 
DESCRIPTIONS OF S9 HOSPITALS AND OTHER 
MEDICAL AGENCIES WHICH OFFER JOB 
OPPORTUNITIES TO NURSES AND THOSE TRAINED IN 
THE ALLIED HEALTH PROFESSIONS. INCLUDED IN 
THE DESCRIPTIONS ARE A BRIEF I NTRODUCT lONt 
SALARIES AND/OR BENEFITS, EMPLOYMENT 
OPPORTUNITIES* LOCATION, AND SOURCE OF 
FURTHER INFORMATION. A GEOGRAPHICAL INDEX AND 
TEAR-OUT RESUME FORMS, WHICH ENABLE READERS 
TO FOLLOW UP THE OPPORTUNITIES IN INDIVIDUAL 
CAREER FIELDS, ARE INCLUDED. (SB) 

VT Oie 353 
GQSMAN, MINNA L. 

MEDICAL RECORDS. INSTRUCTIONAL UNIT FOR THE 
MEDICAL TRANSCRIBER. MEDICAL TERMINOLOGY OF 
THE DIGESTIVE SYSTEM. ALLIED HEALTH 
PROFESSIONS PROJECT. 

CALIFORNIA UNIV., LOS ANGELES* DIV. OF 
VOCATIONAL EDUCATION. 
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IL/ENTIFIERS - ^OKLAHOMA; BEGINNING COMPETENCE 

ABSTRACT - THIS COLOR-KEYtO STATE CURRICULUM 
GUIDE IS DESIGNED TO PROVIDE AN INNOVATIVE 
BASIC CURRICULUM IN DRAFTING AND TO PREPARE 
STUDENTS FOR MORE ADVANCED STUDIES. DEVELOPED 
bY A VOCATIONAL DRAFTING INSTRUCTOR AT AN 
AKt:A VCCATIUNAL CENTEk« ^11 H THE AID OF A 
STATE CURRICULUM COMMITTEEf THESE 13 
INSTRUCTIONAL UNITS SHOULD CONSTITUTE 60 
PERCENT OF THE CCJRSE wORk. INTENDED TO 
IMPRUVE URAFTING INSTRUCTION UNIFORMLY 
THROUGHOUT OKLAHOMA, THIS CODED GUIDE 
PRcSENTS GENERAL AND SPECIFIC GUALS AND 
ttEHAVlORAC ObJECTlVES, SUGGESTED LEARNING 
ACTIVITIES* STUDENT ASSIGNMENT SHEETS, AND 
INFORMATION SHEETS FOR EACH TOPICAL UNIT. 
TkANSPAKENCIESf OBJECTIVE T6S;S» AND ANS><ER 
KEYS AKE INCLUDED. A COURSE RATIONALE 
PftfcCEubS INSThUCTIONS FOR THE USE OF THIS 
PUBLICATION, (AG) 

VT 018 383 ED 073 241 

HANDbOOK FOR S EL F-E VALUA T I ON OF PROGRAMS AND 
SERVICES TO THE DISADVANTAGED AND ThE 
HANDICAPPED AT CQMi^UMTY COLLEGES UNDER THE 
VlCATIvjNmL EDUCATION AMENDMENTS OF 1968 
(^UtiLlC LAW yO-i>76). 

TADLOCK ASSOCIATES, LOS ALTOS, CALIF. 
CALlFUi^NIA COORUlNATIiNiG UNIT FOR OCCUPATIJNAL 
RtSEARCH ANU UdVELOPMcNT, SACRAMENTO.; 
FCUTHILL COMMUNITY CULL. DISTRICT, CUPERTINO, 
CALIF. 

ELKS PRICE MP->J.t>b HC-S3.29. 
PUb DATE - i^A^RlZ 35P. 

descriptors - .self evaluation; *vocational 
euucatiun; vocational development; *program 
evaluation; ♦community college^; college 

PROo^AMS; RESOURCE MATERIALS; EDUCATIONAL 
BACKGROUND; EDUCATIONAL PLANNING; 
*hANDICAPPcDi »CISADVANTAGED YOUTH; FEDERAL 
AID; GUIDELINES; PILOT PROJECTS 
IDEMIFIcRS - »VOCATIONAL EDUCATION 
AFENDMENTS OF 1968 

AbiTKACT - THIS HANDtiOOK PROVIDES BASIC 

informati for conducting an institutional 
self-e Valuation of prxrams and services 
offered to the disadvantaged and handicapped 

AT Thf CuMMUNlTY COLLEGE LEVEL. SPECIFICALLY 
FOCUSING ON PROGRAMS AND SERVICES FUNDED 
UNDER THE VOCATIONAL EDUCATION AMENDMENTS OF 
I96d, THIS UUIDE IS INTENDED FOR THOSE #«H0 
AKt iNEAPEklENCED wlTH SELF-EVALUATION 
PROJECTS. DEVELOPED AS PART Of A'PILOT STUDY 
OF FOUR COMMUNITY COLLEGES, IN COOPERATION 
WITH RcPKESENTATIVE MEMBERS OF THE 
ADMINISTRATION, FACULTY, STAFF, CO^^MUN^TY, 
AND STUDENT BODY, THIS DOCUMENT INCLUDES: tl) 
BACKGROUND INFORMATION, 12) A SUMMARY PLAN 
FOR EVALUATION, (3) STEPS IN THE EVALUATIVE 
PROCESS, AND (4) SAMPLE WORK FORMS. SUGGESTED 
EVALUATION uOESTICNS AND A SAMPLE WOkKiNG 
OiAbKAM FOR THE SELF-STUDY PROCESS ARE 
PROVIDED. AN EXTENSIVE SELF-EVALUATION 
UUtST lONNAlKE JS APPENDED. (AG) 

VT 018 720 

BALASCC, RObERT D. 

INSTRUMENTATION TEChNOLOGY: A TWO-YEAR, POS^ 
SECONDARY CURRICULUM DESIGNED FOR THE ALTOONA 
jOCATIONAL-TECHNICAL SCHOOL. 

ERIC 



MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - ND ^6P. 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
"^CURRICULUM GUIDES; POST SECONDARY EDUCATION; 
*I NSTRUMENTATION: INSTRUMENT AT ION 
TECHNICIANS; *CJURSE CONTENT; *TECHNICAL 
EDUCATION 

IDENTIFIERS - EDUCATIONAL AWARENESS 

ABSTRACT - THIS COURSE OUTLINE IS A SUGGESTED 
CURRICULUM FUR A 2-YEAR FULL-TIME EDUCATIONAL 
PROGRAM DESIGNED TO TRAIN TECHNICIANS SKILLED 
IN THE FIELD OF INSTRUMENTATION. EXPLAINING 
THE NEED FOR KNOWLEDGE IN THIS AREA OF 
TECHNOLOGY AND THE DEMANDS FOR VARIED 
CAPABILITIES FOR MEASURcMENT AND CONTROLf 
EXAMPLES ARE GIVEN OF THE EXPANDING USE OF 
INSTRUMENTATION IN SPACE TRAVEL AND 
EXPLORATION, OCEANOGRAPHY, COMPLEX 
PETROCHEMICAL INOJSTRIESt AND BIOMEDICAL 
STUDIES. THE JOftS OF INSTRUMENT TECHNICIAN 
AND REPAIRMAN ARE BRIEFLY DESCRIBED AND 
PREREQUISITES FOR THE COURSE *.RE SUGGESTED. 
THE DOCUMENT CONTAINS A CURRICULUM SCHEDULE 
ANC AN EXPANDED COURSE OUTLINE OF 
INSTRUMEf^TATION TECHNOLOGY. <AUTHOR/0L) 

VT CiS 729 

EGG GRADING MANUAL. 

DEPARTMENT OF AGRICULTURE, WASHINGTON, O.C. 
CONSUMER AND .Mi\RKETING SERVICE. 
MF AVAILABLE IN VT-ERIC SET. 
AGRIC-HANDbCCK-75 

SUP'^RINTENOENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING ^"jFFlCEf WASHINGTON, D.C. 20402 (S/N 
OiOO-2443; $.60) 
PUe DATE " APR72 61P. 

DESCRIPTORS - FEDERAL PROGRAMS; VOCATIONAL 
education; vocational development; VISUAL 

aids; short courses; ^manuals; tvocatlonal 
agriculture; agricultural education; 
♦marketing; foods instruction; ♦food 
standards; agr i cul tu'^ al production; 
agribusiness; government publications; 
♦agricultural skills 
identifiers - *£gg grading 

abstract - this manual was developed as an 
aid in teaching both beginners and 
experienced egg graders the correct 
interpretation and application of u.s. 
standards, grades, and weight classes for 
shell eggs. as a basic guide in short courses 
or grat)ing schools, this revised government 
publicaviqn discusses suggested egg grading 
programs, leolslatkjn affecting grading and 
marketing of eggs, the structure and 
composition of the egg, and quality factors, 
a wide range df pkotooraphs and other visual 
aids illustrates the text. (ag) 

VT 018 851 

FOCD SERVICES OPERATIONS. 

NAVAL SUPKLV SYSTEMS COMMAND, WASHINGTON, 
D.C. 

MF AVAILABLE IN VT-E^MC SET, 

NA VSUP-PU3'-^2l 

PUB DATE - JAN7i 49 6P . 

DESCRIPTORS - *MANUALS; ♦FOOD SERVICE; 
ADMINISTRATIVE ORGANUATION; VISUAL AIDS; 
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&ASIC skills; f^ociO service mokkers; resource 
materials; >«'S£;QUcNTI al approach; ♦military 
traiuino; textbooks; sanitation; adult 
vucaticnal education; vocational development; 
«eo00s instruction; production techniques 
identifiers - ♦naval. supply systems 

abstract - this training manualt intended to 
provide ruuo service personnel in the navy«s 
supply system hith dasic information needed 
tu achievc an effective food operationt 
focuses on such fcud operations as inspection 
'ano storage of food items* sanitation and 
Safety practices* menu planning* food 
preparation* and food presentation* general 
training information! appended resource 
materials* and a glossary are included* a 
hloe range of visual aids illustrates the 
.text* mhich is tabbed and 3*h0lb punched for 
ease in insertion and removal of sheets* this 
document kas developed with the aid of naval 
food maf^agtment personnel* a professor of 
food management ksho mas a former commander of 
the naval reserve supply corps* and a 
national food advisory committee* this 
textbouk is organized in the sequence in 
khich specific task performances take place* 
the fundamentals of good food service are 
th£rtfurt discusseu prior to outlining basic 
principles and pfa6es of food production and 
presenting suggestions encompassing the 
planning and organization of a food service 
division training program* lagi 

VT 018 863 

HEALTH EDUCATIONAL PROGRAMS OF OKLAHOMA* 

OKLAHOMA COUNCIL FOR HEALTH CAREERS* OKLAHOMA 
CITY. 

MF AVAILABLE IN VT-ERIC SET* 

Pub JATt - JUL69 106P* REVISED EDITION* 

UESCRIPTJRS - ^DIRECTORIES; ♦STATE PROGRAMS; 
♦HtALlH OCCUPATIONS EDUCATION; *HIGHER 
EI/UCATION; VOCATIONAL. DEVELCPMBNT; PROGRAM 
COSTS; VOCATIONAL E,DUCATI0N; STUDENT 

enrollment; state colleges; ^manpower 
development; state universities; junior 
colleges; resource materials; hospital 

SCHOOLS 

IDENTIFIERS - ♦OKLAHOMA 

ABSTRACT - THIS REVISED DIRECTORY OF PROGRAMS 
IN HEALTH OCCUPATIONS EDUCATION IN OKLAHOMA 
INSTITUTIONS OF HIGHER LEARNING LISTS STATE 
HOSPITALS* VOCATIONAL-TECHNICAL SCHOOLS* AND 
UNIVERSITIES* GIVING THEIR ADDRESSES* FOR 
EACH TYPE OF PROGRAM* A SERIES OF BRIEF 
ANSnct^S TO 16 QUESTIONS ARE ENUMERATED* 
GIVING PROGRAM COSTS* VARIOUS STUDENT 
REwUIRcMENTSf AND OTHER PERTINENT ASPECTS OF 
EAGH PROGRAM* ADDRESSES OF THE SPONSORING 
INSTITUTIONS ARE INCLUDED WITH EACH PROGRAM 
LISTING* THIS DOCUMENT WAS DEVELOPED BY THE 
OKLAHUf'A COUNCIL FUR HEALTH CAREERS* WHICH IS 
MADE UP OF MEMBERS FROM A WIDE RANGE OF 
OCCUPATIONAL HEALTH ORGANIZATIONS AND HEALTH 
SERVICE ASSOCIATIONS* (AG) 

VT 018 868 

NATIONAL APPRENTICESHIP STANDARDS FOR 
OPHTHALMIC FINISHER-DISPENSER* 

o 

M^FRir" ADMINISTRATION IDOL)* WASHINGTON* 
oL^^ tAo OF APPRENTICESHIP AND TRAINING* 



MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - 72 24P* 

DESCRIPTORS - POLICY FORMATION; ♦STANDARDS; 
♦apprenticeships; ♦trade and INDUSTRIAL 
EDtCATION; career EDUCATION; EMPLOYMENT 
QUALIFICATIONS; WORK EXPERIENCE; ON THE JOB 
TRAINING; OCCUPATIONAL INFORMATION; ♦OPTICS; 
♦PRODUCTION TECHNICIANS 

IDENTIFIERS - ♦OPHTHALMIC FINISHER DISPENSER; 
CAREER AWARENESS 

ABSTRACT - THIS BDOKLET CONTAINS A STATEMENT 
OF NATIONAL APPRENTICESHIP STANDARDS APPROVED 
BY THE U*S* DEPARTMENT OF LABOR I NCORPQR*ATI NG 
THE FUNDAMENTALS NEEDED TO ESTABLISH LOCAL 
PROGRAMS OF APPRENTICESHIP IN THE OPTICAL 
INDUSTRY FOR THE TRAINING OF OPHTHALMIC 
FINISHERS-DISPENSERS* THE AIM IN ESTABLISHING 
ANO REGISTERING THESE NATIONAL STANDARDS IS 
TO ASSURE THE CONTINUANCE OF SKILLED AND 
ETHICAL PRACTICES IN THE OPTICAL PROCESSING 
AND DISPENSING SERVICE BY PROVIDING A 
RECOGNIZED AND FORMALIZED METHOD OF 
DEVELOPING SKILLED CRAFTSMEN* REGULATIONS AND 
STANDARDS ARE APPLIED AND DISCUSSED IN 
RELATION TO 20 AREAS* SOME OF WHICH ARE: (1) 
EMPLOYMENT QUALIFICATIONS OF APPRENTICES* (2) 
CONTINUITY OF EMPLOYMENT, (3) 
RESPONSIBILITIES OF SUPERVISORS ANO 
APPRENTICES* I4l HOURS OF EMPLOYMENT AND WAGE 
SCALE* AND (3) EVALUATION OF APPRENTICES* AN 
APPENDIX GIVES A LIST OF TEXTBOOKS FOR 
RELATED INSTRUCTION* AN APPRENTICESHIP 
AGREEMENT FORM* A LIST OF STATE 
APPRENTICESHIP AGENCIES* ANO A LIST OF 
REGIONAL OFFICES OF THE BUREAU OF 
APPRENTICESHIP AND TRAINING* (DLI 

VT 018 880 ED 072 308 

INVESTIGATING CAREER OPPORTUNITIES* 
CURRICULUM GUIDE* 

LITTLE ROCK PUBLIC SCHOOLS* ARK* 
tDRS PRICE MF-$0*65 HC-$13*16« 

pub date - sep72 340p* 

descriptors - ♦cui^riculum guides; cluster 
grouping; secondary grades; vocational 
development; ♦career education; ♦career 
opportunities; ♦career planning; self 
evaluation; resource materials; industrial 
education; business education; home economics 
education; behavioral objectives: teaching 
procedures; '^^occupational clusters; 
transparencies 

identifiers - VOCATIONAL EDUCATION AMENDMENTS 
OF 1968; ♦CAREER AWARENESS 

ABSTRACT - THIS CURRICULUM GUIDE* DEVELOPED 
BY A PROJECT COMMITTEE OF ADMINISTRATORS* 
SUPERVISORS* INSTRUCTORS* ANO A COUNSELOR IN 
THE AREAS OF INDUSTRIAL AND VOCATIONAL 
EDUCATION* CONTAINS THREE EXTENSIVE 12-W6EK 
LABORATORY UNITS AT THE JUNIOR HIGH SCHOOL 
LEVEL COVERING CAREERS IN THE OCCUPATIONAL 
CLUSTERS OF BUSINESS EDUCATION* HOME 
ECONOMICS* AND INDUSTRIAL EDUCATION* FUNDED 
UNDER THE VOCATIONAL EDUCATION AMENDMENTS OF 
1968* THIS COURSE IS INTENDED TO PROVIDE AN 
OVERVIEW OF CAREER OPPORTUNITIES* TECHNIQUES 
FOR SELF-APPRAISAL* AND HELP IN CHOOSING 
COURSES LEADING TO THE STUDENTS* OCCUPATIONAL 
GOALS* IN A 2-COLUMN FORMAT* TEACHING 
PROCEDURES ARE CJRRELATED WITH RESOURCE LISTS 
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UF TRANSPAHENCIES AND« STUDENT HANDOUTS 
If^CLUOED WITH EACH UNIT. A COURSE KATlONALEf 
APPENDED STUDENT MORKSHEETSy TIME ALLOTMENTS! 
ANO DETAILED UEHAVIOKAL OBJECTIVES ARE 
PROVIDED. FINAL EVALUATION QUESTIONS ARE 
GIVEN FOR EACH UNIT. (AG) 

VT 018 944 

GROSS t DONALD 

DUILDING CONSTRUCTION: SKILLS OUTLINEi 
BEHAVIORAL OBJECT IVESf INDIVIDUALIZED 
CUHtRICULUH. 

taAKREN COUNTY VOCATIONAL-TECHNICAL SCHQOLt 
WASHINGTONf N. J. ; NEW JERSEY STATE DEPT. OF 
ECOCATIONt TRENTON. DIV. OF VOCATIONAL 
ECUCATION.; RUTGERSf THE STATE UNIV., NEW 
bRUNSWICKt N.J. CURRICUtUM LAO. 
MF AVAILABLE IN VT-ERIC SET. 
N*J. VCC-TECH CUKRICULUM LAB.t RUTGERS 
UNIVbRSlTYf BUILDING 4103, KILMER CAMPUS, 
N.J. Oa903 ($1.50) 
PUb DATE - MAR73 41P. 

DESCRIPTORS - BUILDINGS (PROCESS); 

♦ CONSTRUCTION; SECOND ARY . GR AD ES ; *CURRICULUM 
GUIDES; BEHAVIORAL OBJECTIVES; INDIVIDUALIZED 
CUKRICULUM; BUILDING TRADES; MASONRY 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - OEVELCPED BY THE HEm JERSEY STATE 
DEPARTMENT OF EDUCATION, THIS CURRICULUM 
GUIDE CONSISTS UF A SKILLS OUTLINE IN 
bUILDING CONSTRUCTION AND IS DESIGNED FOR 
ELfcVEMlH ANO TWELFTH GRADE HIGH SCHOOL 
STUDENTS IN VOCATIONAL TRAINING. THE GUIDE IS 
DIVIDED INTO THREE GENERAL AREAS: (1) 
MASONRY, (2 J CARPENTRY, AND (3) GENERAL 
CtNTRACTOR. EACH PART CONSISTS OF A LIST OF 
StHAVIORAL OBJECTIVES TO BE PERFORMED BY THE 
STUDENT. SAMPLE PRACTICAL TESTS ARE INCLODED. 
(DL) 

VT 019 037 

LICENSED OCCUPATIONS IN HAWAII. 

HAWAII STATE DEPT. OF LABOR AND INDUSTRIAL 
RELATIONS, HONOLULU. RESEARCH AND STATISTICS 
OFFICE* 

MF AVAILABLE IN VT-ERIC SET. 
PUB UATE - JANT2 41P. 

DESCRIPTORS - ♦RESOURCE GUIDES; FEES; STATE 
LICENSING BOARDS; PAMPHLETS; ♦STATE 
STANOAkUS; ^OCCUPATIONAL INFORMATION; 

♦ EMPLOYMENT UU AL I.F ICAT IONS ; HUMANITIES; 
♦SKILLED OCCUPATiCNS; OCCUPAFIONAL GUIDANCE 
iOENTIFItRS - Career AWARENESS; ♦HAWAII 

ABSTRACT- ThIS PAMPHLET GIVES OCCUPATIONAL 
INFORMATION, EXAMINATION AND LICENSE 
KEyUIREMENTS , FEE REUUI REMENTS , AND THE 
LICENSING AGcMCY FOR 32 OCCUPATIONS IN HAWAII 
RfcUUlRING LICENSES. INTENDED TO HELP JOB 
APPLICANTS, THIS RESOURCE GUIDE WAS DEVELOPED 
dY A SUPERVISOR OF LABOR MARKET RESEARCH IN 
CCOPcRATlUN WITH HAWAII'S PROFESSIONAL ANO 
VuUriONAL LICENSING DIVISION. RESOURCE 
ADjKESSES and requirements for OBTAINING 
TEMPORARY CERTIFICATES OR LICENSES ARE 
INCLUUEu FUR EACH OCCUPATION. APPROXIMATfcLY 
t>0 PERCEImT of THESE OCCUPATIONS REQUIRE A i- 
YEAK RtSlDcUCY IN HAWAII BEFORE AN APPLICANT 
C^^9^XiFY FOR A LICENSE. (AG) 



VT 019 038 

steingress, frederick m., and others 
operation of oil burning equipment ano 
incinerators. air pollution control: course 
outline and lesson plans. 

bergen county vocational-technical high 
school, hackensack, n.j.; new jersey state 
dept. of education, trenton. oiv. of 
vocational education.; rutgers, the state 
unlv«, new brunswick, n.j. curriculum lab. 
mf available in vt-eric set. 
n.j. voc-tech curr iculum lab. , rutgers 
university, building 4103, kilmer campus, new 
brunswick, n.j. 06903 ($2.00) 
pub date - aug72 81p. 

descriptors - *instruct iqnal materials; 
curriculum guides; lesson plans; secondary 
grades; adult education; ♦engineering 
education; engineering technology; ♦equipment 
utilization; air pollution control; *course 
content; ♦teaching procedures 
identifiers - decisions 

abstract - this instructor's manual on air 
pollution control is designed for adults who 
are operating or expect to operate 
incinerators or other equipment burning 
residual fuels. the course consists of 10 
sessions and includes the following units: 
(1) air pollution, (2) fuel systemst (3) 
draft systems, (4) burners, (5) combustion, 
(6) instruments, 17) controls and 
adjustments, (bl operation, ano (91 
incinerators. each unit contains an 
instructor's lesson plan composed of 
objectives, aids, procedures, ano working 
drawings. the manual contains a final exam 
which may be useo by the teachers and a 
program evaluation form to be completed by 
the student. (ol) 



VT 019 048 

BUSINESS EDUCATION: WOODWORKING, GRADES 7-12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE, LOS 
ANGELES, CALIF. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, D«C. 
DIV. OF COMPREHENSIVE ANO VOCATIONAL 
RESEARCH.; CALIFORNIA UNIV., LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION* 
DOCUMENT NOT AVAILABLE FROM EORS. 
INSTRUCTIONAL OBJECTIVES EXCHANGE, BOX 24095, 
LOS ANGELES, CALIFORNIA 90024 ($3.00) 
PUB DATE - ND 152P. 

DESCRIPTORS - ♦BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS; SECONDARY GRADES; 
MEASUREMENT TECHNIQUES; ♦GUIDELINES; 
INFORMATION DISSEMINATION; ♦WOODWORKING; 
♦ INDUSTRIAL ARTS TEACHERS; INDUSTRIAL ARTS, 
TRADE AND INDUSTRIAL EDUCATION 

ABSTRACT - THIS COLLECTION OF INSTRUCTIONAL 
OBJECTIVES AND RELATED EVALUATION PROCEDURES 
FOR THE TEACHING OF WOODWORKING WAS PREPARED 
ANO DEVELOPED BY A NON-PROFIT EDUCATIONAL 
CORPORATION. DESIGNED FOR USE IN GRADES 7-12, 
THE MATERIAL COVERS THE USE OF TOOLS, THE 
READING OF PLANS, AND THE PROCESS SKILLS 
ESSENTIAL TC WOODWORKING. THIS COLLECTION IS 
COMPOSED OF 55 OBJECTIVES AND RELATEOx. 
EVALUATION ITEMS. EACH OBJECTIVE IS FOLLOWED 
BY SUGGESTED ACTIVITIES ANO CRITERIA FOR 
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JUDGING THE ADEQUACY OF STUDENT RESPONSES. 
UUESTiONNAIRE PAGES ARE SUPPLIED FOR FEEDBACK 
IN AN tpFORT TO IMPROVE THE QUALITY OF THIS 
MATEklALt AS YET UNTESTED IN THE CLASSROOM. 
iKH) 

VT 019 049 

BUSINESS EDUCATION: HOME ECONOMICSt GRADES 7- 

INSTKUCTIONAL OBJECTIVES EXCHANGEt LOS 
ANGELESv CALIF. 

OFFlCc OF EDUCATION (OHEW) , WASHI NGTONf O.C. 
OIV. OF COMPREHENSIVE AND VOCATIONAL 
KESEAKCH.; CALIFCRNIA UNIV.f LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION. 
DCCUMENT NOT AVAILABLE FROM EORS. 
INSTKUCTIONAL OBJECTIVES EXCHANGE t BOX 24095f 
LOS ANGELES f CALIFORNIA 90024 (SB. 00) 
PUB DATE - NC i55P. 

ocscr^iptoks - ♦behavioral objectives; 
p^.cASjrement goals; ♦home econjmics education; 

nOME economics TEACHERS; SECONDARY GRADES; 

♦ MEASUREMENT TECHNUUES; ♦GUIDELINES; 
INFORMATION DISSEMINATION; CHILD DEVELOPMENT; 
CLOTHING; CONSUMER EDUCATION; NUTRITION; 
♦HOME MANAGEMENT 

ABSTRACT - PREPARED BY A NON-PROFIT 
ELUCATIONAL CORPGRATIONt THIS COLLECTION OF 
INSTKUCTIONAL OBJECTIVES ANO RELATED 
EVALUATION PROCEDURES WAS DEVELOPED BY A 
GKuUP OF HOHt ECONOMICS TEACHERS. DESIGNED 
PRIMAKILY FOR USE IN GRADES 7-9f THE MATERIAL 
IS UKuAi^IZED INTO THE FOLLOWING CATEGORIES: 
(i) CHILD DEVELCPMENT, (2> CLOTHING ANO 
TEXTILES, (3) CONSUMER PRACTICESt (41 FOODS 
ANO iMUTKITIONf AND (3) HOME MANAGEMENT AND 
FAMILY LIFE. THIS COLLECTION CONTAINS 74 
OBJECTIVES AND RELATED EVALUATION ITEMS. EACH 
UdJbCTlVE IS FULLOwEO BY SUGGESTED ACTIVITIES 
AND CRITERIA FOR JUDGING THE ADEQUACY OF 
STUDENT RcSPONSES. QUESTIONNAIRE PAGES ARE 
SUPPLIED FUR FEEDBACK IN AN EFFORT TO IMPROVE 
THE QUALITY OF THE MATERlALt AS YET UNTESTED 
IK The CLASSROOM. (KH) 

VT 019 031 

BUSINESS EDUCATION-SECRETARIAL SKILLSf GRADES 
10-12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE f LOS 
ANGELESv CALIF. 

OFFICE OF EDUCATION (OHEW)« MASHINGTONt D.C. 
DIV. OF COMPREHENSIVE AND VOCATIONAL 
RESEARCH.; CALIFCRNIA UNIV.f LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION. 
DCCUMENT. NOT AVAILABLE FROM EORS. 
INSTRUCTIONAL OBJECTIVES EXCHANGE f BOX 24095* 
LOS ANGELcSt CALIFORNIA 90024 (S8.00I 
PUB DATE - 70 172P. 

DESCRIPTORS - ♦BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS; SECONDARY GRADES; 

♦ MEASUREMENT TECHNIQUES; ♦GUIDELINES; 
INFORMATION DISSEMINATION; OFFICE PRACTICE; 
BUSIt'JESS SKILLS; ♦BUSINESS EDUCATION; 
bUSiNESS EDUCATION TEACHERS; ♦BUSINESS 
SUBJECTS 

ABSTRACT - THIS COLLECTION OF INSTRUCTIONAL 
OBJECTIVES AND RELATED EVALUATION PROCEDURES 
1"* IN THE TEACHING OF SECRETARIAL SKILLS 

irn I /^"'ELOPED BY A NON-PROFIT EDUCATIONAL 



CORPORATION IN COLLABORATION WITH SEVERAL 
HIGH SCHOOL BUSINESS TEACHERS. OESIGNED 
PRIMARILY FOR USE IN GRAOES 10-12t THE 
MATERIAL IS ORGANIZED INTO THE FOLLOWING 
categories: (II TYPINGt (2) SHORTHANOt (31 
OFFICE MACHINESt (4) OFFICE PRACTICE* ANO (51 
BUSINESS ENGLISH. THIS COLLECTION IS COMPOSED 
OF 47 OBJECTIVES ANO RELATED EVALUATION 
ITEMS. EACH OBJECTIVE IS FOLLOWED BY 
SUGGESTED ACTIVITIES AND CRITERIA FOR JUDGING 
THE ADEQUACY OF STUDENT RESPONSES. 
QUESTIONNAIRE PAGES ARE SUPPLiBO FOR FEEDBACK 
IN AN EFFORT TO IMPROVE THE QUALITY OF THIS 
MATERIAL* AS YET UNTESTEO IN THE CLASSROOM. 
(KH) 

VT 019 052 

BUSINESS EDUCATION: BUSINESS LAW* GRADES 10- 
12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE* LOS 
ANGELES* CALIF. 

OFFICE OF EDUCATION ( OHE W 1 * WASHI NGTON* O.C. 
DIV. OF COMPREHENSIVE AND VOCATIONAL 
RESEARCH.; CALIFORNIA UNIV.t LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION. 
DOCUMENT NOT AVAILABLE FROM EORS. 
INSTRUCTIONAL OBJECTIVES EXCHANGE* BOX 24095* 
LOS ANGELES* CA 90024 ($8.00) 
PUB DATE - ND 107P. 

DESCRIPTORS * ♦BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS! SECONDARY GRADES; 
♦MEASUREMENT TECHNIQUES; ♦GUIDELINES; 
INFORMATION DISSEMINATION; ♦BUSINESS 
EDUCATION; BUSINESS EDUCATION TEACHERS; 
BUSINESS; ♦BUSINESS SUBJECTS 

ABSTRACT - THIS COLLECTION OF INSTRUCTIONAL 
OBJECTIVES AND RELATED EVALUATION PROCEDURES 
FOR THE TEACHING OF BUSINESS LAW WAS PREPARED 
AND DEVELOPED BY A NON-PROFIT EDUCATIONAL 
CORPORATION. DESIGNED PRIMARILY FOR USE AT 
GRADES 10-12* THE MATERIAL IS ORGANIZED INTO 
THE FOLLOWING CATEGORIES: (1) FOUNDATIONS OF 
LAM* (2) LAW OF CONTRACTS* (3) LAW OF 
PROPERTY* (4) LAW OF NEGOTIABLE INSTRUMENTS* 
AND (5) LAW OF BUSINESS RELATIONS ANO 
BUSINESS ORGANIZATIONS. THIS COLLECTION 
CONTAINS 37 OBJECTIVES ANO RELATED EVALUATION 
ITEMS. EACH OBJECTIVE IS FOLLOWED BY 
SUGGESTED ACTIVITIES AND CRITERIA FOR JUDGING 
THE ADEQUACY OF STUDENT RESPONSES. 
QUESTIONNAIRE PAGES ARE SUPPLIED FOR FEEDBACK 
IN AN EFFORT TO IMPROVE THE QUALITY OF THIS 
MATERIALf AS YET UNTESTED IN THE CLASSROOM. 
(Kli) 

VT 019 054 

BUSINESS EDUCATION: MECHANICAL DRAWING* 
GRADES 7-12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE* LOS 
ANGELES* CALIF. 

OFFICE OF EDUCATION <0HEW»* WASHINGTON* 0«C. 
DIV. OF COMPREHENSIVE AND VOCATIONAL 
RESEARCH.; CALIFORNIA UNIV.* LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION. 
DOCUMENT NOT AVAILABLE FROM EORS. 
INSTRUCTIONAL OBJECTIVES EXCHANGE* BOX 24095* 
LOS ANGELES* CA 90024 ($8.00) 
PUB DATE - 70 97P . 

DESCRIPTORS - ♦BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS; SECONDARY GRADES; 
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«N£ASUft£NENT TECHNIQUES; ^GUIDELINES; 
INfOR^4ATION DISSEMINATIONS INDUSTRIAL ARTS 
TEACHERS; *INuUSTRIAL ARTSs «DftAFTING; 
ORTHOGONAL PROJECTION 

ABSTRACT - THIS COLLECTION OF INSTRUCTIONAL 
OBJECTIVES AND RELATED EVALUATION PROCEDURES 
FOR USk IN THE TEACHING OF MECHANICAL DRAWING 
WAS PREPARED AND DEVELGPEO BY A NON-PROFIT 
EDUCATIONAL CORPORATION. DESIGNED FOR USE IN 
GRADES THE MATERIAL COVERED INCLUDES 

BASIC DRAFTING SKILLS* ORTHOGRAPHIC 
PROJECTIONS* PICTORAL DRA^INGSt PRODUCTION 
NOTATIONS* AND REFERENCE SYMBOLS. THIS 
COLLECTION CONTAINS 85 OBJECTIVES AND RELATED 
EVALUATION ITEMS. EACH OBJECTIVE IS FOLLOWED 
BY SUGGESTED ACTIVITIES AND CRITERIA FOR 
JUDGING THE ADEQUACY OF STUDENT RESPONSES. 
QUESTIONNAIRE PAGES ARE SUPPLIED FOR FEEDBACK 
IN AN EFFORT TO IMPROVE THE QUALITY OF THIS 
MATERIAL* AS YET UNTESTED IN THE CLASSROOM. 
(KHI 

VT 019 055 

BUSINESS EDUCATION; BOOKKEEPING* GRADES 10- 
12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE * LDS 
ANGELES* CALIF. 

OFFICE OF EDUCATION (DHEWI* WASHINGTON* D.C. 
DIV. OF COMPREHENSIVE AND VOCATIONAL 
RESEARCH.; CALIFORNIA UNIV.* LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
INSTRUCTIONAL OBJECTIVES EXCHANGE* BOX 24095* 
LOS ANGELES* CA 90024 CSd.OOl 
PUB DATE - 70 59P. 

DESCRIPTORS - ^BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS; SECONDARY GRADES i 
*I1EASUREMENT TECHNIQUES; ^GUIDELINES; 
INFORMATION DISSEMINATION; ^'BUSINESS 
EDUCATION; BUSINESS EDUCATION TEACHERS; 
♦BQUKKEEPING 

ABSTRACT - PREPARED BY A NON-PROFIT 
EDUCATIONAL CORPORATION* THIS COLLECTION OF 
INSTRUCTIONAL OBJECTIVES AND RELATED 
EVALUATION PkOCEDURES FOR USE BY TEACHERS OF 
BOOKKEEPING* WAS DEVELOPED BY A SINGLE 
AUTHOR. DESIGNED PRIMARILY FOR GRADES 10-12* 
THE HATER£AL COVERS BASIC BOOKKEEPING 
PROCESSES* BANKING AND CASH TRANSACTIONS* 
PAYROLL RECORDS* DEPRECIATION OF ASSETS* AND 
ACCRUAL AND DEFERRED EXPENSE. THE CONTENTS 
INCLUDE 17 OBJECTIVES AND RELATED EVALUATION 
TIEMS. EACH OBJECTIVE IS FOLLDW^ED BY 
SUGGESTED ACTIVITIES AND CRITERIA FOR JUDGING 
THE ADEQUACY OF STUDENT RESPONSES. 
QUESTIONNAIRE PAGES ARE SUPPLIED FOR FEEDBACK 
lU AN EFFORT TO IMPROVE THE QUALITY OF THIS 
;'4ATERIAL« AS YET UNTESTED IN THE CLASSROOM. 

VT 019 056 

BUSINESS EDUCATION: GENERAL BUSINESS* GRADES 
10-12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE* LOS 
ANGELES* CALIF. 

OFFICE OF EDUCATION COHEWl* WASHINGTON* D.C. 
DIV. OF COMPREHENSIVE AND VOCATIONAL 
RESEARCH.; CALtFCRNIA UNIV.* LDS ANGELES. 
C 'Q^' FOR THE STUDY OF EVALUATION. 
CPRirT NOT AVAILABLE FROM EDRS. 



INSTRUCTIONAL OBJECTIVES EXCHANGE* BOX 2^09ff 
LOS ANGELES* CA 90024 I $8,001 
PUB DATE - NO 93P. 

DESCRIPTORS - ^BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS; SECONDARY GRADES; 
♦MEASUREMENT TECHNIQUES; ^GUIDELINES; 
INFORMATION DISSEMINATION; ^BUSINESS 
EDUCATION; BUSINESS EDUCATION TEACHERS; 
BUSINESS SKILLS; >^BUSINESS SUBJECTS 

ABSTRACT - THIS COLLECTION OF INSTRUCTIONAL 
OBJECTIVES AND RELATED EVALUATION PROCEDURES 
FOR THE TEACHING OF GENERAL BUSINESS WAS 
PREPARED AND DEVELOPED BY A NGN-PROFIT 
EDUCATIONAL CORPORATION. DESIGNED PRIMARILY 
FOR USE IN GRADES 10-12* THE MATERIAL COVERS 
MONEY AND BANKING* CONSUMER BUYING AND 
CREDIT* INSURANCE* HONEY MANAGEMENT t 
COMMUNICATION SKILLS* MERCHANOISINGt AND 
BUSINESS MATHEMATICS. THIS COLLECTION 
CONTAINS 35 OBJECTIVES AND RELATED EVALUATION 
ITEMS. EACH OBJECTIVE IS FOLLOWED BY 
SUGGESTED ACTIVITIES AND CRITERIA FOR JUDGING 
THE ADEQUACY OF STUDENT RESPONSES. 
QUESTIONNAIRE PAGES ARE SUPPLIED FOR FEEDBACK 
IN AN EFFORT TO IMPROVE THE QUALITY OF THIS 
MATERIAL* AS YET UNTESTED IN THE CLASSROOM. 
CKH) 

VT 019 057 

BUSINESS EDUCATION: GENERAL METALS* GRADES 7- 
12. 

INSTRUCTIONAL OBJECTIVES EXCHANGE* LOS 
ANGELES* CALIF. 

OFFICE OF EDUCATION IDHEWI* WASHINGTON* D.C. 
DIV. OF COMPREHENSIVE AND VOCATIONAL 
RESEARCH.; CALIFORNIA UNIV.* LOS ANGELES. 
CENTER FOR THE STUDY OF EVALUATION. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
INSTRUCTIONAL OBJECTIVES EXCHANGE* BOX 24095* 
Las ANGELES* CA 90024 (S8.00I 
PUB DATE - 70 i92P. 

DESCRIPTORS - ^BEHAVIORAL OBJECTIVES; 
MEASUREMENT GOALS; «HliASUREMENT TECHNIQUES; 
^GUIDELINES; SECONDARY GRADES; INFORMATION 
dissemination; industrial arts TEACHERS; 
^METALS; TRADE. AND INDUSTRIAL EDUCATION; 
♦INDUSTRIAL ARTS 

ABSTRACT - THIS COLLECTION OF INSTRUCTIONAL 
OBJECTIVES AND RELATED EVALUATION PROCEDURES 
FOR USE IN THE TEACHING OF GENERAL METALS WAS 
PREPARED AND DEVELOPED BY A NON-PROFIT 
EDOC^TTONAL CORPORATION. DESIGNED FOR USE IN 
GRADES 7-12* THE MATERIAL COVERED INCLUDES 
PROPERTY OF METALS* OPERATIONS AND FUNCTIONS* 
FILING* SOLDERING* RIVETING* AND BUFFING. 
THIS COLLECTION CONTAINS 90 OBJECTIVES AND 
RELATED EVALUATION ITEMS. EACH OBJECTIVE IS 
FOLLOWED BY SUGGESTED ACTIVITIES AND CRITERIA 
FOR JUDGING THE ADEQUACY OF STUDENT 
RESPONSES. QUESTIONNAIRE PAGES ARE SUPPLIED 
FOR FEEDBACK IN AN EFFORT TO IMPROVE THE 
QUALITY OF THIS MATERIAL* AS YET UNTESTED IN 
THE CLASSROOM. (KHI 

VT 019 068 

DENTAL SPECIALIST. TECHNICAL MANUAL. 

DEPARTMENT OF THE ARMY* WASHINGTON* D.C. 
MF AVAILABLE IN VT-ERIC SET. 
TM-fl-22 5 
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SUPERlNTENOtNT OF OOCUKENTS» U.S. GOVERNMENT 

PRINTING QFFICEf WASHINGTON* O.C. 20402 IS/N 
0620-0400; $3,751 
PUa OAT£ - SEP 71 d7IP. 

OtSCRIPTOAS - «HANOALS; GOVERNMENT 
PUdtlCATIONS; VISUAL AIDS; OtOSSARlES; 

resource materials; indexes (locatersi; 
«4rme0 forces; aoult vocational eoucation; 
vccaticnal development; ♦health occupations 
education; dental clinics; ♦dentistry; 

♦ specialists; textbooks; scientific 
hethooology; equipment uti-luation 

abstract - this army manual provides 
technical information utilized in dentistry 
procedures, emphasizing the duties of the 
dental specialist in the context of the 
numerous activities carried out by the dental 
clinic. intended either as a textbogkv a 

RcFtKENCEv OR A GUIDE FOR ON-THE-JOB 
TRAINING* THIS UUVERNMENT PUBLICATION IS 
DESIGNED PRIMARILY FOR THE USE OF DENTAL 
SPECIALISTS ACTING AS CHAIR ASSISTANTS* 
Dtr^TAL RADIOGRAPHY SPECIALISTS, OR DENTAL 
HYGIENISTS. INCLUDED IN THE 21 TOPICAL 
CHAPTERS ARE DISCUSSIONS RELATING TO ANATOMY 
ANJ PHYSIOLOGY, DENTAL ANATOMYt DENTAL 
HlSTULOGYf ORAL PATHOLOGY, DENTAL 
PHARMACOLOGYf AND DENTAL MATERIALS. THE 
PROPER USE ANO CARE OF DENTAL INSTRUMENTS AND 
EQOIi>.vitNT ARE DETAILED* AS WELL AS TECHNIQUES 
PfcRTAINING TO PREVENTIVE DENTISTRY, ORAL 
HYGiENEf AND DENTAL RADIOGRAPHY. A MIDE RANGE 
0^ PHOTOGRAPHS AND WORKING DIAGRAMS 
ILLUSTRATES THE TEXT, WHICH IS 3-HOLE PUNCHED 
FCK EASE IN INSERTION ANO REMOVAL OF PAGES. 
AN APPcNOED RESOURCE LIST, A GLUSSARYt AND AN 
INOEX ARE INCLUDED. lAG) 

VT 019 074 

blnze, alexander 

the art of photoengraving, volume two. 

marie h. katzenbach school for the deaf, west 
trenton* n.j.; new jersey state dept. of 
ecucation, trenton. div. of vocational 
education.; rutgers, the state univ., new 
brunswick, n.j. curriculum lab. 
mf available in vt-eric set. 
pub date - uu 2b5p. 

descriptors - behavioral objectives; 
glossaries} achievement tests; visual aids; 
♦manuals; *trade and industrial education; 
vocational development; sequential approach; 

♦ photocqmpositidn; textbook assignments; 
•ographic arts; «d£af education; basic skills 
identifiers - ^photoengraving 

abstract - detailing the photoengraving 
process in five units, each with sequential 
lessons* this ^lanual discusses the basic 
operations necessary in process photography 
and platemaking. developed by an instructor 
in vocational eoucation at a school for the 
deaf* these extensive lessons focus on: (i) 

PASTEUPt Cil PROCESS PHOTOGRAPHY, (3) 
PtATEMAKiNG ANC ETCHING* C4) FINISHING* AND 
1^1 A DETAILED GLOSSARY OF TECHNICAL TERMS. 
VARIOUS ACHIEVEMENT TESTS AND PROJECTS FOR 
STUDENTS TO ACCOMPLISH ARE APPENDED. VISUAL 
AIDS ILLUSTRATE THE TEXT* WHICH INCLUDES 
BEHAVIORAL OBJECTIVES, TERM DEflNITIONSt AND 
O ENT ASSIGNMENTS. THIS DOCUMENT IS RELATED 

ERIC 



TO THE FIRST VOLUME f AVAILABLE AS VT COS 925 
(AIM WINTER 19691. (AG! 

VT 019 080 ED 073 296 

CAREER CENTERED CURRICULUM WORKSHOP HANDBOOK. 

NEW ALBANY CITY SCHOOLS* MISS. 
EDRS PRICE HF-$0.65 HC-$3.29. 
PUB DATE - AUG71 47P. 

DESCRIPTORS - »V0CATI0NAL DEVEtOPHENT; 
♦CAREER EDUCATION; EDUCATIONAL 
RESPONSIBILITY; ^WORKSHOPS; FUSED CURRICULUM; 
♦INSERVICE TEACHER EDUCATION; LEARNING 
ACTIVITIES; RESOURCE MATERIALS; TEACHING 
PROCEDURES; ^CURRICULUM DEVELOPMENT; 
ELEMENTARY GRADES; SECONDARY GRADES; 
EDUCATIONAL OBJECTIVES; SEQUENTIAL APPROACH; 
TEACHER RESPONSIBILITY 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS HANDBOOK PRESENTS GUIDELINES 
FOR SEQUENTIAL CAREER DEVELOPMENT ACTIVITIES 
WHICH WERE DEVELOPED FOR A FUSED CURRICULUM 
AT A 2-DAY' TEACHER WORKSHOP. ENUMERATING THE 
EDUCATIONAL RESPONSIBILITIES Of THE CAREER 
COORDINATOR ANO THE INSTRUCTOR* THIS 
INSTRUCTIONAL OUTLINE CORRELATES CONCEPTS TO 
BE TAUGHT* EDUCATI ONAL OB JECTI VES* ANO 
SUGGESTED LEARNING ACTIVITIES SEPARATELY FOR 
THE ELEMENTARY* MIDDLE SCHOOLt ANO HIGH 
SCHOOL LEVELS. DEVELOPED BY A WORKSHOP 
DIRECTOR* AN ELEMENTARY COORDINATOR, AND A 
MIDDLE SCHOOL COOROINATORt THESE WORKSHOP 
MATERIALS INCLUDE ANNOTATED RESOURCE LISTSt 
WORKSHOP GOALS ANO OBJECTIVES* AND A 
RATIONALE FOR CAREER EDUCATION. lAGI 

VT 019 092 ED 073 308 

GUIDELINES FOR THE OPERATION* DEMONSTRATION* 
EVALUATION AND OEFUSION OF A MODEL FOR A 
COMPREHENSIVE CAREER EOUCATION PROGRAM IN 
NORTH CAROLINA* K-I4. 

CALDWELL COUNTY CAREER EDUCATION PROJECT* 
LENOIR* N.C. 

OFFICE OF EDUCATION (DHEW)* WASHINGTON* O.C; 
NORTH CAROLINA STATE DEPT. Of PUBLIC 
INSTRUCTIONf RALEIGH. 
EDRS PRICE MF-$0.to& HC-S3.29. 

pub date - 72 52p. 

descriptors - ♦guidelines; *program 
development; ♦comprehensive programs; 
integrated curriculum; ♦models; ♦career 
education; statewide planning; elementary 
grades'; ^secondary grades; humanities; 
educational objectives; dropout programs; 
educational needs; advisory committees; 
school community relationship 
identifiers - ♦north carolina; career 
exploration 

abstract - these guidelines for developing a 
model for an integrated comprehensive career 
education program in north carolina at the 
elementary and secondary levels include a 
mission statement, a career education 
rationale* a wide range of educational 
objectives* and key considerations for 
statewide implementation of the career 
education concept. an advisory committee of 
leaders from business and industry* the 
profess lonst parents, and teachers will 
provide feedback from the home ano community 
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AND MILL HELP COORDINATE COMMUNITY RESOURCE 
PERSONS AND ACTIVITIES. A MULTIMEDIA APPROACH 
klLL INVOLVE STUDENTS IN **REAL-LI FE«* 
ACTIVITIES THAT FOCUS ON SELF-UNOERSTANDINGi 
CAREER ANARENESSf AND THE DEVELOPMENT OF 
POSITIVE ATTITUDES. SPECIAL PROGRAMS FOR THE 
OISADV ANT AGED, COOPERATIVE PROGRAMS* AND 
EVENING HIGH SCHOOL PILOT PROGRAMS FOR 
STUDENTS MITH SPECIAL NEEDS HILL BE PROVIDED 
AT THE SECONDARY L^VEL. A CURRICULUM PLANNING 
PKOGRAHf ARTICULATION PLANNING* AND A CAREER 
CHOICE GUIDANCE PROGRAM WILL PROVIDE 
INFORMATION FOR TARGET SCHOOL PERSONNEL* 
LUNG-RANGE DIFFUSION ACTIVITIES MILL BE 
CARRIED OUT BY CITY AND COUNTY ADMINISTRATIVE 
AND SUPERVISORY PERSONNEL* INCLUDED IN THE 
GUIDE ARE SUGGESTED EXPLORATORY LEARNING 
ACTIVITIES* TEACHING PROCEDURES* AND RESOURCE 
LISTS. CAGI 

VT 019 119 

career related instructional prxedurest 
early chilohuod and primary; 4-5: 
intermediate. 

new albany city schools* miss, 
mf available in vt-eric set. 
pub date— 72 221p. 

descriptors - resource guides; neach^ng 
guides; ^career education; primary grades; 
elementary grades; ♦learning acti^vities; 
♦integrated curriculum; humanities 
instruction; language arts; social studies; 

SPECIAL education; SCIENCES 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - PREPARED BY TEACHERS IN A 
MISSISSIPPI SCHOOL SYSTEM* THIS TEACHING 
GUIDE IS INTENDED TO SERVE THE CLASSROOM 
TEACHER OF PRIMARY AND INTERMEDIATE GRADES AS 
A REFERENCE FOR IDEAS IN INTEGRATING CAREER 
RELATED ACTIVITIES INTO THE REGULAR 
CURRICULUM. THE MANUAL CONTAINS A SERIES OF 
WCKK-PLANNING SHEETS LISTING TOPICS OR UNITS 
OF STUDY* THE CAREER RELATED INSTRUCTIONAL 
PROCEDURES USED IN TEACHING THE UNITS* AND 
RESOURCES Ai^D MATERIALS AVAILABLE. THE 
ACTIVITIES ARE ORGANIZED BY GRADE LEVEL 
AND/ OR SUBJECT AREA SUCH AS LANGUAGE ARTS* 
SCIENCE* SOCIAL STUDIES* OR SPECIAL 
EDUCATION. (KH) 

VT 019 123 

JOB GRADING STANDARD FOR HEATING AND BOILER 
PLANT EQUIPMENT MECHANIC MG-5309. 

CIVIL SERVICE COP^MISSIDN* WASHINGTON* D.C. 
BUREAU OF POLICIES AND STANDARDS. 
MF AVAILABLE IN VT-ERIC SET. 
TS-lS; FPM SUPPLEMENT 512-1 

SUPERINTENDENT OF DOCUMENTS* U.S. GOVERNMENT 
PRINTING OFFICE* WASHINGTON* D.C. 20402 (S/N 
0600-0^^29; $.15) 
PUB DATE - JAN72 9P. 

DESCRIPTORS - ^MECHANICAL DESIGN TECHNICIANS; 
EUUiPMENT STANDARDS; ^FEDERAL LEGISLATION; 
♦MECHANICAL EQUIPMENT; *STANDAROS; 
♦EMPLOYMENT QUALIFICATIONS; ENGINEERING 
TECHNICIANS; JOB ANALYSIS; OCCUPATIONAL 
INFORMATION; JOB SKILLS 
IDENTIFIERS - EMPLCYMENT SKILLS 

o 

^ERXO " ^"'^ PAMPHLET DESCRIBES FEDERALLY 



IMPOSED STANDARDS FDR HEATING AND BOILER 
PLANT EQUIPMENT MECHANICS. THESE STANDARDS 
COVER NDNSUPERVISORY WORK TO INSTALLt 
MAINTAIN* REPAIR* AND MODIFY EQUIPMENT SUCH 
AS COAL* GAS* AND OIL FIRED HEATERS AND HOT 
AIR FURNACES* HIGH AND LOW PRESSURE STEAM AND 
HOT WATER BOILERS* POWER GENERATING 
EQUIPMENT* AND SIMILAR SYSTEMS. (AUTHORS/DL) 

VT 019 134 

MORTON* ALEXANDER CLARK 

THE 1972-73 AIRLINE GUIDE TO STEWARDESS 
CAREERS. 

document not available from edrs. 
arco publishing cdmpany* inc.* 219 park 
avenue south* new york* ny 10003 ($3,951 
pub date - 72 127p. 5th edition. 

descriptors - ^career opportunities; career 
planning; Career choice; ♦job application; 
♦entry workers; employment qualifications; 
♦transportation; guides; human services; 
♦occupational information 

abstract - this annual publication by a 
flight service magazine is directed tomaro 
those who are interested in a career as 
steward or stewardess. designed primarily to 
aid in the selection of an airline fdr 
training and employment* the guide presentst 
in synopsis form* information on elegibility 
requirements* training* pay* routes* and 
benfits for every airline in the united 
states* canaoaf and the caribbean. an 
introductory section offers suggestions for 
using the guide as well as techniques of 
application and interview. many photographs 
depicting uniforms of each airline and 
various aspects of their training programs 
are included. (kh) 

VT 019 135 

treaowell* oonnie e. * and others 
curriculum guide for auto mechanics* 1972. 

beggs educational center* pensacqla* fla. 
mf available in vt-eric set. 
pub date - 72 2 13p. 

descriptors - ♦curriculum guioes; behavioral 
objectives; ♦auto mechanics (occupat loni ; 
♦occupational information; ♦vocational 
education; ♦academically handicapped; 
disadvantaged youth; task analysis; objective 
tests; visual aids; course descriptions; job 

analysis; MECHANICS (PROCESS!; BASIC SKILLS 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS CURRICULUM GUIDE FOR AN AUTO 
MECHANICS COURSE FOR ACADEMICALLY HAND ICAPPEC 
AND DISADVANTAGED STUDENTS BETWEEN THE AGES 
OF 13 AND IB INCLUDES A BRIEF COURSE 
DESCRIPTION* COURSE PREREQUISITES* AND 
EXTENSIVE OCCUPATIONAL INFORMATION. FOR EACH 
MECHANICAL OCCUPATION* BEHAVIORAL OBJECTIVES* 
VISUAL AIDS* OBJECTIVE TESTS* AND TASK 
PERFORMANCE ANALYSES ARE GIVEN. THE FOLLOWING 
OCCUPATIONS ARE DESCRIBED: (II SERVICE 
STATION ATTENDANT* (21 BRAKE AND ALIGNMENT 
MECHANIC* (31 TUNE-UP MECHANIC* (4) POWER 
SYSTEM MECHANIC* AND (51 SMALL ENGINE 
MECHANIC* SUCH AS LAWN MOWER* CHAIN SAW* AND 
MARINE MECHANICAL WORK. THIS DOCUMENT WAS 
DEVELOPED BY VOCATIONAL AND ACADEMIC TEACHERS 



370 



AIM/VOL 6 NO 4 



AND COORDINATOHSf AND A CURRICULUM 
SPECIALIST. (AGI 

VT 019 139 

OENTALMAN. RATE TRAINING MANUAL* 

DEPARTMENT OF THE NAVV* MASHlNGTONt O.C. 

BUREAU OF NAVAL PERSONNEL. 

NF AVAILABLE IN VT-ERIC SET* 

NAVPERS-I06dl 

PUB DATE - 69 295P . 

DESCRIPTORS - ^SUPPLEMENT AKY TEXTBUOKS; 
>^DcNTISTRY; study GUIDES; ANATOMY; 

physiology; pathology; career education; 

♦DENTAL technicians; ^DENTAL ASSISTANTS 
IDENTIFIERS - CAREER AWARENESS; EDUCATIONAL 
AWARENESS 

AjBSTKACT - THIS TRAINING COURSE IS ONE OF A 
SERIES OF COURSES WRITTEN TO FURNISH STUDY 
MATERIAL FOR U.S. NAVY AND NAVAL RESERVE 
PERSONNEL PREPARING FOR ADVANCEMENT AND 
PROVIDES A READY REFERENCE FOR INDIVIDUAL 
DENTAL TECHNICIANS WHO DESIRE TO IMPROVE 
THEJR PERSONAL EFFICIENCY. THE CONTENTS ARE 
ASSEMBLED INTO ELEVEN CHAPTERS, A GLOSSARY, 
AND AN . INDEX. CHAPTER HEADINGS IN THE TEXT 
INCLUDE: (li ADVANCEMENT, (2) ANATOMY AND 
PHYSIOLOGY, (3) CASUALTY CARE, (4) DENTAL 
HISTOLOGY, (3) DENTAL ANATOMY, 13) 
BACTERIOLOGY, 17) ORAL PATHOLOGY, (8i DENTAL 
PHARMACOLOGY, (91 DENTAL OPERATING ROOM 
PROCEDURES, (101 ORAL ROENTGENOGRAPHY, AND 
(11) ADMINISTRATION. (AUTHQRS/DL) 

VT 019 140 

ELECTRONICS ADMINISTRATION AND SUPPLY. 

DEPARTMENT OF THE NAVY, WASHINGTON, D.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT^ERIC SET. 
NAVP£KS-10ai5-C 

SUPERINTENDENT OF OOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, D.C. 20402 (0 
20d.II/2: EL 2/4/970; S2.25) 
PUd DATE - 70 232P. 1970 REVISION 

DESCRIPTORS - ^ELECTRONICS; *ADMINI STRATI ON; 
♦SUPPLIES; ARMED FORCES; ♦MANUALS; ADULT 
EDUCATION 

IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THE PURPOSE OF THIS PUBLICATION IS 
TO ACQUAINT LINE OFFICERS OF THE NAVY AND 
NAVAL PRESERVE WITH ADMINISTRATIVE 
RESPONSIBILITIES AND PROCEDURES WITH WHICH 
THEY SHOULD BE FAMILIAR WHEN ' ASS I GNED TO 
BILLETS CONCERNED mITH ELECTRONIC MATERIAL. 
CONTENTS OF THE MANUAL INCLUDE THE FOLLOWING: 
ilh A. DESCRIPTION OF ADMINISTRATIVE 
RbSPONSIBILITIESf (2) AN EXPLANATION OF 
MATERIAL RESPONSIBILITIES, INCLUDING 
MAINTENANCE OF ELECTRONICS INSTALLATIONS ON 
BOARD SHiPf (3) A DESCRIPTION OF RECORDS, 
REPORTS, AND PUBLICATIONS REQUIRED OF THE 
ELECTRONICS MATERIAL OFFICER, (4) A 
DESCRIPTION OF ALLOWANCE LISTS OF EQUIPMENT 
AND PARTS TO BE CARRIED BY NAVAL OPERATING 
FORCESf (31 AN EXPLANATION OF HOW ONE 
ASSESSES THE CONDITION OF THIS EQUIPMENT, 16) 
KNOWLEDGE NEEDED BY STAFF ELECTRONICS 
U O S OF THE GENERAL ORGANIZATION OF THE 
fFRIOTJ a DESCRIPTION OF RESPONSIBILITIES 



OP THE NAVAL ELECTRONICS SYSTEMS COMMAND AND 
THE NAVAL SHIP SYSTEMS COMMAND, (61 A 
DISCUSSION OF The NAVY SUPPLY SYSTEM AND 
SUPPLY PROCEDURES, AND (9) AN EXPLANATION OF 
THE PRINCIPLES AND TOOLS OF ELECTRONIC 
MATERIAL IDENTIFICATION. (AUTHORS/OL) 

VT 019 144 

SIMS, JIM, AND OTHERS 

horticulture: GREENHOUSE AND NURSERY 

EMPLOYEE. 

ORANGE COUNTY PUBLIC SCHOOLS, ORLANDO, FLA. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - NO I26P. 

DESCRIPTORS - ♦HORTICULTURE; ♦VOCATIONAL 
EDUCATION; NURSERY WORKERS (HORTICULTURE); 
♦STUDY GUIDES; BEHAVIORAL OBJECTIVES; 
RESOURCE MATERIALS; STUDENT EVALUATION; 
WORKSHEETS; ♦ORNAMENTAL HORTICULTURE 
OCCUPAT ION 

IDENTIFIERS * CAREER AWARENESS 

ABSTRACT - THIS STUDY GUIDE IS DESIGNED TO 
ACQUAINT THE STUDENT WITH THE TASKS 
ASSOCIATED WITH A GREENHOUSE AND NURSERY 
EMPLOYEE. THE GUIDE PROVIDES TASK LISTING 
SHEETS, A LIST OF JOB PREREQUISITES AND A 
PREREQUISITE TEST, A DESCRIPTION OF JOB 
OBJECTIVESt AND A TASK DETAILING SHEET. SIX 
UNITS OF STUDY A^E INCLUDED IN THE BOOKLET. 
THEY APPEAR UNDER THE FOLLOWING TITLES: (1) 
SOIL PREPARATION AND FERTILIZATION, (2) PLANT 
IDENTIFICATION AND PROPAGATION, (3) PRUNING 
AND CARING FOR PLANTS, (4) IDENTIFYING AND 
CONTROLLING INSECTS AND DISEASESt C5) 
OPERATING AND MAINTAINING GREENHOUSES AND 
NURSERY EQUIPMENT, AND (6) MERCHANDISING 
PLANTS AND SUPPLIES^ EACH UNIT CONTAINS 
SPECIFIC OBJECTIVES, A LIST OF LEARNING 
ACTIVITIESt MATERIALS AND RESOURCES, 
WORKSHEETS, A PRE* ANO POSTTEST, AND AN 
EVALUATION FORM. (DL) 

VT 019 167 

DICKEY, FLOYD M. 

CURRICULUM GUIDE FOR BEGINNING METALS* 

SOUTH BEND COMMUNITY SCHOOL CORP., IND. 
HF AVAILABLE IN VT^ERIC SET. 
PUB DATE - - NO 19P. 

DESCRIPTORS * ♦CURRICULUM GUIDES; SECONDARY 
GRADES; ♦INDUSTRIAL ARTS; *HBTALSi 
♦WORKSHEETS; TEACHING GUIDES; OCCUPATIONAL 
rNFORM/rriON; ♦METAL WORKING OCCUPATIONS 

ABSTRACT - THIS CURRICULUM GUIDFt DEVELOPED 
BY THE INDUSTRIAL EDUCATION DEPARTMENT OF A 
LOCAL SCHOOL SYSTEM, OUTLINES THE MATERIAL TO 
BE COVERED IN ORDER TO INTRODUCE BEGINNING 
STUDENTS IN INDUSTRIAL ARTS CLASSES TO THE 
METAL INDUSTRY IN GENERAL, SPECIFIC PROCESSES 
USED IN THE TRADE, ANO APPROPRIATE BEHAVIOR 
AND ATTITUDES TOWARD METAL WORKING AS AN 
OCCUPATION. THE COURSE OUTLINE CONTAINS A 
LIST OF SPECIFIC OBJECTIVES AND 15 PAGES OF 
WORKSHEETS WHICH THE STUDENT CAN USE IN HIS 
CLASSROOM STUDY. (DL) 

VT 019 172 

CURRICULUM GUIDE AND LEARNING PACKAGES: 
HEALTH OCCUPATIONS. 
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GEORGE WASHINGTON JUNIOR HIGH SCHOOLt TAHPAt 
FLA. 

Nf AVAILABLE IN VT-ERIC SET. 
PUB OATc - NO 141 P. 

DESCRIPTORS - PROJECT TRAINING METHOOS; 
dEHAVIORAL objectives; «HEALTH OCCUPATIONS 
EOJCaTION; JUNIOR HIGH SCHOOL STUDENTS; INNER 

city; stuoent evaluation; ^curriculum guides; 

♦DEVELOPMENTAL PROGRAMS; TEACHING PROCEOURES; 
BASIC SKILLS; ^NURSES AIDES; VOCATIONAL 
OtVfcLOPMENT; 'i'ENTKy WORKERS 
IDENTIFIERS - BEGINN ING COMPETENCE 

ABSTRACT - THIS COLOR-KEYED CURRICULUM GUIOE 
FOR AN IB-WEEK PREVOCATI ONAL TRAINING COURSE 
IS INTENDED TO DEVELOP ENTRY LEVEL JOB SKILLS 
AS NURSES AIDES FOR SELECTED INNER-CITY 
STUDENTS AT THE JUNIOR HIGH SCHOOL LEVEL. 
INCLUDED FOR THESE PROJECT TRAINING METHODS 
ARE DETAILED RATIONALESt GENERAL AND SPECIFIC 
BEHAVIORAL DBJECTIVESt TEACHING PROCEDURESt 
AND RESOURCE LISTS. IN ADDITIUNt SEPARATE 
LEARNING PACKAGES PROVIDE STUOENT WORKSHEETS! 
PRE-ANO POST-TESTS WITH ANSWER KEYSt AND 
PERFORMANCE EVALUATION CHECKLISTS. TASK 
ANALYSIS CHARTS GIVE THE TYPE OF SKILLS 
NEEDED f THE FREQUENCY OF PERFORMANCEt AND THE 
DEGREE OF LEARNING DIFFICULTY. TASKS AR^ 
SCALED ACCORDING TO THEIR IMPORTANCE. (AG) 

VT 019 175 

PARKSf DAVE; KOWALKEt LINDA 

BUILDING maintenance: BUILDING MAINTENANCE 

MACHINE OPERATOR. 

ORANGE COUNTY PUBLIC SCHOOLSf ORLANDGf FLA. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - ND 9lP. 

DESCRIPTORS - "^TEACHING GUIDES; >^VOCATIONAL 
EDUCATION; SECONDARY GRADES; ♦MACHINE 
repairmen; EQUIPMENT MAINTENANCE; JOB 
TRAINING; ^COURSE CONTENT ; ♦bEHAVIORAL 
UtJECTlVES; TEACHING PROCEDURES; RESOURCE 
MATERIALS; WORKSHEETS; TEACHER EVAL UATION 
ItENTIFIERS - EMPLOYMENT SKILLS; BEGINNING 
COMPETENCE 

ABSTRACT - THIS TEACHING GUIDE IS DESIGNED TO 
FACILITATE THE TRAINING OF SECONDARY LEVEL 
STUDENTS AS BUILDING MAINTENANCE MACHINE 
OPERATORS. THE GUIDE CONTAINS A PREREQUISITE 
TESTf A LIST UF JOB OBJECTIVESt TASK 
DETAILING SHEETS AND A SERIES OF UNIT PLANS. 
UMTS IN THE SERIES FOCUS ON THE FOLLOWING 
TLPICS: (I) MACHINE SELECTIONt (2) PAPOOSE 
VACUUM CLEANERf (3) CARPETWIN VACUUM CLEANER. 
(41 GYRO AND PACEMAKER FLOOR MAINTENANCEt (5) 
CCNVERTQMATIC FLOUR MACHINE* (6) PRESSURE 
WASHERf (71 CAKPETRON SHAMPOO MACHINEt AND 
(6) FOAMATIC SHAMPOO MACHINE. EACH UNIT HAS 
bTUDY- SHEETS AND STUDY QUESTIONS i A PRE AND 
POST TEST AND A TEACHER EVALUATION SHEET. 
(DL> 

VT 019 181 

TAKING A PATIENT'S WEIGHT: NURSE. ELEMENTARY 
CAREER CENTER INSTRUCTIONAL MATERIAL. 

DADE COUNTY PUBLIC SCHOOLS* MIAMI* FLA. DIV. 
OF VOCATIONALf TECHNICAL* AND ADULT 
EDUCATION. 

I O [LABLE IN VT-ERIC SET. 
lERJCrE - ND 16P. 



descriptors - ♦study guides; elementary 
grades; ^health occupations; career 
opportunities: ♦occupational information; 
♦integrated curriculum; ♦career education; 
learning activities 

identifiers- career awareness; ♦weight 

TAKING 

ABSTRACT - DESIGNED TO BE CORRELATED WITH 
STUDIES IN LANGUAGE ARTS* MATHEMATICS* 
SCIENCE* HEALTH* AND OR THE HUMANITIES* THIS 
BOOKLET* FOR THE ELEMENTARY GRADES* IS 
WRITTEN FOR THE PUPIL TO USE AS A STUDY 
GUIDE. INCLUDED ARE WORD LISTS RELATED TO 
HEALTH AND A DESCRIPTION OF OCCUPATIONS THAT 
ARE ASSOCIATED WITH THE HEALTH PROFESSION. 
(OL) 

VT 019 Ida 

THE WORLD OF WORK IN THE ELEMENTARY SCHOOL. 

GEORGIA SOUTHERN COLL.* STATESBORO.; MARVIN 
PITTMAN SCHOOL* STATESBORO* GA« 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 20iP. 

DESCRIPTORS - ♦TEACHER DEVELOPED MATERIALS; 
ELEMENTARY GRADES; VOCATIONAL DEVELOPMENT; 
♦CAREER EDUCATION; ♦TEACHING PROCEOURES; 
♦ACTIVITY UNITS; EVALUATION TECHNIQUES; 
TEACHING TECHNIQUES; RESOURCE MATERIALS; 
BIBLIOGRAPHIES; CONCEPT FORMATION;. 
EDUCATIONAL OBJECTIVES; ♦FUSED CURRICULUM 
IDENTIFIERS - CARE ER AWARENESS 

ABSTRACT - A MIDE RANGE OF TEACHER DEVELOPED 
INSTRUCTIONAL UNITS FOR THE ELEMENTARY GRADES 
PROVIDES CAREER INFORMATION AND VOCATIONAL 
DEVELOPMENT ACTIVITIES FOR USE IN FUSED 
CURRICULUMS. EACH UNIT OUTLINES TEACHING 
PROCEDURES* GOALS* OBJECTIVES* CONCEPTS* 
RESOURCE LISTS* AND EVALUATION TECHNIQUES. 
"HANDS-ON** ACTIVITIES* ROLE PLAYING* FIELD 
TRIPS, RESOURCE PEOPLE* SUBJECT MATTER TiE- 
INS* ANO DISCUSSION OF RELATED LOCAL 
OCCUPATIONS ARE TEACHING TECHNIQUES DEVELOPED 
FOR THESE UNITS BY A COUNTY PROJECT 
COMMITTEE. STUDENT EVALUATION QUESTIONS FOR 
USE WITH EACH UNIT ARE INCLUDED. A 
BIBLIOGRAPHY AND OTHER RESOURCE MATERIALS ARE 
APPENDED. (AG) 

VT 019 208 

CAREER AWARENESS PROJECT: BOOK ONE* GRADES 1 
ANO 2. 

BOISE CITY INDEPENDENT SCHOOL DISTRICT* 
IDAHO. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 ^46P. 

DESCRIPTORS - GRADE 1; GRADE 2; ♦OCCUPATIONAL 
GUIDANCE; ♦CAREER EDUCATION; VOCATIONAL 
DEVELOPMENT; ♦ACTIVITY UNITS; RESOURCE 
MATERIALS; ♦CURRICULUM GUIDES; EVALUATION 
TECHNIQUES; >*<TEACHING PROCEDURES; BEHAVIORAL 
OBJECTIVES; TEACHING TECHNIQUES; GOAL 
OR lENTATIDN 

IDENTIFIERS - ABLE MODEL PROGRAM; CAREER 
AWARENESS; SELF AWARENESS 

ABSTRACT - THIS INITIAL WORKING COPY OF A 
CAREER AWARENESS CURRICULUM FOR GRADES i AND 
2f IN ROUGH DRAFT FORM* CONTAINS THREE 
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EXTENSIVE SECTIONSt INCLUDING BEHAVIORAL 
OBJECTlVESf CARcEK AWARENESS ACTIVITY UNITSt 
ANO OCCUPATIONAL GUIDANCE ACTIVITY UNITS. 
EVALUATION PROCEDURESt RESOURCE LISTSt 
SUGGESfEO SUBJECT AREAS* ANO LEARNING 
ACTIVITIES ARE PROVIDED IN A 2-COLUMN fORHATt 
WITH SPACE FOR THE TEACHER'S NOTES. A WIDE 
RANGE CF RESOURCE MATERIALS ARE PROVIDED* 
INCLUDING TRANSPARENCIES* INFORMATION SHEETSt 
AND* STUDENT WORKSHEETS. MUCH OF THESE 
MATERIALS COMES FRUM THE ABLE NODEL PROGRAM 
AT NORTHERN ILLINOIS UNIVERSITY. THIS 
CURRICULUM GUIDE WAS DEVELOPED BY A PROJECT 
DIRECTOR* TEACHERS* COUNSELORS* ANO 
ADMINISTRATORS* ALL AT THE ELEMENTARY LEVEL* 
IN A SUMMER WORKSHOP. CONSULTANTS* 
SUPERVISORS* AND PROJECT TEACHERS ALSO AIDED 
IN UEVELUPING THIS DOCUMENT. THE INTRODUCTORY 
UNIT INCLUDES TEACHING SUGGESTIONS* 
VOCATIONAL INVENTORIES* BROAD PROJECT GOALS* 
AND A CcTAILED PROi^RAM RATIONALEo THIS 
DOCUMENT IS RELATED TO TWO OTHERS AT THE 
INTERMEDIATE GRADE LEVELS* AVAILABLE IN THIS 
ISSUE AS VT 019 209 AND VT 019 210, (AGI 

VT 019 209 

CAKEEA AWARENESS PROJECT: BOOK TWO* GRADES 3 
ANO 4. 

BOISE CITY INDEPENDENT SCHOOL DISTRICT* 
IDAHO. 

MF AVAILAaLE IN VT-ERIC SET. 
PUB DATE - 72 



UNITS; ♦CURRICULUM GUIDES; GRADE 5; GRADE 6; 
SERVICES; 4tCLUSTE^ GROUPING; VOCATIONAL 
DEVELOPMENT; EVALUATION TECHNIQUES; RESOURCE 
MATERIALS; SELF EVALUATION; ^CONCEPT , 
formation; behavioral objectives; GOAL 
ORIENTATION; TEACHING PROCEDURES 
IDENTIFIERS - SELF AWARENESS; CAREER 
AWARENESS 

ABSTRACT - A WIDE RANGE Of ACTIVITY UNITS IN 
CAREER EDUCATION* AS AN INITIAL WORKING COPY 
IN ROUGH DRAFT FORM* ARE PRESENTED SEPARATELY 
FOR GRADES 5 AND 6. LEARNING ACTIVITIES. 
EVALUATION PROCEDURES* SUGGESTED SUBJECT 
AREAS* ANO RESiOURCE LISTS ARE PROVIDED IN A 
2-COLUHN FORMAT, WITH SPACE FOR THE TEACHER'S 
NOTES. FOR VARIOUS JOB GROUPINGS, SPECIFIC 
CONCEPTS TO BE LEARNED ABOUT EACH JOB, 
BEHAVIORAL OBJECTIVES, AND UNIT GOALS ARE 
PROVIDED. THE SIX INTRODUCTORY UNITS ARE 
TAKEN FROM ••CAREER EDUCATION: AN IDEA BOOK, 
K-6» BY A RESOURCE GUIDE PROJECT COMMITTEE IN 
PORTLAND* .OREGON. SUGGESTED INTRODUCTORY 
SELf-AWARENESS AND CAREER AWARENESS 
ACTIVITIES ARE PROVIDED. THIS DOCUMENT IS 
RELATED TO TWO OTHERS FOR GRAOES 1 AND 2* AND 
FOR GRADES 3 AND 4« AVAILABLE IN THIS ISSUE 
AS VT 019 206 AND VT 019 209* RESPECTIVELY. 
(AGI 



VT 019 224 
COOMBS, JUDITH, 
CHILD CARE: THE 



AND OTHERS 
BABYSITTER. 



descriptors - ^career education; ♦activity 
units; vocational development; behavioral 
objectives; '('concept formation; goal 
urientation; ^cllster grouping; ^curriculum 

guides; grade 3» grade 4; SELF EVALUATION; 
EVALUATION TcCHNIUUES; SERVICES; TEACHING 
PROCEDURES; RESOURCE MATERIALS 
IDENTIFIERS - CAREER AWARENESS; SELF 
AWARENESS 

ABSTRACT - A WIDE RANGE OF ACTIVITY UNITS IN 
CAREER EDUCATION* AS AN INITIAL WORKING COPY 
IN ROUGH DRAFT FORM* ARE PRESENTED SEPARATELY 
FOR GRAOES 3 AND 4. LEARNING ACTIVITIES, 
EVALUATION PROCEDURES, SUGGESTED SUBJECT 
AREAS* AND REI^OURCE LISTS ARE PROVIDED IN A 
2-COLUMN FORMAT, WITH SPACE FOR THE TEACHER'S 
NCTES. FOR VARIOUS JOB GROUPINGS, SPECIFIC 
CONCEPTS TO BE LEARNED ABOUT EACH JObt 
BEHAVIORAL OBJECTIVES, AND UNIT GOALS ARE 
PROVIDED. THE SiX INTRODUCTORY UNITS ARE 
TAKEN FROM "CAREER EDUCATION: AN IDEA BOOK* 
K-6" BY A RESOURCE GUIDE PROJECT COMMITTEE IN 
PORTLAND ff OREGON. SUGGESTED INTRODUCTORY 
SELF-AWARENESS AND CAREER AWARENESS 
ACTIVITIES ARE PROVIDED. THIS DOCUMENT IS 
RECATED TO TWO OTHERS, FOR GRADES I AND 2, 
ANO FOR GRADES 3 AND 6, AVAILABLE IN THIS 
ISSUE AT VT 019 20a AND VT 019 210, 
RESPECTIVELY. (AG) 

VT 019 210 

CAREER AWARENESS PROJECT: BOOK THREE* GRADES 
5 ANO 6. 

BOISE CITY INDEPENDENT SCHOOL DISTRICT, 
IDAHO. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 567P. 

oER^CrORS - *CAREER EDUCATION; ♦ACTIVITY 



ORANGE COUNTY PUBLIC SCHOOLS, ORLANDO, FLA. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - NO i91P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; ♦STUDY 
GUIDES; ♦CHILD CARE; EDUCATIONAL OBJECTIVES; 
COURSE CONTENT 

IDENTIFIERS - EMPLOYMENT SKILLS; EDUCATIONAL 
AWARENESS 

ABSTRACT - PREPARED BY A VOCATIONAL TECHNICAL 
CENTER IN FLORIOA, THIS STUDY IS OESIGNSO TO 
GIVE THE PROSPECTIVE BABYSITTER ADVANCED 
TRAINING IN CHILD CARE. THIS SELF-STUOY GUIDE 
CONTAINS T/ISK LISTING SHEETS, A LIST OF JOB 
PREREQUISITES AND PREREQUISITE TESTS, A 
NUMBER OF AUTOINSTRUCTIONAL UNITS, EACH OF 
WHICH CONTAINS AN ENUMERATION OF SPECIFIC 
LEARNING OBJECTIVES* A LIST OF ACTIVITIES, 
MATERIALS, AND RESOURCES* WORKSHEET FORMSt 
PLUS PRE- AND PUSTTESTS. EACH UNIT DEALS WITH 
A SEPARATE TASK SOME OF WHICH INCLUOE THE 
FOCLOW^rNG: (II RESPONSIBILITIES OF THE 
BABYSITTER* (2) THE EFFECTS OF A NEW BABY ON 
THE FAMILY* (3) FEEDING AND CLOTHING THE BABY 
OR TCOOtER* ANO i^l PLAYING WITH THE CHILD. 
AN EVALUATION SHEET IS INCLUDED AT THE END OF 
EACH UNIT. (DL) 

VT 019 231 

CAREER EDUCATION FOR NORTON CITY SCHOOLS: 
ELEMENTARY CURRICULUM GUIDES. 

NORTON CITY SCHOOL BOARD* VA. 

OFFICE OF EDUCATION (DHEWI, WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 254P. 

DESCRIPTORS - ♦CURRICULUM GUIDES; ♦CAREER 
EDUCATION; SECONDARY GRAOES; ART; BUSINESS 
education; ENGLISH; LANGUAGES MATHbMATICS; 
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physical education; sciences; social stuoies; 
coursi: descriptions; behavioral objectives; 
refekEnce materials;; ^course content; 

Lf:AKi>^ING activities; ♦UNIT PLAN; ♦INTEGRATED 

CURRICULUM 

IDENTIFIERS - CAREER AWARENESS 

AbSTRACT - THIS GUIDE REPRESENTS INITIAL 
ATT1:.^PTS QY THE NORTON VIRGINIA CITY SCHOOLS 
TC REVISE THE CURRICULUM IN CAREER EDUCATION. 
THE UOCUMENT CONTAINS A SERIES OF UNITS FOR 
SECONDARY GRADES IN THE FOLLOWING SUBJECT 
MATTER areas: (II ARTt (21 BUSINESS 
EDUCAT.IONt (31 ENGLISH* (4) LANGUAGE* i5i 
MATHEMATlCSt (61 PHYSICAL EDUCATION* (71 
SCItNCEf AND (dl SOCIAL STUDIES. EACH UNIT 
CONTAINS A COURSE DESCRIPTION* AN 
INVKUOUCTORY STATEMENT, AND A LIST OF 
ObJbCTIVES. ALSO INCLUDED ARE A LIST OF 
TEXTBOOKS TO BE USED, REFERENCE MATERIALS i 
SUPPLIES AND EQUIPMENT NEEDED, A SUMMARY OF 
THE CONTENT COVERED, A LIST OF SUGGESTED 
ACTIVITIES, AND RECOMMENDATIONS FOR METHODS 
OF EVALUATION. iCLI 

VT 019 237 
O^REILLEY, WILLIAH 

ART AND DESIGN—PAINTERS, VOLUME IV. 

UtH JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
DIV. OF VJCATIUNAL EDUCATION.; MIDDtESEX 
COUNTY VOCATIONAL AND TECHNICAL HIGH SCHOOLS, 
N^ri BRUNSiilICK, N.J.; RUTGERS, THE STATE 
UNIV., NEW BRUNSWICK, N.J. CURRICULUM LAB. 
Mf AVAILABLE IN VT-ERIC SET. 

N.J. VCC-TECH CURRICULUM LABORATORY, RUTGERS 
UNIVERSITY, BUILDING 4103, KILMER CAMPUS, NEW 
BRUNSWICK, N.J. Ob9D3 (11.501 
PUB DATE - JUL57 S^^P. 

DESCRIPT3RS - '^CURRICULUM GUIDES; 

♦ I INSTRUCTIONAL MATERIALS; SECONDARY GRADES; 

♦ VOCATIONAL EDUCATION; >»PAINTING; DESIGN; 
ART; >^COURSE CONTENT ; EDUCATI ONAL OBJECTIVES 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 



ABSTRACT - ONE OF A SERIES OF CURRICULUM 
MATERIALS ON VOCATIONAL EDUCATION, THIS 
0UCU.V4ENT ON ART AND DESIGN CONSISTS OF THREE 
BASIC UNITS OF INSTRUCTION INCLUDING THE 
FOLLOWING: (I) DEVELOPMENT OF LAYOUTS, (2) 
POSTERS AND SIGNS, AND (3) DECORATION. EACH 
UNIT INCLUDES A SERIES OF INFORMATION SHEETS 
ON WHICH ARE INCLUDED A SPECIFIC STATEMENT OF 
THE OBJECTIVES TO BE ATTAINED, RELATED 
INFORMATION, AND ASS IGNMENTS.' ALSO INCLUDED 
IN EACH UNIT Ak E JOB SHEETS WHICH ATTEMPT TO 
COORDINATE THE USc OF TUULS AND MATERIALS 
MlTh SPECIFIC INSTRUCTIONAL PROCEDURES. EACH 
UNIT CONTAINS A NUMBER OF DRAWINGS ANO AN 
ACHIEVEMENT TEST. CDL) 

VT 019 239 
0*REILLEY, WILLIAM 

ART AND OESiGN—PAINTERS, VOLUME I. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
UIV. OF VOCATIONAL EDUCATION.; MIDDLESEX 
COUNTY VOCATIONAL AND TECHNICAL HIGH SCHOOLS, 
NEW BRUNSWICK, N. J. ; RUTGERS, THE STATE 
UNIV., NEW BRUNSWICK, N.J. CURRICULUM LAB. 
MF AVAILABLE IN VT-ERIC SET. 

Q OC-TfcCH CURRICULUM LABORATORY, RUTGERS 
CDIpSITY, BUILDING 4103, KILMER CAMPUS, NEW 



BRUNSWICK, N.J. 08903 ($1,501 
PUB DATE - JUL57 II8P. 

DESCRIf»TORS - ♦STUDY GUIDES; SECONDARY 
GRADES; ♦VOCATIONAL EDUCATION; UNIT PLANS; 

ART; design; ♦painting; ♦educational 

OBJECTIVES; ♦course CONTENT; REFERENCE 
MATERIALS 

IDENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS 

ABSTRACT - THIS STUDENT GUIDE ON ART AND 
DESIGN IS THE FIRST VOLUME IN A 3-VOLUME 
SERIES RELATING TO VOCATIONAL TRAINING IN 
PAINTING AND DECORATING. THE THREE UNITS OF 
STUDY INCLUDED IN THE BOOKLET ARE: 111 US£ OF 
DRAWING INSTRUMENTS, (2) LETTERING* AND (31 
ELEMENTS AND PRINCIPLES OF DESIGN. f:ACH UNIT 
CONTAINS AN INFORMATION .SHEETf JOB SHEETS, 
AND AN ACHIEVEMENT TEST. EACH OF THE SHEETS 
CONTAINS CLEARLY-SPECIf lED OBJECTIVES, 
CONTENT MATERIAL AND TASK PROCEDURES, 
ASSIGNMENTS, AND REFERENCE MATERIALS. . 
NUMEROUS DRAWINGS ARE PROVIDED THROUGHOUT THE 
DOCUMENT. (CD 

VT 019 255 

COOKE, RUDOLPH C. 

THE GARMENT INDUSTRY: A UNIT IN THE CONSUMER 
AND HQMEMAKING OCCUPATIONS CLUSTER* JUNIOR 
HIGH SCHOOL UNIT FOR GRADES 7-9. 

ORANGE COUNTY PUBLIC SCHOOLS, ORLANDO, FLA« 
r^F AVAILABLE IN VT-PRIC SET. 
PUB DATE - NO 21P. 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦CURRICULUM GUIDES; SECONDARY GRADES; 
♦OCCUPATIONAL HOME ECONOMICS; ^COURSE 
CONTENT; ♦BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; evaluation; RESOURCE MATERIALS; 
VOCATIONAL EDUCATION 

IDENTIFIERS - GARMENT INDUSTRY; CAREER 
AWARENESS; ATTITUDES APPRECIATIONS 

ABSTRACT - THIS SEVENTH TO NINTH GRADE 
TEACHING UNIT IS DESIGNED TO DEVELOP IN 
SECONDARY LEVEL STUDENTS THE AWARENESS, 
KNOWLEDGE AND APPRECIATION OF THE GARMENT 
INDUSTRY ANO THE OPPORTUNITIES IN THIS AREA. 
THE UNIT CONTAINS (I) A LIST OF BEHAVIORAL 
OBJECTIVES AND CONCEPTS, (2) AN OUTLINE Of 
SUBJECT MATTER TO BE COVERED IN THE UNIT, (31 
A DESCRIPTION OF THE MATERIALS AND EQUIPMENT 
NECESSARY FOR THE INDUSTRY, (4) A LIST OF 
STUDENT MATERIALS, (5) AN EVALUATION SECTION, 
ANO 16) A BIBLIOGRAPHY. (AUTHORS/DLl 

VT 019 256 
DANCYf LINDA 

WORKING FOR A NEWSPAPER: A UNIT IN THE 
COMMUNICATIONS AND MEDIA OCCUPATIONS CLUSTER. 
JUNIOR HIGH SCHOOL UNIT. 

ORANGE COUNTY PUBLIC SCHOOLS, ORLANDO, FLA. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - NO 2DP. 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
SECONDARY GRADES; ♦CURRICULUM GUIDES; 
♦journalism; ♦course CONTENT; *BEHAVIORAL 
objectives; learning activities; EVALUATION; 
RESOURCE MATERIALS; OCCUPATIONAL CLUSTERS 
IDENTIFIERS - CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 
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abstract - this jumof^ high schoul unit is 
oi;si(^neu to develop in students the 
amarenessf knowledge and appreciation of the 
nemspa:>er industrv and the career 
oppgktunities in this field. the unit 
contains: ill a list of behavioral objectives 
and concepts! (2) an outline of subject 
natter to be coveredt (3) a description of 
correlating activities? (4) a list of student 
matekialsf (3) an evaluation section, and l6) 

A bldLIOGRAPHY* (AUTHORS/DL) 

VT 019 269 

JENNINGS* ELEANOR 

MOVING PROOUCTS BY LAND TRANSPORTATION: A 
UNIT IN THE TRANSPORTATION OCCUPATIONS 
CLUSTER. ELEMENTARY SCHOOL UNIT FOR GRADES 2- 
6* 

ORANGE COUNTY PUBLIC SCHOOLSt ORLANDO, FLA. 
MF AVAILABLE IN VT-ERIC SET* 
PUd JATE - NO 15P. 

DESCRIPTORS - * I NSTRUCT lONAL MATERIALS; 
ELEHbMTARY GRADES; ♦CURRICULUM GUIDES; 
♦ TRANSPORTATION; ♦COURSE CONTENT; ♦BEHAVIORAL 
QilJECTIVES; LEARNING ACTIVITIES; EVALUATION; 
RESOURCE MATERIALS; OCCUPATIONAL INFORMATION; 
OCCUPATIONAL CLUSTERS; UNITS OF STUDY 
(SUBJECT FIELDS) 

IDENTIFIERS - CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 

ABSTRACT - THIS ELEMENTARY SCHOOL UNIT IS 
DESIGNED TO DEVELOP IN STUDENTS AN AWARENESS 
LIF THE VARIOUS CAREERS INVOLVED IN LAND 
TRANSPORTATION* THE UNIT CONTAINS: (1) A LIST 
UF BEHAVIORAL OBJECTIVES AND CONCEPTS, (2) AN 
OUTLINE OF SUBJECT MATTER TO BE COVERED IN 
T^E UNIT, (3) A DESCRIPTION OF ACTIVITIES, 
(4) A LIST OF STUDENT MATERIALS, (5) AN 
EVALUATION SECTION, AND (6) A BIBLIOGRAPHY. 
( AUTHOR/OLI 

VT 019 279 ED 073 316 
HOOKS, VANDALYN L. 

GUIO&LINES FOR AN ORIENTATION AND EXPLORATION 
CAREER EDUCATION PROGRAM IN MIDDLE 
SCHOUL/JUNIOR HIGH. 

t 

edrs price mf-*0.65 hc-s3.29. 
pub date - aug 72 90p. 

descriptors - ^guidelines; *program 
development; «career education; ♦middle 
schools; ♦junior high schools; learning 
activities; student needs; occupational 
information; bibliographies 
identifiers - ♦career exploration; career 
orientation 

abstract - this publication has been compiled 
tu provide educators with information, ideast 
examples, and guidelines for establishing or 
implementing an orientation and exploratory 
career education program at the middle school 
or junior high school level. sections of the 

MANUAL include: (I) A DEFINITION OF CAREER 
ECUCATICN AND ITS ROLE, (21 A DISCUSSION OF 
THE RATIONALE FOR AN ORIENTATION AND 
EXPLORATORY PROGRAM AND LISTING OF STUDENTS' 
NEEDS MhlCH SHOULD Be i-^ET BY SUCH A PROGRAM, 
(*•' ^^'NTIFICATION OF THE ESSENTIAL ELEMENTS 
OcDir^REER cCUCATION PROGRAM AND SUGGESTIONS 



FOR IMPLEMENTING A PROGRAM, (41 A DISCUSSION 
OF THE IMPORTANCE OF BEHAVIORAL OBJECTIVES 
AND HOW TO WRITE THEM, (51 USE OF COMMUNITY 
RE SOURCES f (6) SUGGESTED CURRICULUM FOR 
LEARNING ACTIVITIES FOR A CAREER EDUCATION 
PROGRAM, AND (71 A BIBLIOGRAPHY OF 
PUBLICATIONS, PROGRAMS, AND MATERIALS 
CPNCERNING CAREER EDUCATION* ( SB I 

VT 019 268 

now career education field trip guidelinesr 

now career center, armory, maine, 
mf available in vt-eric set* 
pub date - sep72 9p. 

descriptors - ♦career education; ♦guidelines; 
resource materials; ♦field trips; teaching 
techniques; vocational development; ♦human 
resources; elementary grades; humanities 
identifiers - now;. ♦career awareness 

abstract -these guidelines for arranging 
field trips were developed by the now staff 
as a career education technique. included are 
sample letters for resource personst a 
definition of a career education field trip, 
various suggestions for teachers, and follow- 
up ideas. orientation procedures for students 
are included, as well as a brief resource 
list of career development materials. (ag) 

VT 019 269 

NOW CAREER EDUCATION FILM LIST 

NOW RESOURCE CENTER, ARMORY, MAINE. 
MF AVAILABLE IN VT-ERIC SET^ 
PUB DATE - NO HP. 

DESCRIPTORS - ♦CAREER EDUCATION; ♦FILMS; 
♦RESOURCE guides; ^ANNOTATED BIBLIOGRAPHIES; 
ELEMENTARY GRADES; SECONDARY GRADES 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS RESOURCE ON FILM LISTINGS IS 
PROVIDED AS A SERVICE TO STUDENTS AND 
TEACHERS. THE FILMS FOCUS ON CAREER AWARENESS 
AND EXPLORATION AND ARE DESIGNED TO 
FACILITATE THE INTEGRATION OF CAREER 
EDUCATION WITHIN THE REGULAR CURRICULUM* MOST 
OF THE FILMS CAN BE ORDERED AT NO COST. (DLI 

VT 019 293 

kinzer, allen 0. 

vocational drafting curriculum guid5. 

virginia polytechnic inst. and state univ.t 
blacksburg. dept. of education.; virginia 
state. dept. of education, richmond. trade and 
industrial educati on .service . 
mf available in vt-eric set* 
pub date - apr72 hop. developed in 
curriculum development class (virginia 
polytechnic inst* and state univ., 
blacksburg, va., summer, 1971). 

descriptors - ♦vocational education; 
secondary grades; ♦trade and industrial 
education; ♦drafting; ♦curriculum guides; 
curriculum development; ♦teaching guides; 
instructional aids; time blocks 

abstract - prepared by a group of vocational 
instructors, this curriculum outline for 
drafting is designed for use by instructors 
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IN FORHULATING CUURSES OF STUDY FOR 
VOCATIONAL DRAFT INO CLASSES AT THE ELEVENTH 
AND TMELFTH GRADE LEVELS* THE GUIDE IS 
OEVELOPED MITH A COMMON CURRICULUM FUR THE 
DRAFTING OPTIONS OF MACHINE DRAFT INbt 
ARCHITECTURAL DRAFTING* AND CIVIL DRAFTING 
FOR THE FIRST YEAR (340 HOURSK THE SECOND 
YEAR PERMITS AN OPTION IN A SPECIALTY. THE 
TIME BLOCK GHOANUATION OF COURSES IS 
PRESENTED ALONG WITH SPECIFIC UNITS OF 
iNSTkUCTlONf SUGGESTED TEACHING METHODS AND A 
CUOEO SYSTEM OF INSTRUCTIONAL AIDS. SAMPLE 
LESSON PLANS t JOb SHEETS* INFORMATION SHEETS* 
AND A BIBLIOGRAPHY ARE APPENDED. (KHI 

VT 019 297 

POLICE TRAFFIC SERVICES BASIC TRAINING 
PROGRAM INSTRUCTOR'S LESSON PLANS. VOLUME 2 
OF 3. 

NATIQNAL HAGHWAY TRAFFIC SAFETY 
ADMIMSTkAT I3N ( COT) * WASHINGTON* D.C. 
MF AVAILABLE IN VT-ERIC SET. 
OGT/HS-600-719 

SUPERINTENDENT OF DOCUMENTS* U.S. GOVERNMENT 
PRINTING OFFICE* WASHINGTON* D.C. 2U402 (S/N 
500J-OQ093; ^^.75) 
PUB UATc - OCT72 bb^P. 

DESCRIPTORS - TRAINING OBJECTIVES; :?ttTEACHING 
GUIDES; RESOURCE MATERIALS; >^LESSON PLANS; 
SCHEDULE modules; POLICE; GOVERNMENT 
PUBLICATIONS; ADULT VOCATIONAL EDUCATION; 
HUMAN services; ^EDUCATIONAL PROGRAMS; 
★TRAFFIC control; •lAw ENFORCEMENT; ACCIDENT 
PREVENTION; SAFETY EDUCATION; BASIC SKILLS 
lUENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS 

ABSTRACT - THIRTY-SIX LESSON PLANS THAT 
CONSTITUTE THE CLASSROOM AND FIELD TRAINING 
PHASES FOR A BASIC TRAINING PROGRAM FOR 
POLICE TRAFFIC SERVICES CONTAIN TRAINING 
OBJECTIVES* RESOURCE LISTS* AND INSTRXTIONAL 
OUTLINES. INTENDED AS A NATIONAL GUIDE FOR 
PRESERVICE EDUCATION OF PATROLMAN TRAINEES 
FOR A MUNICIPAL* COUNTY* OR STATE LAW 
ENFORCEMENT AGENCY* THIS TEACHING GUIDE WAS 
DEVELOPED BY CONSULTANTS* PATROLMEN* A 
PROJECT DIRECTOR* AND LEADERS IN BUSINESS. 
SPACE IS PROVIDED FOR THE TEACHER'S NOTES* 
AND IMPORTANT POINTS ARE SUMMARIZED FOR EACH 
LESSON. SPECIFIC TIME ALLOTMENTS FOR FLEXIBLE 
MODULAR SCHEDULING ARE GIVEN FOR THE 
FOLLOWING SEVEN UNITS* TOTALING A MINIMUM OF 
IU3 CLASSROOM HOURS: (1) ORIENTATION* (2) 
TRAFFIC LAW* (3) TRAFFIC DIRECTION AND 
CCNTROL* (<*) TRAFFIC LAW ENFORCEMENT* (5) 
ACCIDEtsiT MANAGEMENT* (b) TRAFFIC COURT* AND 
(7) SERVICES FOR MOTORISTS. THESE LESSON 
PLAIJiS ARE 3--HCLE PUNCttEO FUR EASY INSERTION 
INTO A NOTEBOOK. THIS DOCUMENT* WHICH 
INCLUDES EXTENSIVE TEACHING SUGGESTIONS* IS 
RELATED TO AN ADMINISTRATIVE GUIDE FOR 
PROGRAM AND COURSE PLANNING AND A STUDY GUIDE 
FOR STUDENTS. (AG) 

VT 019 313 

CHEkWENAK* FRANCIS; MANCUSO* JOSEPH J. 
PRINCIPLES OF ELECTRIC WIRING. 

RUTGERS* THE STATE UNIV.* NEW BRUNSWICK* N.J. 

O ULUM LAB.; NEW JERSEY STATE DEPT. OF 
FRIC^^^* TRENTCN. DIV. OF VOCATIONAL 
H^talON.; ESSEX COUNTY VOCATIONAL SCHOOLS* 



EAST ORANGE* N.J. 

MF AVAILABLE IN VT-ERIC SET. 

N.J. VOC-TECH CURRICULUM LABORATORY* RUTGERS 
UNIVERSITY* BUILDING <^103* KILMER CAMPUS* NEM 
BRUNSWICK* NJ 0B903 ($2.50) 
PUB DATE - CEC69 257P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; 
SECONDARY GRADES; ★ELECTRIC CIRCUITS; 
ELECTRICITY; ♦ELECTRICAL SYSTEMS; *WORKBOOKS; 
♦INSTRUCTIONAL MATERIALS; SCHQOLSHOPS 

ABSTRACT - PREPARED BY TWO VOCATIONAL 
INSTRUCTORS* THIS SHOP WORKBOOK FOR 
ELECTRICAL WIRING IS INTENDED FOR USE BY 
VOCATIONAL STUDENTS IN GRADES 9 AND 10. 
BESIDES TEACHING THE FUNDAMENTALS OF WIRING* 
THE COURSE IS DESIGNED TO HELP THE STUDENT 
DEVELOP CONFIDENCE* MATURITY* AND PRIDE IN 
HIS WORK. THE COURSE COVERS SAFETY 
PROCEDURES* T03L USE* MAINTENANCE* AND SUCH 
OPERATIONS . AS SPLICING* SIGNAL WIRING* 
CIRCUITRY*' ANNUNCIATOR WIRING* BURGLAR ALARM 
WIRING* CABLE WIRING* AND CONDUIT WIRING. 
EACH CHAPTER IS ACCOMPANIED BY NUMEROUS 
DRAWINGS AND DIAGRAMS TO ILLUSTRATE THE 
WRITTEN TEXT. (KH) 

VT 019 330 

ANDERSON* WILLIAM H. * AND OTHERS 
A CURRICULUM GUIDE FOR INDUSTRIAL 
ELECTRICITY. 

MAINE STATE DEPT. OF EDUCATION* AUGUSTA. 
BUREAU OF VOCATIONAL EDUCATION; MAINE UNIV.* 
PORTLAND. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - JAN71 71P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; 
♦ CURRICULUM GUIDES; ELECTRICITY; OCCUPATIONAL 
information; ♦electrical OCCUPATIONS; PROGRAM 
PLANNING; ♦INDUSTRIAL TECHNOLOGY; RESOURCE 
MATERIALS; BEHAVIORAL OBJECTIVES; COURSE 
DESCRIPTIONS; GLOSSAi^IES; BIBLIOGRAPHIES; 
VOCATIONAL DEVELOPMENT; SECONDARY GRADES; 
POST SECONDARY EDUCATION; ♦TRADE AND 
INDUSTRIAL EDUCATION 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS FLEXIBLE CURRICULUM GUIDE IN 
INDUSTRIAL ELECTRICITY WILL PROVE USEFUL FOR 
BEGINNING AND EXPERIENCED TEACHERS IN 
VOCATIONAL PROGRAM PLANNING. DEVELOPED BY 
TEACHERS OF VOCATIONAL AND TECHNICAL 
EDUCATION* EDUCATORS AT THE UNIVERSITY OF 
MAINE*' AND THE MAINE BUREAU OF VOCATIONAL 
EDUCATION* THIS GUIDE INCLUDES A RATIONALE* 
NINE'JOB DESCRIPTIONS WITH RESOURCE 
ADDRESSES* 37 BRIEF UNIT DESCRIPTIONS* A 
GLOSSARY* AND BIBLIOGRAPHIES. LISTS OF 
STUDENT AND TEACHER REQUIREMENTS* AN 
OCCUPATIONAL FLOW CHART* AN OCCUPATIONAL TASK 
ANALYSIS CHART* AND OTHER RESOURCE MATERIALS 
ARE PROVIDED. EACH UNIT DESCRIPTION GIVES 
UNIT PREREQUISITES* THE UNIT SCOPE AND 
SEtiUENCE* BEHAVIORAL OBJECTIVES* AND TOOL AND 
EQUIPMENT LISTS. (AG) 

VT 019 333 

CAREER EDUCATION CURRICULUM GUIDELINE: A PLAN 
OF STUDENT DEVELOPMENT* GRADES K-9. 

FRANKLIN NORTHEAST SUPERVISORY UNION* 
RICHFORD* VT. 
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HF AVAILABLE IN VT-EAIC SET« 
PUB DATE - NO 

DESCRIPTORS - ♦CURKICULUH DEVELOPMENT; 
♦CAREER EDUCATION; ELEMENTARY GRADES; 
SECONDARY GRADES; SEQUENTIAL APPROACH; 
♦DEVkLOPNENTAL PROGRAMS; '^GUIDELINES; 
♦ STUDENT development; RESOURCE MATERIALS ; 
HUHANITIES; EOUCATIUNAL OBJECTIVES; GOAL 
ORIENTATION; PROGRAM PLANNING; CONCEPT 
formation; INTEGRATED CURRICULUM 
IDENTIFIERS - ^CAREER AWARENESS; CAREER 
EXPLORATION 

ABSTRACT - INTENDED FOR DEVELOPING A 
SEQUENTIAL CAREER EDUCATION CURRICULUM AT THE 
ELEMENTARY AND JUNIOR HIGH SCHUOL LEVELS t 
THESE TENTATIVE DEVELOPMENTAL GUIDELINES WERE 
PREPARED BY A CURRICULUM ADVISORY COMMITTEE 
AT A 2-DAY CURRICULUM DEVELOPMENT WORKSHOP. A 
DETAILED RATIONALE FOR CAREER EDUCATION AND A 
GENERAL DESCRIPTION OF THIS EXEMPLARY PROJECT 
ARE INCLUDED. A WIDE RANGE OF SAMPLE 
INTEGRATED UNITS WITHIN A CAREER EDUCATION 
PROGRAM ARE PROVIDED* EACH MITH RESOURCE 
LlbTSt TEACHING IDEASt AND TEACHING 
TECHNK.2UES.* BEHAVIORAL OBJECTIVES AND 
LEARNING ACTIVITIES ARE INCLUDED IN A 3* 
COLUMN FORMAT FOR THE JUNIOR HIGH SCHOOL 
GRADES t TOGETHER WITH SUGGESTED SUBJECT AREAS 
AND EVALUATION PROCEDURES. VARIOUS :RESOURCE 
MATERIALS ARE INCLUDED. (AGI 

VT 019 337 

DEMERSf ALCIOEf AND OTHERS 

A CURRICULUM GUIDE FUR AUTOMOTIVE TECHNOLOGY. 

MAINE STATE DEPT. OF EDUCATION* AUGUSTA. 
BUREAU OF VOCATIONAL EDUCATION; MAINE UNIV.t 
PORTLAND. 

MF AVAILABLE IN VT-ERiC SET. 
PUB DATE - JUL 70 TOP. 

DESCRIPTORS - >^VUCATiaNAL EDUCATION; 
SECONDARY GRADES; VOCATIONAL DEVELOPMENT; 
♦CURRICULUM GUIDES; BEHAVIORAL OBJECTIVES; 
RESOURCE MATERIALS; MANUFACTURING; *CQURSE 
DESCRIPTIONS; ♦AUTO MECHANICS; AUTO MECHANICS 
C OCCUPATION); OCCUPATIONAL INFORMATION; 
♦ELECTROMECHANICAL TECHNOLOGY; INDUSTRIAL 
TRAINING; TEACHING GUIDES 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS FLEXIBLE CURRICULUM GUIDE FOR 
AUTOMOTIVE TECHNQLDGYt AS THE FIRST IN A 
SERIES f INCLUDES A RATIDNALEt GENERAL AND 
SPECIFIC BEHAVIORAL OBJ ECT I VESt TEACHING 
SUGGESTIUNS9 23 BRIEF INSTRUCTIONAL UNIT 
DESCRIPTIONS WITH EQUIPMENT LiSTSt AND 4 
SAMPLE 'JOB SHEETS* A GLOSSARY t A 
dIBLlOGRAPHYf LISTS OF STUDENT AND TEACHER 
REUUIREMENTSt ANC OTHER RESOURCE MATERIALS 
ARE PROVIDED. THIS DOCUMENT WAS DEVELOPED BY 
VOCATIONAL INSTRUCTORS AT THE HIGH SCHOOL AND 
VCCATIGNAL SCHOOL LEVELSt EDUCATORS AT 
UNIVERSITY OF MAINE AND THE MAINE BUREAU OF 
VOCATIONAL EDUCATION. THIS GUIDE WILL PROVE 
USEFUL IN VOCATIONAL PROGRAM PLANNING BOTH 
FOR BEGINNING AND EXPERIENCED TEACHERSt AS 
WELL AS FOR GUIDANCE PERSONNEL AND 
ADMIN I STRA TORS, i AGI 

T ^ PETER 

tERICjES USED IN SEEKING EMPLOYMENT: COURSE 



SVLLASUS. 

NORTH SHORE COMMUNITY COLL.t BEVERLYt MASS. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 13P. 

DESCRIPTORS - CURRICULUM GUIDES; COMMUNITY 
COLLEGES; 4ITEACHING GUIDES; COURSE CONTENT; 
♦WORK ATTITUDES; ♦JOB APPLICATION; ♦ENTRY 
WORKERS; SHORT COURSES; ♦UNITS OF STUDY 
(SUBJECT FIELOS) 

ABSTRACT - THIS IS AN OUTLINE OF A SHORT-TERM 
COURSE DEVELOPED AND TAUGHT BY THE DIRECTOR 
OF PLACEMENT AT A SMALL MASSACHUSETTS 
COLLEGE. IT IS INTENDED TO SUPPLEMENT THE 
COLLEGE STUDENT «S ACADEMIC PROGRAM BY 
PROVIDING TECHNIQUES FOR SEEKING EMPLOYMENT. 
A DETAILED COURSE SYLLABUS INDICATES TOPICS 
TO BE COVERED DURING EACH OF THE FIVE 
SESSIONS. INCLUDED ARE WORKING PAPERS 
CONTAINING THE INSTRUCTOR'S AND THE STUDENTS* 
EVALUATIONS OF THE COURSE. A COURSE OUTLINE 
CONTAINING SUGGESTED TEACHING METHODSt AND A 
COPY OF THE STUDENT EVALUATION SHEET USED. 
(KH) 

VT 019 340 ED 073 324 
BASLYKt LYDIAt COMP. 

ANNOTATED BIBLIOGRAPHY ON CAREER EDUCATION. 

RHODE ISLAND COLL.t PROVIDENCE. CURRICULUM 

RESOURCES CENTER. 

EDRS PRICE MF-S0.65 HC-$3.29. 

PUB DATE - FEB73 24P. 

DESCRIPTORS - ^iCAREER EDUCATION; ♦ANNOTATED 
BIBLIOGRAPHIES; VOCATIONAL EDUC.AriON; 
HUMANITIES; AUDIOVISUAL AIDS; ♦CURRICULUM 
DEVELOPMENT; ♦VOCATIONAL DEVELOPMENT; 
ABSTRACTS; BOOKS; MICROFICHE; ♦INSTRUCTIONAL 
MATERIALS 

lO^ENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS ANNOTATED BIBLIOGRAPHY ON 
CAREER EDUCATION PROVIDES DESCRIPTIONS OF 
MATERIALS AVAILABLE AT THE CURRICULUM 
RESOURCES CENTER. GROUPED INTO THESE 
CATEGORIES: (1) BOQKSt (2) CASSETTES. C3) 
FILMSTRIP KITSf C4) GUIDEBOOKS FOR CURRICULUM 
DEVELOPMENT. (51 MICROFICHE, 16) MULTIMEDIA 
KITS. AND 47) BIBLIOGRAPHIES. EACH ANNOTATION 
MENTIONSf AS APPROPRlATEt THE TOPICS COVERED 
IN THE DOCUMENT. THE PURPOSE OF THE DOCUMENT* 
THE TARGET AUDIENCE t LOCAL CATALOG NUMBERS 
AND THE TYPE OF OOCUMFNT. CAG) 

VT 019 341 

CROCKETT f JOHN 0.. AND OTHERS 

A CURRICULUM GUIDE FOR MACHINE TOOL 

TECHNOLOGY. 

MAINE STATE DEPT. OF EDUCATIONt AUGUSTA. 
BUREAU OF VOCATIONAL EDUCATION; MAINE UNIV.t 
PORTLAND. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - JUL70 56P. 

DESCRIPTORS - ♦CURRICULUM GUIDES; CURRICULUM 
DEVELOPMENT; ♦MACHINE TOOLS; ♦TRADE AND 
INDUSTRIAL EDUCATION; ♦TEACHING GUIDES; 
♦OCCUPATIONAL INFORMATION; VOCATIONAL 
education; entry workers; MACHINE TOOL 
OPERATORS 
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ABSTKACT - THIS SPIRAL-^BOUNO CURRICULUH GUIDE 
WAS OEVELUPED THRUUGH THE COOPERATIVE EFFORTS 
OF A HAINE EDUCATIONAL AGENCY AND A GROUP OF 
TEACHEkS OF VOCATIONAL ANO TECHNICAL. 
EQUCATION. DESIGNED FOR USE BY VOCATIONAL 
SCHUUL TbACHcRS IN PLANNING PROGRAMS OF 
INSTRUCTION THAT mILL BENEFIT STUDENTS 
SEEKING EMPLOYMENT IN THE WORLD OF WORK t THIS 
GUIDi: PROVIDES AN ANALYSIS OF VARIOUS 
OCCUPATIONS IN THE FIELD OF MACHINE TOOL 
reCHNOLOGY ANU A SERIES OF INSTRUCTIONAL 
UNITS NECESSARY FOR EACH OCCUPATION AT JOB 
ENTRY LEVEL. A MATRIX UF OCCUPATIONS AND 
TEACHING UNITS PERMITS THE TEACHER TO MAKE 
FLEXIBLE UTILIZATION liF THE GlilDE BY HATCHING 
A UESIKED JOB TASK WITH AN OCCUPATIONAL 
PREPARATION. EACH UNIT CONTAINS A BRIEF 
DESCRIPTION UF CONTENTt THE EXPECTED STUDENT 
GOALSf PREREQUISITES FOR THE UNIT9 AND 
EQUIPMENT NEEDED. INCLUDED ARE A GLOSSARYt A 
LIST OF RESOURCE MATERIALSt A SAMPLE UNITt 
ANO A SUGGESTED STUDENT EVALUATION SHEET. 
IKHI 

VT 019 354 ED 073 325 

CAREERS GUIDE: OPPORTUNITIES IN THE 
PKOFESSlONSf INDUSTRY AND COMMERCE. 

CENTKAL YOUTH EMPLCYMENT EAECUTIVEt LONDON 
(ENGLAND). 

OCCUHGNT NOT AVAILABLE FROM EORS. 

HkR MAJESTY'S STATIONERY OFI'ICEt B99 BROADWAY 

AVE.i RcOWOOO CITY9 CALIFORNIA 94063 

PUb DATE - 72 3B9P. TENTH EDITION. 

DESCKIPTOKS - CAREER LADDERS; i^CAREER 
EDUCATION; SECONDARY GRADES; *YOUTH 
OPPORTUNITIES; ♦OCCUPATIONAL INFORMATION; 
OIRECTOAIES; EMPLOYMENT QUALIFICATIONS; 
INDEXES (LOCATERS); ^iPROFESSIONAL 
OCCUPATIONS; VOCATIONAL EDUCATION; INDUSTRY; 
6USI.\ESS; SALARIES; RESOURCE MATERIALS; 
EMPLOYMENT PROJECTIONS; ♦CAREER OPPORTUNITIES 
IDENTIFIERS - CAREER AWARENESS; *GREAT 
BRITAIN 

ABSfft/^T - THIS DIRECTORY CONTAINS BASIC 
OCCUPATIONAL INFORMATION ABOUT 100 CAREER 
OPPORTUNITIES IN BUSINESSt INOUSTRYt ANO THE 
PROFESSIONS IN GREAT BRITAIN. ENTRY -LEVEL 
EMPLJYMENT QUALI F ICATIONS t BRIEF JOB 
OESCRlPTiONSt SALARY RANGES* EMPLOYMENT 
PROJECTIONSt AND RESOURCE ADDRESSES ARE 
PROVIDED FOR EACh CAREER. EDUCATIONAL ANO 
TRAINING REQUIREMENTS ARE DETAILED FOR THE 
BENEFIT OF YOUNG PEOPLE ANO GUIDANCE 
CCUNSELGRS. DEVELOPED BY THE CENTRAL YOUTH 
EHPLOYHENT EXECUTIVEt THIS GUIDE COVERS A 
WIDE RANGE OF CAREERSt FROM BANKING TO 
OVERSEAS EMPLOYMENT. AN INDEX IS INCLUDEOt AS 
WELL 'A:> suggestions on FINDING CAREER 
GUIDANCE MATERIALS. (AG) 

VT 019 360 ED 074 216 

RYANv CHARLES 

CAREER DEVELOPMENT GUIDE FOR THE ELEMENTARY 
SCHOOL. A GUIDEBOOK FOR TEACHERS ANO GUIDANCE 
COUNSELORS. 

MAINE STATE DEPT. OF EOUCATIONt AUGUSTA. 
BURtAU OF VOCATIONAL AND ADULT EDUCATION. 
EDRS PRICE MF-$0.6i> HC-S6.58. 
•**'^"*iTE - NO i34P. SECOND REVISED 

ERIC'''- 
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DESCRIP10RS - ^CAREER EDUCATION; ELEMENTARY 
GRADES; HUMANITIES; ^INTEGRATED ACTIVITIES; 
LESSON PLANS; BEHAVIORAL OBJECTIVES; GOAL 
ORIENTATION; >«aCCUPATI ONAL GUIDANCE; 
♦VOCATIONAL DEVELOPMENT; RESOURCE MATERIALS; 
BIBLIOGRAPHIES; ^LANGUAGE ARTS; MODELS; 
EVALUATION TECHNIQUES 

IDENTIFIERS - CAREER AWARENESS; MAINE 

ABSTRACT - THIS INSTRUCTIONAL GUIDE FOR 
INTEGRATED CAREER EDUCATION ACTIVITIES AT THE 
ELEMENTARY LEVEL INCLUDES A RATIONALE FOR 
CAREER DEVELOPMENT* VARIOUS MODELS FOR CAREER 
DEVELOPMENTf SAMPLE LESSON PLANSt INFORMATION 
ON LEISURE ACTIVITIES AS RELATED TO CAREER 
DEVELOPMENT* AND A SUMMARY OF TEACHING 
SUGGESTIONS FOR CAREER EDUCATION PROGRAMS. 
BOUND IN A 3-RING NDTEDDOK* THIS DOCUMENT WAS 
DEVELOPED AT A TEACHER WORKSHOP BY ITS . 
SUPERVISDRf AN ASSOCIATE PROFESSOR OF 
EDUCATION. INTENDED AS GUIDELINES FDR 
TEACHERS AND GUIDANCE CQUNSELORSt THESE 
INSTRUCTIONAL OUTLINES WILL ALSO PROVE USEFUL 
FOR LOCAL EDUCATION AGENCIES AND TEACHER 
TRAININ& INSTITUTIONS. THESE FEDERALLY FUNDED 
MATERIALSt FOCUSING ON LANGUAGE ARTS 
COMMUNICATION SKILLSt PRESENT EXTENSIVE 
SAMPLE LESSON PLANSt EACH WITH GENERAL ^ND 
SPECIFIC BEHAVIORAL OBJECTIVESt LEARNINU 
AC1IVITIES9 AND EVALUATION PROCEDURES. 
INCLUDED ARE EXTENSIVE APPENDED RESOURCE 
IDEAS AND MATERIALS AND A BIBLIOGRAPHY. (AGI 

VT 019 364 

HANDBOOK FDR LOAN TELLER. OFFICE SIMULATIONS 
INTEGRATED PROJECTS FOR CLERICAL OFFICE 
PRACTICE. 

MISSISSIPPI STATE DEPT. OF EOUCATIONt 
JACKSON. DIV. OF VOCATIONAL AND TECHNICAL 
EDUCATION.; MISSISSIPPI STATE UNIV.t STATE 
COLLEGE. CURRICULUM COORDINATING UNIT.; 
UNIVERSITY OF SOUTHERN MISSISSIPPI9 
HATTIESBURG. 

MF AVAILABLE IN VT-ER IC SET. 

CURRICULUM COORDINATING UNIT* DRAWER DXt 

MISSISSIPPI STATE» MS 39762 ($1.00 EACH OR 

SEVEN FDR $4.00) 

PUB DATE - 72 15P. 

DESCRIPTORS - ^MANUALS; ^OFFICE OCCUPATIONS 
EDUCATION; ^(SIMULATION; CLERICAL OCCUPATIONS; 
♦BUSINESS EDUCATION; COURSE CONTENT; ACTIVITY 
LEARNING; BEHAVIORAL OBJECTIVES; STUDENT 
EVALUATION; ♦OFFICE PRACTICE 

IDENTIFIERS - ♦LOAN TELLER; CAREER AWARENESS 

ABSTRACT - THIS HANDBOOK IS ONE OF A SERIES 
OF INTEGRATED PROJECTS FOR TEACHING CLERICAL 
OFFICE PRACTICE THRUUGH SIMULATION. IT 
PRESENTS MATERIAL FDR SIMULATED EXPERIENCE AS 
A LOAN TELLER. IN ADDITION TO A DESCRIPTION 
OF THE JOB9 AN EXPLANATION IS GIVEN OF 
PROBLEMS CONFRONTED BY THE TELLERt A LIST OF 
BASIC ASSUMPTIONS FOR SETTING UP THE 
SlMULATIONf AN OUTLINE OF BEHAVIORAL 
OBJECTIVESt AND SUGGESTIONS FDR EVALUATING 
THE STUDENT. THE SIMULATION COVERS A 4-DAY 
PERlODt AND JOB ACTIVITIES ARE PRESCRIBED FDR 
EACH DAY. (OL) 

VT 019 370 

NATIONAL APPRENTICESHIP POLICY OF THE 
INTERNATIONAL MAILERS UNION; A MANUAL OF 
PROCEDURES TO BE USED AS A GUIDE FDR 
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trSTAdLISHING LOCAL MAILERS JOINT 
APPK£NTIC£SHIP PHOURAMS. 

INTERNATIONAL MAILERS UNIONt DENVEKt COLO. 
MANPOWER ADMINISTRATION (OOLIt WASHINGTON! 
OmC. BUREAU OF APPKEr4T ICESHIP AND TRAINING* 
MP AVAILAbLE IN VT-ER IC SET. 
PUB DATE - APR7i ^3P. 

DESCRIPTORS - ADMINISTRATOR GUIDES; 
♦VOCATIONAL EDUCATION; POLICY FORMATION; 
♦APPRENTICESHIPS; MANUALS; ♦GUIDELINES; LABOR 
UNIONS; ♦LABOR STANDARDS 

IDENTIFIERS - EMPLOYMfiNT SKILLS; f^CONOMIC 
AWARENESS; ♦MAILERS 

ABSTRACT - THE PURPOSE OF THIS MANUAL IS TO 
PROVIDE GUIDELINES TU EMPLOYERS AND UNIONS 
FOR THE PRINTING INDUSTRY IN ESTABLISHING 
LCCAL STANDAKUS OF APPRENTICESHIP THAT MILL 
ENAbLE YOUTH TO fiECOME FUTURE CRAFTSMEN IN 
THE MAILER TRADE. IT IS ALSO INTENDED TO 
ASSURE AN AOEUUATE AND SKILLED WORKING FORCE 
IN THE MAILING ROOMS. THIS MANUAL CONTAINS 
RfcCOMMEi><DED STANDARDS DEVELOPED BY THE 
INTERNATIONAL MAILERS UNION FOR ESTABLISHING 
AND OPERATING LCCAL APPRENTICESHIP PROGRAMS 
IN THE MAILER TRADE. THESE GUIDELINES SHOULD 
AFFbKO APPRENTICES THE OPPORTUNITY TO ATTAIN 
THt VERSATILITY AND SKILL REiJUIRtD OF MAILERS 
AKu SHCULD ALSO GIVE THEM THE EXPERIENCES AND 
TECHNICAL INFORMATION NECESSARY TO ASSUME 
THblR OCCUPATIONAL RESPONSIBILITIES. (DL) 

VT 019 372 

NATIONAL APPRENTICESHIP AND TRAINING 
STANDARDS FOR THE bLECTRICAL CONTRACTING 
INDUSTRY. 

NATIONAL JOINT APPRENTICESHIP AND TRAINING 
COMMITTEE FOR THE tLECTRICAL INOUSTRYt 
wAShlNGTONf u.C. 

MANPOWER ADMINISTRAT UN (DOL)t WASHINGTUNt 
D.C. bUREAO OF APPRENTICESHIP AND TRAINING. 
MF AVAILABLE IN V7-ERIC SET. 
PUb DATE - 71 ^OP. 1971 REVISION. 

DESCRIPTORS - ♦APPRENTICESHIPS; ♦TRADE AND 
INDUSTRIAL EDUCATION; ♦STANDARDS; ELECTRICAL 
OCCUPATIONS; BUILDING TRADES; CONSTRUCTION 
lUDUSTKY 

IDENTIFIERS- ELECTRICAL CONTRACTING INDUSTRY 

ABSTRACT - THIS DOCUMENT CONTAINS A STATEMENT 
OF NATIONAL APPRENTICESHIP AND TRAINING 
STANDARDS FOR THE ELECTRICAL CONTRACTING 
INDUSTRY. THE OBJECT OF THESE NATIONAL 
STANDARDS IS TO INSURE A SUFFICIENT SUPPLY OF 
THUKOUUHLY TRAINED ELECTRICIANS TO CARRY ON 
THE TRAi)ITION OF CRAFTSMANSHIP IN THE 
RESPECTIVE BRANCHES OF THE ELECTRICAL 
INDUSTRY. THE BOOKLET ALSO CONTAINS AN 
ANALYSIS UF THE TRADE, A STATEMENT ON THE 
SCOPE AND RESPONSIBILITY OF THE TRADE. (OL) 

VT 019 381 

ELEMENTARY NETHODS AND RESOURCE GUIDE. 

HARLANCALE INDEPENDENT SCHOOL DISTRICT, SAN 
ANTONIGf TEX« 

MF AVAILABLE IN VT-ERIC SET. 
PUb DATE - 72 171P. 

r-n^/^^'TORS - ♦CAREER EDUCATION; ELEMENTARY 
ClXli^S ♦RESOURCE GUIDES; ♦INTEGRATED 



curriculum; resource MAIERIALS; VISUAL AIDS; 
♦TEACHING METHODS; ♦LEARNING ACTIVITIES 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS ELEMENTARY METHODS ANtf 
RESOURCE GUIDE, COMPILED BY A TEXAS SCHOOL 
DISTRICT, IS DESIGNED TO PROVIDE THE TEACHER 
WITH SUGGESTIONS FOR CAREER TEACHING-LEARNING 
ACTIVITIES, BULLETIN BOARD IDEAS AND A 
BIBLIOGRAPHY OF BOOKS, GAMES, AND VISUAL 
AIDS. THE BOOKLET IS COMPOSED OF MANY 
CLASSROOM ACTIVITIES, ^ACH OF WHICH DESCRIBES 
AN OBJECTIVE, THE P ARl , ,3 I PANTS , MATERIALS TO 
BE USED, AND DIRECTIONS FOR IMPLEMENTING THE 
OBJECTIVES. MANY VISUAL AIDS AS WELL AS 
NUMEROUS WORD EXERCISES ARE PROVIDED, 
INCLUDING CROSS WORD PUZZLE EXERCISES. A 
VARIETY OF CONCEPTS LABELED ••TEACHER'S NOTES'* 
PROVIDES (1) QUOTATIONS FOR BULLETIN BOARD 
USE AND TRANSPARENCIES, 12) A LIST OF PLACES 
TO GET HELP IN TEACHING CAREER AWARENESS, (31 
A LIST OF BOOKS AVAILABLE IN CAREER 
AWARENESS, AND {^) AN EXTENSIVE LIST OF 
RESOURCE MATERIAL. (OL) 

VT 019 388 

vocational building trades curriculum guide. 

virginia polytechnic inst. and state univ., 
6lacksburg. dept. of education.; virginia 
state dept. of education, richmond. trade and 
industrial education service, 
mf available in vt-eric set. 
pub date - apr72 62p. 

descriptors - ♦curriculum guides; curriculum 
development; teaching guides; *trade and 
industrial education; secondary grades; ♦time 
blocks; ♦occupational clusters; vbuilding 
trades; instructional aids 

abstract - developed by a group of building 
trades instructors, this curriculum guide is 
intended for use/ pr i mar i l y by instructors in 
day trades classics at the. tenth, eleventh, 
AND Twelfth grade levels, the purpose of the 

BUILDING TRADES CLUSTER CURRICULUM IS TO 
PREPARE THE STUDENTS TO ENTER THE 
CONSTRUCTION INDUSTRY WITH SUFFICIENT SKILLS 
IN SEVERAL RELATEC TRADES TO BE COMPETENT 
ASSISTANTS TO SKILLED TRADESMEN. EMPHASIZING 
LIGHT OR RESIDENTIAL TYPE OF CONSTRUCTION, 
THE GUIDE MAY BE USED OVER A 2-YFAR PERIOD 
FOR A TOTAL OF lUtiU HOURS OF INSTRUCTION. 
BASED ON A TIME BLOCK ORGANIZATION, THE GUIDE 
OFFERS SUGGESTIONS FOR TEACHING UNITS, TYPES 
OF CLASSROOM ACTIVITIES, AND A CODED LISTING 
OF INSTRUCTIONAL AIDS. SAMPLE LESSON PLANS, 
INFORMATION SHEETS, AND JOB SHEETS ARE 
INCLUDED IN THE APPENDIX. (KH) 

VT 019 389 

INSTRUCTIONAL GUIDE FOR PRACTICAL NURSING IN 
VIRGINIA'S PUBLIC SCHOOLS. 

VIRGINIA POLYTECHNIC INST. AND STATE UNIV., 

BLACKS8URG. DEPT. OF EDUCATION.; VIRGINIA 

STATE DEPT. OF EDUCATION, RICHMOND. TRADE AND 

INDUSTRIAL EDUCATION SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - MAR72 267P. THIRD REVISION, 

1972. 

DESCRIPTORS - ♦TEACHING GUIDES; BEHAVIORAL 
objectives; public school systems; ♦COURSE 
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OCSCRIPTIONS; *PRACTICAL NURSING; RESOURCE 
HATERI/^LS; BIBLIOGRAPHIES; EMPLOYMENT 
OU/^LIF ICATIDUS; LEARNING ACTIVITIES; ^HEALTH 
OCCUPATIONS EOUCATION; >l>PUaLIC SCHOOL 
SYSTEMS; TEACHING TECHNIQUES 
IDENTIFIERS - '^VIRGINIA 

ABSTRACT - 1H1S REVISED TEACHING GUIDE FUR 
bASIC AND AOVANCcD PRACTICAL NURSING IN 
VIRGINIANS PUBLIC SCHOOL SYSTEMS CONTAINS A 
KATIONALEf EHPLCYHENT QUALIFICATIONS* 12 
INSTRUCTIONAL GUTLINESt A BIBLIOGRAPHYt AND 
RESOURCE LISTS. COVERING A WIDE RANGE OF 
SUbJECTS FROM COMMUNITY HEALTH TO THE 
ADMINISTRATION OF MEDICATIONSt EACH COURSE 
DESCRIPTION INCLUDES TIME ALLOTMENTSt 
bEHAVIORAL ObjECTIVESi AND SUGGESTED LEARNING 
ACriVlTIESf PRESENTED IN A 3-COLUMN FORMAT. 
DEVELOPED bY A CURRICULUM SPECIALISTt 
SLPERVISORSf NURSING INSTRUCTORSt AND 
A€MINISTRATORSf THIS DOCUMENT IS 3-HOLE 
PUNCHED FUR EASY INSERTION INTO A NOTEBOOK. 
(AG)* 

VT 019 393 

E^VIR0NMENTAL HEALTH AND SAFETY IN THE 
C0N:>TRUCTI0N INDLSTHIbS: COURSE 302. 

OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION^ WASHlNGTONf O.C. 
HF AVAILABLE IN VT-ERIC SET. 
OSHA-2044 

SUPERINTENDENT OF UUCUMENTSt U.S. GOVERNMENT 
PRINTING OFFICE9 MASHlNGTONt D.C. 20402 (S/N 
29I!>-O0l9$ $1.50) 
PUB DATE - 72 ii6P. 

DESCRIPTORS - ♦CONSTRUCT lUN INDUSTRY; 
^SAFETY; SAFETY EDUCATION; INSERVICE COURSES; 
COURSE CONTENT; ♦HAND TOOLS; ♦SLIDES; 
♦VOCATIONAL EDUCATION 

ABSTRACT - THIS COURSE IN SAFETY IN THE 
CONSTRUCTION INDUSTRIES HAS BEEN DEVELOPED BY 
A FEDERAL AGENCY FOR USE AS A 3J-H0UR 
PRESENTATION ASSUMING AVERAGE DISCUSSION 
PERIODS IN AOOITIUN TO THE INSTRUCTOR 
PRESENTATION. THE COURSE IS DESIGNED AROUND A 
SERieS OF SLIDES DEPICTING VARIOUS SAFETY 
PROBLEMS AND PRECAUTIONS IN THE BUILDING 
INDUSTRY. INCLUDED ARE UNITS ON PERSONAL 
PROTECTIVE EQUIPMENT! MANUAL AND POWERED HAND 
TOOLS9 LADDERSt SCAFFULDSt RIGGING9 SLINGSt 
AND CHAINS. A SUMMARY AND A BIBLIOGRAPHY 
COMPLETE THE COURSE. RELATED DOCUMENTS ARE 
AVAILABLE IN TmIS ISSUE AS VT 019 394-VT 019 
397. fKH) 

VT 019 39^ 

ENVIRONMENTAL HEALTH AND SAFETY IN THE 
CONSTRUCTION INDUSTRIES: COURSE 303. 

OCCURATIONAL SAFETY AND HEALTH 
ADMINISTRATION^ mAShINGTONi O.C* 
MF AVAILABLE IN VT-ERIC SET. 
OSHA-2044 

SUPERINTENDENT OF CJUCUMENTSt U.S. GOVERNMENT 
PRINTING OFFlCct WASHlNGTONt D.C. 20^02 (S/N 
29i£»-OU20; $1.50) 
PUB DATE • 72 116P. 

DESCRIPTORS - *CONSTRUCT ION INDUSTRY; 
♦ SAFETV; SAFETY EDUCATION; INSERVICE COURSES; 
'^'^'"^^ CONTENT; ♦SLIDES; ♦WELDING; BUILDING 
Dir^ES; »VOCATICi^AL EDUCATION 



ABSTRACT - THIS COURSE IN SAFETY IN THE 
CONSTRUCTION INDUSTRIES HAS BEEN DEVELOPCD BY 
A FEDERAL AGENCY FOR USE AS A 30-HOUR 
PRESENTATION* ASSUMING AVERAGE DISCUSSION 
PERIODS IN ADDITION TO THE INSTRUCTOR 
PRESENTATION. THE COURSE IS DESIGNED AROUND A 
SERIES OF SLIDES DEPICTING VARIOUS SAFETY 
PROBLEMS AND PRECAUTIONS IN THE BUILDING 
INDUSTRY. INCLUDED ARE UNITS ON SUCH SUBJECTS 
AS POMER EQUIPMENT! CRANES9 HOISTSt WELOINGt 
AND FLAMMABLE LIQUIDS. A SUMMARY AND A 
BIBLIOGRAPHY COMPLETE THE COURSE. RELATED 
DOCUMENTS ARE AVAILABLE IN THIS ISSUE AS VT 
019 393-VT 019 397. (KH) 

VT 019 395 

ENVIRONMENTAL HEALTH AND SAFETY IN THE 
CONSTRUCTION INDUSTRIES: COURSE 304. 

OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATIONt WASHINGTON* O.C. 
MF AVAILABLE IN VT-ERIC SET. 
OSHA-2044 

SUPERINTENDENT OF DOCUMENTSt U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, O.C. 20402 (S/N 
2915-0021; $1.50) 
PUB DATE - 72 112P. 

DESCRIPTORS - *CONSTRUCT ION INDUSTRY; 
vSAFETY; ♦SAFETY EDUCATION; INSERVICE 
COURSES; COURSE CONTENT; ♦SLIDES; ♦CEMENT 
INDUSTRY; TRAFFIC CONTROL; ♦VOCATIONAL 
EDUCATION 

ABSTRACT - THIS COURSE IN SAFETY IN THE 
CONSTRUCTION INDUSTRIES HAS BEEN DEVELOPED BY 
A FEDERAL AGENCY FOR USE AS A 30-HOUR 
PRESENTATION, ASSUMING AVERAGE DISCUSSION 
PERIODS IN ADDITION TO THE INSTRUCTOR 
PRESENTATION. THE COURSE IS DESIGNED AROUND A 
SERIES OF SLIDES DEPICTING VARIOUS SAFETY 
PROBLEMS AND PRECAUTIONS IN THE BUILDING 
INDUSTRY. INCLJOeO ARE UNITS ON BLASTING, 
EXCAVATION PROCEDURES, TRAFFIC CONTROL, AND 
CONCRETE CONSTRUCTION. A SUMMARY OF THE 
COURSE AND A BIBLIOGRAPHY ARE PROVIDED. 
RELATED DOCUMENTS ARE AVAILABLE IN THIS ISSUE 
AS VT 0 1 9 3 93-VT 019 397. <KH) 

VT 019 396 

ENVIRONMENTAL HEALTH AND SAFETY IN THE 
CONSTRUCTION INDUSTRIES: COURSE 305. 

OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION, WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 
OSHA-2044 

SUPERINTENOFNT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE, WASHINGTON, O.C. 20402 I S/N 
29 15-0022; $I«50) 

'pub date - no i2ip. 

descriptors - ♦construction industry; 
♦safety; safety education; ins^rvice coursess 

COURSE content; ♦SLIDES; ♦steel INDUSTRY; 
BUILDING trades; ♦VOCATIONAL EDUCATION 

ABSTRACT - THIS COURSE IN SAFETY IN THE 
CONSTRUCTION INDUSTRIES HAS BEEN DEVELOPED 3Y 
A FEDERAL AGENCY FOR USE AS A 30-HOUR 
PRESENTATION, ASSUMING AVERAGE DISCUSSION 
PERIODS IN ADDITION TO THE INSTRUCTOR 
PRESENTATION. THE COURSE IS DESIGNED AROUND A 
SERIES OF SLIDES DEPICTING VARIOUS SAFETY 
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PROBLEMS ANO PRECAUTIONS IN THE BUILDING 
INDUSTRY. IMCLUDEO ARE UNITS ON SUCH SUBJECTS 
AS HARiNE OPERATIONS^ STEEL TOWER AND BRIDGE 
ERECTICNf TUNNELING* AND DEMOLITION. A 
SUMMARY OF Th£ COURSE AND A BIBLIOGRAPHY ARE 
PROVIDED. RELATED DOCUMENTS ARE AVAILABLE AS 
VT 019 3V3-VT 019 397. (KH) 

VT 019 397 

gf^VlRONMbNTAL HEALTH ANO SAFETY IN THE 
CGNSTHUCTION INDUSTRIES: COURSE 301. 

OCCUPATIONAL SAFETY AND HEALTH 
AOMINlSTKATIONt WASHINGTONt O.C. 
MF AVAILABLE IN VT-ERIC SET. 
CSHA-2044 

SUPERINTENDENT OF DOCUMENTSt U.S. GOVERNMENT 
PRINTING OFFICcf V^ASHINGTONt O.C. 20402 (S/N 
29L&-001d; %i.dOI 
PUB DATE - 72 135P. 

DESCRIPTORS - ♦CCNSTIjlUCT ION INDUSTRY; 
i^SAFETY; SAFETY EDUCATION; INSERVICE COURSES; 
COURSE CONTENT; ^SLIDES; HEIGHT; *FIRE 
PROTECTION; ELECTRICITY; »VOCATIONAL 
EDUCATION 

ABSTRACT - THIS COURSE IN SAFETY IN THE 
CONSTRUCTION INDUSTRIES HAS BEEN DEVELOPED BY 
A FEDERAL AGENCY FOR USE AS A 30-HOUR 
PRESENTATION* ASSUMING AVERAGE DISCUSSION 
PERIODS IN ADDITION TO THE INSTRUCTOR 
PRESENTATION. THE COURSE IS DESIGNED AROUND A 
SERIES OF SLIDES DEPICTING VARIOUS SAFETY 
PROBLEMS AND PRECAUTIONS IN THE BUILDING 
INDUSTRY. INCLUDED ARE UNITS ON SUCH SUBJECTS 
AS PLANNING LAYOUT* HEIGHTS? HOLESt WORK 
SPACE CONTROLf FIRE PRcVENTIONt AND 
ELECTRICAL HAZARDS. A SUMMARY OF THE COURSE 
AND A BIBLIOGRAPHY ARE PROVIDED. RELATED 
DOCUMENTS ARE AVAILAt^LE IN THIS ISSUE AS VT 
019 i>93-VT 019 39o. (KH) 

VT 019 406 

CLEMENTSf IRtNE;COFFEY, JUDY 

HOME ECONOMICS I: BASIC COREt NINTH GRADE. 

\ 

OKLAHOMA STAT£ BOARD 0^ VOCATIONAL ANO 

TECHNICAL EDUCATIONt StiLLWATER. 

MF AVAILABLE IN VT-ERIG SET. 

STATE DEPT. OF VOC. t TECH. ED. ♦ THE 

CURRICULUM AND INSTRUCTIONAL MATERIALS 

CtNTERt 1315 MESr SIXTH AVENUE. t STlLLWATERt 

oklahoma 74074 

pub date - 72 648p. 

descriptors - humanities; grade 9; estate 
curriculum guides; behavioral objectives; 
visual aids; teaching procedures; ♦home 
economics education; ♦occupational home 
economics; career education; vocational 
development; ♦core curriculum; learning 

activities; «v40RKSh£ETS; ANSWER KEYS; STUDENT 
TESTING 

IDENTIFIERS - ♦OKLAHOMA; BEGINNING COMPETENCE 

ABSTRACT - DEVELOPED BY TWO STATE VOCATIONAL 
CURRICULUM SPECIALISTS WITH THE AID OF A 
COMMITTEE OF TEACHERS AND TEACHER EDUCATORSt 
THIS CORE CURRICULUM FOR ALL GRADE 9 HOME 
ECONOMICS STUDEr^TS PRESENTS BASIC SKILLS AND 
KNOWLEDGE COVERED IN 60 PERCENT OF THE CLASS 
TfMP. INTENDED FOR HOMEMAKING AND FAMILY LIFE 
-^PjY^IONf OCCUPATIONAL HOME ECDNOMICSt AND 
hi\lv>F£SSIONAL EDUCATIONt THIS COLOR-KEYED 



STATE CURRICULUM GUIDE FOCUSES ON THESE EIGHT 
TOPICS: (II CAREER EXPtORATlONt (21 CHILD 
DEVELOPMENT* (31 CLOTHING AND TEXTILESt (41 
CONSUMER EDUCATION* (51 FOOD AND NUTRITION, 
(61 HEALTH, (7) HOUSING AND HOME FURNISHINGSt 
AND (8) PERSONAL ANO FAMILY RELATIONS. A WIDE 
RANGE GF SUBTOPICAL INSTRXTIONAL UNITS 
INCLUDE GENERAL AND SPECIFIC BEHAVIORAL 
OBJECTIVES* TEACHING PROCEOURESt LEARNING 
ACTIVITIESf INFORMATION SHEETSt ANO 
ASSIGNMENT SHEETS. JOB SHEETS, TIME 
ALLOTMENTS* UNIT OUTLINES, VISUAL AIDS, 
TESTS, AND ANSWER KEYS ARE PROVIDED. A 
RATIONALE AND DETAILED INSTRUCTIONS F0% THE 
TEACHER ARE PRESENTED. (AGI 

VT 019 489 
EL2ERMAN, A.W. 

A DEFINITIVE STUDY OF YOUR FUTURE IN 
SALESMANSHIP ANO SALES MANAGEMENT. CAREERS IN 
DEPTH SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
RICHARDS ROSEN PRESSt INC.t 29 EAST 21ST 
STREET, NEW YORK CITYt NY 10010 
PUB DATE - 73 iHP. 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦SALESMANSHIP; ♦MANAGEMENT; ♦RESOURCE 
MATERIALS; *SALES OCCUPATIONS; CAREER 
PLANNING; OCCUPATIONAL GUIDANCE 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THIS ft30K GIVES INFORMATION ANO 
GUIDANCE TO THOSE INTERESTED IN SALES 
OCCUPATIONS. CONTENTS OF THE TEXT ARE 
PRESENTED IN TWELVE CHAPTERS: (LI THE ERA OF 
THE SALESMAN, (2| WHAT ARE THE' 
UUALIFICATIONSt (3) WHAT IS IT WORTH TO BE A 
SALESMAN* (4) WHERE ODES A SALESMAN GO FROM 
THERCt (51 WHAT DOES IT TAKE TO SUCCEEOt (61 
WORKING UP THE SALES LADDER, (71 WOMEN IN 
SALES, (61 IS SELLING FOR YOUt (91 GETTING 
READY FOR sales: A CHECKLIST, (101 GROW BY 
LEARNING* (II) WELCOME TO THE CLUB, ANO (121 
WHAT A SALESMAN BELIEVES IN. (OL) 

VT 019 491 

BASIC ELECTRONICS VOLUME 2. RATE TRAINING 
MANUAL. 

DEPARTMENT OF THE NAVY t WASHINGTON, D.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPERS-10087-C 

SUPERINTENDENT UF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFICE. WASHINGTON D.C. 20402 (S/N 
0B47-0142, $2,501 
PUB DATE - 71 327P. 

DESCRIPTORS - ♦STUDY GUIDES; ♦RESOURCE 
MATERIALS; ♦ELECTRONICS; EMPLOYMENT 
QUALIFICAT ICNS; TASK ANALYSIS; ON THE JOB 
TRAINING; ♦MANUALS; ♦VOCATIONAL EDUCATION 
IDENTIFIERS - EMPLOYMENT SKILLS; CAREER 
AWARENESS 

ABSTRACT - THIS MANUAL WAS WRITTEN FOR MEN OF 
THE U.S. NAVY AND NAVAL RESERVE WHOSE DUTIES 
REQUIRE THEM TO HAVE A KNOWLEDGE OF THE 
FUNDAMENTALS OF ELECTRONICS. THIS VOLUME 
TREATS DUAL TRACE OSCILLOSCOPES, THE 
OPERATION AND APPLICATION OF PULSE FORMING 
AND PULSE SHAPING CIRCUITS* MICROWAVE DEVICES 
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SUCH AS KLYSTRONS f MAGNETRONS* PHANTASTRONSt 
RESONANT CAVITIESt WAVEGUIDES* AND DUPLEXERS« 
A DETAILED COVERAGE' UF MICROWAVE RECEIVING* 
TRANSHirriNGt AND INDICATING SYSTEMS IS ALSO 
PREScNTED. (AUTHQRS/DL) 

VT 019 $25 ED 075 576 
MOORE • ALLEN 6. 

SUPPLEMENT TU ABSTRACTS OF INSTRUCTIONAL 
MATERIALS FUR CAREER EDUCATION. 

OHIO STATE UNIV.9 COLUMBUS. CENTER FOR 

VCCATICNAL AND TECHNICAL EDUCATION. 

NATIONAL INST. OF EDUCATION* WASHINGTON* D.C. 

EDRS PRICE MF-$0.65 HC-S3.29. 

bib-SER-l6 

PU6 DATE - 73 75P. 

DESCRIPTORS - >^A6STRACTS; >^CAREER EDUCATION; 
♦INSTRUCTIONAL MATERIALS; ♦BIBLIOGRAPHIES; 
♦RESOURCE MATERIALS; INDEXES CLOCATERS) 
IDENTIFIERS - EKIC; EDUCATIONAL RESOURCES 
INFORMATION CENTER; AIM; ABSTRACTS OF 
INSTRUCTIONAL MATERIALS; COMPREHENSIVE CAREER 
EDUCATION MODEL 

ABSTRACT - AS A SUPPLEMENT TO A BIBLIOGRAPHY 
OF CAREER EDUCATION INSTRUCTIONAL MATERIALS 
(AVAILABLE AS ED OoB o27 OR VT 016 524* AIM 
V0L.6» NO. 2), THIS PUBLICATION INCLUDES 
ABSTRACTS AND INDEXES OF ADDITIONAL 
INSTRUCTIONAL MATERIALS FOR CAREER EDUCATION 
THAT WERE ACQUIRED BY PALO ALTO EDUCATIONAL 
SYSTEMS IN A NATIONAL SEARCH UNDER A 
SUBCONTRACT WITHED FOR EASY ACCESS TO THE 
ABSTRACTS* AND INSTRUCTIONS FOR ORDERING THE 
MATERIALS ARE PROVIDED. (DE/AGI THE CENTER 
FCR VOCATIONAL AND TECHNICAL EDUCATION. THE 
SEARCH WAS FOR MATERIALS THAT MIGHT BE USED 
IN THE SCHOOL^BASED COMPREHENSIVE CAREER 
EDUCATION MODEL UNDER DEVELOPMENT BY THE 
CENTER. THESE MATERIALS* ALSO AVAILABLE TO 
THE PRGFESSiUN* HAVE BEEN INCLUDED IN EARLIER 
EDITIONS OF ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VOCATIONAL AND TEAL AND 
TECHNICAL EDUCATION (ARM)* AND RESEARCH IN 
ECUCATION (KIE). CURRICULUM UNITS* TEACHER 
GUIDES* HANDbUGKS* AND OTHER CAREER-RELATED 
INSTRUCTIONAL MATERIALS ARE INCLUDED. A GRADE 
LEVEL INDEX iS INCLUU 

VT 019 526 
CHAPMAN* ELWUOD N. 

YOUR ATTITUDEf IS SHOWING: A PRIMER ON HUMAN 
RELATIONS* 

DOCUMENT NOT AVAILABLE FROM EDRS. 
SCIENCE RESEARCH ASSOCIATES* CHICAGO* 
ILLINOIS 60611 ($3.93) 
PUB OATE - 72 215P. 

DESCRIPTORS - ♦HUMAN RELATIONS; ♦VOCATIONAL 
ADJUSTMENT; OCCUPATIONAL GUIDANCE* ♦CASE 
STUDIES; EMPLOYMENT PROBLEMS; VISUAL AIDS; 
♦WORK ATTITUDES; ANSWER KEYS; PRODUCTIVITY; 
♦INTERPERSONAL COMPETENCE; PROBLEM SOLVING 

AESTRACT - THIS REVISED EDITION OF A BASIC 
PRIMER IN HUMAN RELATIONS FOR JOB SITUATIt)NS 
WILL PROVE USEFUL BOTH AS A TRAINING TOOL AND 
AS A REFERENCE. IN ORDER TO PROMOTE POSITIVE 
ATTlTUOESf ESPECIALLY FOR STUDENTS STARTING 
O N THE WORLD CF WORK* VARIOUS TOPICS ARE 
pDirsSfcD* ILLUSTRATED BY MEANS OF 20 CASE 
L^^EHSe OFFERING SUGGESTED ANSWERS FOR 



THESE EMPLOYMENT PROBLEMS* THIS TEXT PROVIDES 
VALUABLE SUGGESTIONS IN SUCH AREAS AS 
IMPROVING PRODUCTIVITY* INTERPERSONAL 
RELATIONSHIPS* HOW TO SUCCEED ON THE JOB* AND 
COMMON MISTAKES TO AVIOD. CARTOONS ARE 
INCLUDED WITH EACH CHAPTER. THIS DOCUMENT IS 
RELATED TO AN ASSIGNMENT MANUAL AND ANSWER 
BOOK AVAILABLE AS VT 019 527* IN THIS ISSUE. 
(AG) 

VT 019 527 

ROBERTSON* JACK E. 

YOUR ATTITUDE IS SHOWING* ASSIGNMENT MANUAL 
AND ANSWER BOOK. 

TEXAS UNIV.* AUSTIN. DIV. OF EXTENSION. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
INSTRUCTIONAL MATERIALS* DIVISION OF 
EXTENSION* THE UNIVERSITY OF TEXAS* AUSTIN* 
TEXAS 76712 (MANUAL $1.00; ANSWER BOOK SI. 50) 
PUB DATE - 72 58P. SECOND EDITION* REVISEOt 
1972 

descriptors * human relations; vocational 
adjustment; instructional materials; 
♦assignments; ♦manuals; work attitudes; 
♦interpersonal competence; problem solving; 
employment problems; ♦attitudes; behavior 
development; ♦workbooks 

abstract - a complement to the text* "your 
attitude is showing*** this assignment manual 
is an attempt to individualize instruction in 
human relations and attitude development, 
composed of study questions and an answer 
book* the manual contains numbered 
assignments titled to correspond with topics 
and projects in the text which allow the 
student the exercise of self expression and 
creativity* the related document is available 
as vt 019 526* in this issue. (sn) 

VT 019 540 EO 074 255 

WQODALL; THOMAS E.; OLSON* LEVENE A. 
EDUCATION FOR REALITY: IN-SERVICE DESIGN FOR 
TEACHER ORIENTATION IN CAREER EDUCATION. 

MARSHALL UNIV.* HUNTINGTON* W. VA. DEPT. OF 
VOCATIONAL-TECHNICAL EDUCATION. 
EDRS PRICE MF-$0.65 HC-$3.29. 
PUB DATE - 72 59P. 

DESCRIPTORS - ♦INSERVICE TEACHER EDUCATION; 
♦CAREER EDUCATION; COUNTY PROGRAMS; 
DEVELOPMENTAL PROGRAMS; ♦TEACHER WORKSHOPS; 
SEQUENTIAL APPROACH; HUMANITIES; ELEMENTARY 
GRADES; SECONDARY GRADES; DEPRESSED AREAS 
(GEOGRAPHIC); RURAL AREAS; ♦LABORATORY 
TRAINING; VOCATIONAL DEVELOPMENT; ♦TEAM 
TRAINING; TEACHING METHODS; GOAL ORIENTATION 
IDENTIFIERS - EDUCATIONAL AWARENESS 

ABSTRACT - THIS FEOERALLY-FUNDEO 
DEVELOPMENTAL COMPREHENSIVE CAREER EDUCATION 
PROGRAM FOR THE ELEMENTARY AND SECONDARY 
GRADES IN A WEST VIRGINIA COUNTY IS INTENDED 
TO PROVIDE A MODEL FOR CAREER EDUCATION IN 
RURAL ECONOMICALLY DEPRESSED AREAS. DEVELOPED 
BY 34 TEACHERS AND PRINCIPALS* A GUIDANCE 
COORDINATOR* AND AN ADMINISTRATOR AT A I-WEEK 
WORKSHOP* THE PROGRAM DESIGN INCLUDES? (1) 
CAREER AWARENESS ACTIVITIES FOR THE 
ELEMENTARY GRADES* (2) CAREER ORIENTATION IN 
GRADES 7 AND 8* (3) CAREER EXPLORATION IN 
GRADES 9 AND 10* (4) OCCUPATIONAL GUIDANCE* 
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CCUNSELINGt AND JOB PLACEMENT* AND ib) SKILt 
UEVfcLOPMENT ACTIVITIES FOR NON-VOCATIONAL 
STUOtNTS. A SEUU(:NTIAL APPROACH FOR 
I^'PLEHENTING THIS INTEGRATED EXEMPLARY 
PROJECT WAS OTILUEO IN SffVEN PILOT SCHOOLS. 
IN UHDER TO DEVELCP PROttLEM-SOLVING ABILITIES 
AND ALLOW EDUCATORS TO FUNCTION AS CHANGE 
AGEMSf THE WORKSHOP USED A MODIFIED 
LABORATORY TRAINING APPROACH THAT FOCUSED ON 
THE INTERACTION PROCESS AND TASK ELEMENTS OF 
PRCGRAM DEVELOPMENT. SHALL GROUP DiSCUSSIONSt 
ftESOURCc SPEAKERS AND CONSULTANTS t TEAM- 
BUlLOINGf ROLE PLAYING* UNIT DEVELOPMENT* AND 
CONTINUOUS FbECBACK WERE TECHNIQUES USED TO 
IMPKoVt THE HUMAN RELATIONS ASPECT OF PROGRAM 
DEVELOPMENT. DAILY MORKSHUP ACTIVITIES ARE 
DETAILED* AND RESOURCE MATERIALS ARE 
APPLNDbD. CAGI 

Vr 019 542 

STKEATEKt BILLY F. 

SLPLRVISED STUDY GUIuE FOR MACHINIST 
(600.2801 t ASSIGNMENT TESTS AND ANSWER BOOK. 

TEXAS UNIV. 9 AUSTIN. OIV. OF EXTENSION.; 
TEXAS EDUCATION AGENCY» AUSTIN. 
DOCUMENT NOT AVAILAblE FROM EDRS. 
INSTRUCTIONAL MATERIALSi DIVISION OF 
EXTEinSION, THE UNIVERSITY OF TEXAS, AUSTIN, 
TEXAS IbliZ (STUDY GUIDE AND ASSIGNMENT TESTS 
SB«30.* ANSWER DOCK S^mOO) 
PUo DATE - JAK72 ^61P. 

DESCRIPTORS - >i>THADE AND INDUSTRIAL 
EOUCATIUN; >^SLPEKVI!>ICN; TECHNICAL EDUCATION; 
♦ STUDY GUIDES; ANSWER KEYS; OBJECTIVE TESTS; 
BEHAVIORAL OBJECTIVES; RESOURCE MATERIALS; 
♦MACHINISTS; SECCNOARY GRADES; COOPERATIVE 
EDUCATION; STUUENT RECORDS; ♦TEXTBOOK 
ASSIGNMENTS; BIBLIOGRAPHIES 
IDENTIFIERS - *TEXAS 

ABSTRACT - THIS STUDY GUIDE FOR THE 
OCCUPATION OF MACHINIST IS INTENDED FOR USE 
IN PRESENTING RELATED TECHNICAL INSTRUCTION 
TO TKADE Af^D UgDlSTRIAL EDUCATION STUDENTS ON 
A SUPERVISED bASJS. SEPARATE EXTENSIVE 
ASSIGNMENT TESTS AND ANSWER BOOKS ARE 
PROVIDED Fi5R THIS DOCUMENT, WHICH IS 3-HOLE 
PUNCHED FOR INSERTION INTO A NOTEBOOK* FOR 
Each SUBJECT AREA, BEHAVIORAL OBJECTIVES, 
RESOURCE LISTS, AND STUDENT EXERCISES ARE 
INCLUDED* STUDENT RECORD SHEETS AND A 
BIBLIOGRAPHY ARE PKOVIOEO FOR THE USE OF THE 
SUBJECT-MATTER TEACHER OR THE INSTRUCTOR* 
COORDINATOR IN A PLANNED 2-YEAR COOPERATIVE 
WCRK EXPERIENCE PROGRAM. (AG) 

VT 019 543 
GRIMES, >.A., JR. 

TOOLS POR mOuDWORKING TRADES, AND INDUSTRIAL 
EDUCATION MANUAL. 

TEXAS UNIV., AUSTIN. 01V« OF EXTENSION.; 
TEXAS EDUCATION AGENCY, AUSTIN. DEPT. OF 
OCCUPATIONAL AND TECHNICAL EDUCATION. 
DlL.CUME^T NUT AVAILABLE FROM EDRS* 
INSTRUCT I Oi^AL MATERIALS, DIVISION OF 
EXTENSION, THE UNIVERSITY OF TEXAS, AUSTIN, 
TEXAS 78712 (S9.00) 
PUB DATE - 72 2:2DP. 

t 9^„T0RS - ♦MANUALS; TRADE AND INDUSTRIAL 
fchRJCoN; ♦WOODWORKING; HAND TOOLS; MACHINE 
]^lB^to«I^JSTRoCTiONAL materials; ♦INDUSTRIAL 



EDUCATION 

IDENTIFIERS- EMPLOYMENT SKILLS 

ABSTRACT - THIS MANUAL CONTAINS THREE 
SECTIONS, ONE ON HAND TOOLS, ONE ON PROTABLE 
TOOLS, AND ONE ON STATIONARY POWER TOOLS. 
EACH TOOL IS DESCRIBED AND ITS RELATION TQ 
OTHER TOOLS* THE PROCEDURES USED FOR VARIOUS 
OPERATIONS, THE NECESSARY ADJUSTMENTS, AND 
THE PROPER SHARPENING PROCEDURES ARE 
DISCUSSED. TO GIVE THE WOODWORKER A TRUE 
PICTURE OF OPERATIONS OR PARTS INVOLVED, 
STEP-BY-STEP ILLUSTRATIONS ARE USED 
THROUGHOUT THE MANUAL, AND SAFETY RULES AND 
PRECAUTIONS ARE LISTED THROUGHOUT THE MANUAL 
TO ENCOURAGE THE WOODWORKER TD DEVELOP A 
HABIT OF PR/^CTICING SAFETY FROM THE 
BEGINNING. THIS MANUAL IS DESIGNED SO THAT IT 
MAY BE USED IN ALL TYPES OF TRADE AND 
INDUSTRIAL CLASSES — OAy-TRAOE PREPARATORY, 
TRADE EXTENSION, AND INDUSTRIAL COOPERATIVE— 
AS WELL AS IN TRADES OR OCCUPATIONS INVOLVING 
BASIC WOODWORKING TOOLS AND OPERATIOr^S. 
( AUTHORS/DL) 

VT 019 629 

THE WHEEL OF OPPORTUNITIES: AMERICAN STUDIES, 
VOCATIONAL CURRICULUM UNITS. A HANDBOOK FOR 
TEACHERS. 

PRESTON COUNTY B3ARD OF EDUCATION, KINGWOOD, 
W. VA. 

office of education (dhew), washington, o.c. 
mf available in vt-eric set. 
pub date - nd 265p. 

descriptors - ♦teaching guides; ♦curriculum 
guides; ♦career education; secondary grades; 
vocational followup; ♦course content; 
educational objectives; learning activities; 
agricultural education; distributive 
education; home economics; nurses aides; food 
service; construction industry; graphic arts 
identifiers - career awareness 

abstract - THIS HANDBOOK IS DESIGNED TO 
ASSIST NINTH GRADE TEACHERS WHO WISH TO 
PROVIDE INFORMATION ABOUT VARIOUS VOCATIONAL 
AND TECHNICAL OCCUPATIONS, TO EDUCATE AND 
PREPARE THE STUDENT FOR OECISION-MAKING, AND 
TO ACQUAINT TEACHERS WITH THE VOCATIONAL 
EDUCATION CURRICULUM IN A WEST VIRGINIA 
SCHOOL SYSTEM. THE FOLLOWING NINE TEACHING 
UNITS COMPRISE THE SUBSTANCE OF THE HANDBOOK: 
(LI PRODUCTION AGRICULTURE AND AGRICULTURAL 
MECHANICS, (21 BUILDING CONSTRUCTION AND 
BUILDING MAINTENANCE, (31 BUSINESS ANO OFFICE 
EDUCATION, (41 DISTRIBUTIVE EDUCATION, CSI 
FOOD SERVICES, (6) GRAPHIC ARTS, (7) HOME 
ECONOMICS, (Bl NURSE'S ASSISTANT, ANO (91 
POWER MECHANICS. EACH UNIT CONTAINS A 
STATEMENT OF EDUCATIONAL AND INSTRUCTIONAL 
OBJECTIVES, PROVIDES A LIST OF INSTRUCTIONAL 
MATERIALS AND CORRESPONDING LEARNING 
ACTIVITIES, AND PRESENTS CONTENT MATERIAL 
APROPOS TO EACH UNIT. (DLI 

VT 019 680 
WAINMAN, HIRIAN 

REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT— GRADE THREE. 

MOBERLY SCHOOL DISTRICT, MO. 

OFFICE OF EDUCATION (DHEWI, WASHINGTONt D.C.; 
MISSOURI STATE DEPT. OF EDUCATION, JEFFERSON 
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CITY. 

r^F AVAILABLE: IN VT-ERIC SET. 
PUB DATE - 72 

DESCRIPTORS - ^CAREER EOUCATIOU; *CUKRICULUM 
guides; INTEGRATED CURRICULUM; EOUCATIUNAL 
UbJECTiVLS; ♦bRAOc 3; SELF CONCEPT; 
OCCUPATIONAL CLUSTERS; LEARNING ACTIVITIES; 
INSTKUCTIUNAL MATERIALS; RESOURCE MATERIALS; 
EVALUATION 

IDENTIFIERS - CAREER AWARENESS; ♦HObERLY 
SCHOOL DISTRICT 

ABSTRACT - THIS CURRICULUM GUIDE IS DESIGNED 
AS AN AID IN PKUVIDING CAREER DEVELOPMENT 
ACTIVITIES HOK GRADE 3. THE GUIDE CONTAINS A 
LIST OF GLNEKAL OBJECTIVES FOR CAREER 
DEVELOPMIiiNT AND A LIST OF SPECIFIC OBJECTIVES 
FUR THc i5 SEPARATE UMlTS TAUGHT TO ThlRU 
GRADERS. EACH UNIT CONTAINS A LIST UF 
UEvELOPHE^TAt OBJECT I VESt A NUMdEft OF 
LEARNING ACTIVlTibSt AND MATERIALS AND 
RESOURCES TO IMPLEMENT EACH ACTIVITY* EACH 
UNIT ALSO RELATES THE LEARNING ACTIVITIES TO 
SPECIFIC DOMAINS OF TriE CURRlCU.LUMt SUCH AS 
SUBJECT MATTER AREAS* TEXT0O0KS» AND SPECIFIC 
LESSONS* AT THE END OF EACH UNIT ARE A NUMBER 
OF SUGGESTIONS TC TEACHERS FOR THE EVALUATION 
OF STUDENTS. IDLI 

VT 019 681 

SOULE» EDNA 

kEVISEC elementary guide for CURRICULUM 
DEVELOPMENT — GRADE FIVE. 

MlBERLY school DISTRICTt MO. 

OFFICE OF EDUCATION (DHEM)* WASHINGTON, D.C.; 
MISSOURI STATE DEPT. OF EDUCATION, JEFFERSON 
CITY. 

MF AVAILABLE IN VT-ERJX SET. 
PUb DATE - 72 94P. 

DESCRIPTORS - *CAREHR EDUCATION; ♦CURRICULUM 
GUIDES; ♦INTEGRATED CURRICULUM; EDUCATIONAL 
OBJECTIVES; GRADE 5, SELF CONCEPT; 
OCCUPATIONAL CLUSTERS; ♦LEARNING ACTIVITIES; 
INSTRUCTIONAL MATERI*ALS; RESOURCE MATERIALS; 
EVALUATION 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS CURRICULUM GUIDE IS DESIGNED 
AS AN AID IN PROVIDING CAREER DEVELOPMENT 
ACTIVITIES FOR FIFTH GRADERS. THE GUIDE 
CONTAINS A LIST UF GENERAL OBJECTIVES FOR THE 
15 StPARATE UNITS. EACH UNIT CONTAINS A LIST 
OF DEVELOPMENTAL OBJECTIVES* A NUMBER OF 
LEARNING ACTIVITIES, AND MATERIALS AND 
RESOURCES TO II'PLEMENT EACH ACTIVITY* EACH 
UNIT ALSU RELATES THE LEARNING ACTIVITIES TO 
SPECIFIC DOMAINS OF THE CURRICULUM, SUCH AS 
iUdJECT MATTER AREAS f TEXTBOOKS, AND SPECIFIC 
LESSUNS. AT THE END OF EACH UNIT ARE A NUMBER 
UF SUGGESTIONS TO TEACHERS FOR THE EVALUATION 
OF STUDENTS. (OLI 

VT 019 682 

GENTRYf LOIS 

REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT— GRADE ONE. 

MOBEKLY SCHOOL DISTRICT, MO. 

OFFICE UF EDUCATION (DHEW), WASHINGTON, D.C.; 
j O CI STATE DEPT. OF EOUCATION, JEFFERSON 

!§^£[LABLE IN VT-ERIC SET. 



THOMAS J* NELSONt DIRECTOR OF GUIDANCE, 
MOBERLY PUBLIC SCHOOLS t 101 NORTH JOHNSON, 
M06ERLY, MO 65270 
PUB DATE - 72 llSP. 

DESCRIPTORS - ♦CAREER EOUCATION; ♦CURRICULUM 
GUIDES; ♦INTEGRATED CURRICULUM; EDUCATIONAL 
OBJECTIVES; ♦GRADE 2; SELF CONCEPT; 
OCCUPATIONAL CLUSTERS; LEARNING ACTIVITIES; 
INSTRUCTIONAL MATERIALS; RESOURCE MATERIALS; 
EVALUATION 

IDENTIFIERS - CAREER AWARENESS; ^MOBERLY 
SCHOOL DISTRICT 

ABSTRACT - THIS CURRICULUM GUIDE IS DESIGNED 
AS AN AID IN PROVIDING CAREER DEVELOPMENT 
ACTIVITIES FOR FIRST GRADE STUDENTS* THE 
GUIDE CONTAINS A LIST OF GENERAL OBJECTIVES 
FOR CAREER DEVELOPiiENT AND A LIST UF SPECIFIC 
OBJECTIVES FOR THE 15 SEPARATE UNITS TAUGHT 
TO FIRST GRADF^S. EACH UNIT CONTAINS A LIST 
OF DEVELOPMENTAL OBJECTIVES! A NUMBER OF 
LEARNING ACTIVITIES, AND MATERIALS AND 
RESOURCES to IMPLFMENT EACH ACTIVITY. EACH 
UNIT ALSO RELATES THE LEARNING ACTIVITIES TO 
SPECIFIC DOMAINS 3F THE CURRICULUM, SUCH AS 
SUBJECT MATTER AREAS, TEXTBOOKS, ANO SPECIFIC 
LESSONS. AT THE END OF EACH UNIT ARE A NUMBER 
OF SUGGESTIONS TO TEACHERS FOR THE EVALUATION 
OF STUDENTS. (DLI 

VT 019 683 
WILLIAMS, GRACE 

A CURRICULUM GUIDE FOR CAREER ORIENTATION AND 
EXPLORATION IN THE JUNIOR HIGH SCHOOL. 

MEMPHIS CITY SCHOOL SYSTEM, TENN. 

OFFICE OF EDUCATION (DHEWl, WASHINGTON, 0*C. 

MF AVAILABLE IN VT-ERIC SET. 

OEC-0-70-5181 

PUB DATE - 72 7iP. 

DESCRIPTORS - ♦CURRICULUM GUIDES; ♦CAREER 
EOUCATION; SECONDARY GRADES; ♦OCCUPATIONAL 
CLUSTERS; ♦INTEGRATED CURRICULUM; SELF 
CONCEPT; EDUCATIONAL OBJECTIVES; COURSE 
CONTENT; LEARNING ACTIVITIES; RESOURCE 
MATERIALS; EVALUATION; AUDIOVISUAL AIDS; 
♦MANUALS 

IDENTIFIERS - CAREER AWARENESS; ♦MFJMPHIS CITY 
SCHOOL SYSTEM 

ABSTRACT - THIS CURRICULUM GUIDE IS DESIGNED 
FOR USE IN THE JUNIOR HIGH SCHOOL PHASE OF A 
CAREER EDUCATON PROGRAM IN THE MEMPHIS CITY 
SCHOOLS. FOLLOWING A STATEMENT OF GENERAL 
OBJECTIVES AND METHODS OF INSTRUCTION, FOUR 
UNITS OF STUDY ARE PRESENTED: II ORIENTATION 
TO THE WORLD OF WORK, 2) UNDERSTANDING SELF 
AND OTHERS, 3) INTEGRATING CAREER EDUCATION 
fN TO SUBJECT MATTER, AND 41 CAREER CLUSTER 
APP^ROACH TO CAREER EDUCATION. EACH UNIT 
COKTAINS A STATEMENT OF GOALS, A LIST OF 
OBJECTIVES, A TOPICAL OUTLINE, AND 
SUGGESTIONS FOR LEARNING ACTIVITIES, RESOURCE 
MATERIALS, AND EVALUATION. AN APPENDIX 
CONTAINS CASE STUDIESt AN OPINION POLL, A 
PERSONAL INVENTORY FORM, SAMPLES OF A 
PERSONAL RESUME AND APPLICATION FORM, ANO 
BULLETIN BOARD IDEAS. (DLI 

VT 019 691 

THE FRANKLIN PLAN FOR CAREER EXPLORATION AND 
TRAINING. 
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FRANKLIN HIGH SCHOOLt LIVONIAt HIGH. 
MF AVAiCABLi: IN VT-ERIC SET. 
PU8 DATE - Oi!DEC7i 65P. 

DESCRIPTORS - ♦PROGRAM GUIDES; ♦EDUCATIONAL 
OBJECTIVES; ♦PROGRAM DESCRIPTIONS; ADMISSION 
criteria; ♦educational planning; ♦CAREER 

opportunities; ecucatidnal programs; 

EVAUATICN criteria; SECONDARY GRADES 
IDENTIFIERS - CAREER AhARENESS 

ABSTRACT - THiS BOOKLET DESCRIBES A CAREER 
EXPLORATION AND TRAINING PROGRAM WHOSE 
PRIMARY FUNCTION IS TO UTILUE THE RESOURCES 
OF THE COMMUNITY TO HELP STUDENTS DETERMINE 
CAREER GOALS AND ACQUIRE THE APPROPRIATE 
TRAINING AND liMPLOYMENT TU ACHIEVE THESE 
GOALS. CONTENTS CF THE PROGRAM GUIDE ARE 
ORGANIZED IN THE FOLLOWING MAY: (11 GOALS AND 
ObJECTIVESf DESCRIPTION OF THE PROGRAM* 

(3) SELECTION OF STUOENTSf (41 SCHOOL 
COORDINATORSf C^l CREDIT* SCHOOL RECORDS* ANU 
ACCUUNTABILiTYt AND (6) EVALUATION DESIGN. AN 
APPENDIX CONIAINS A STUDENT APPLICATION FORMt 
A CAREER EXPLORATION DESCRIPTION SHEETi AND A 
TRAINING PROGRAM CHART. (AUTHOR/DL) 

VT 019 702 

SAMPLES OF CAREEk EDUCATION CURRICULUM 
MATERIALS. PIKEVILLE EXEMPLARY EDUCATION 
PROJECT. 

PIKEVILLE INDEPENDENT SCHOOL DlSTRlCTi KY. 
MF AVAILABLE IN VT-EKIC SET. 
PUB DATE - ND 3V0P. 

DESCRIPTORS * ELEMENTARY GRADES; SECONDARY 
GRADES; HUMANITIES; ^CAREER EDUCATION; 
CONCEPT formation; resource MATERIALS; 
bibliographies; teaching procedures; LEARNING 
ACTIVITIES; ^INSTRUCTIONAL MATERIALS; ♦LESSON 
PLANS; VOCATIONAL DEVELOPMENT; EVALUATION 
techniques; ♦DEVELOPMENTAL PROGRAMS; 
BEHAVIORAL OBJECTIVES 

IDENTIFIERS * CAREER AWARENESS; EDUCATIONAL 
AWARENESS 

ABSTRACT - THESE EXTENSIVE COLOR-KEYED 
INSTRUCTIONAL MATERIALS CONTAIN TENTATIVE 
SAMPLE UNITS ^iTH LESSON PLANS FOR CAREER 
EDUCATION IN THE ELEMENTARY AND SECONDARY 
GRADES. DEVELOPED AS PART OF AN EXEMPLARY 
PROJECT BY ELEMENTARY AND SECONDARY TEACHERSt 
EACH LESSON PLAN INCLUDES THE APPROPRIATE 
uRADE LEVcLf T^RM DEFIMTIONSt BEHAVIORAL 
OBJECT IVESf TEACHING PKOCEDURESi AND LEARNING 
ACTIVITIES. ALSO GIVEN ARE RESOURCE LISTS* 
EVALUATION PROCEDURES* BIBLIOGRAPHIES* AND 
RELATE/) SUBJECT AREAS. VARIOUS RESOURCE 
MATERIALS* SUCH AS INFORMATION SHEETS AND 
VISUAL AIDSf ARE PROVIDED. CONCEPTUAL 
OUTLINES* CORRELATED WITH STUDENT PROJECTS 
AND TEACHING SUGGESTIONS* ARE PRESENTED FOR 
THE INTERMEDIATE GRADES IN A 4-COLUMN FORMAT. 
lAGl 

VT 019 704 ED 074 265 

MEAD* ROSEMARY* AND OTHERS 
GUIDELINES FOR CAREER AWARENESS. 

OWENSbORO EXTcNSICN CENTER* KY. 
EDRS PRICE MF-$0.65 HC-$6.3B. 
P"" ^^*E - 72 i61P. 

cERlC TDKS - ♦guidelines; ♦CAREER EDUCATION; 



ELEMENTARY GRADES; HUMANITIES; ♦REGIONAL 
PROGRAMS; ♦REGIONAL PLANNING; VOCATIONAL 
DEVELOPMENT; LEARNING ACTIVITIES; LESSON 
plans; BEHAVIORAL OBJECTIVES; SPEECHES; 

♦CURRICULUM development; occupational 
clusters; resource materials 
identifiers - ♦career awareness 

abstract - these extensive guidelines for 
integrated career education programs at the 
elementary level were developed by a regional 
coordinator* ah elementary teacher* and an 
intermediate teacher at a 2-week regional 
workshop in western kentucky. the ten 

CHAPTERS include: (1) A RATIONALE FOR 
DEVELOPING CAREER AWARENESS* (2) SELF- 
EVALUATION GUIDELINES FOR THE COORDINATOR AND 
THE TEACHER* (31 SUGGESTIONS FOR UNIT 
DEVELOPMENT* (4) SAMPLE LESSON PLANS* (5) 
SUGGESTED LEARNING ACTIVITIES* (6) BEHAVIORAL 
OBJECTIVES* (7) CONCEPTS* (B) RESOURCE LISTSf 
(9) AN OVERVIEW OF SELECTED CAREER EDUCATION 
PROGRAMS* AND (10) EXCERPTS FROM CURRENT 
SPEECHES ABOUT CAREER EDUCATION. CARTOONS 
ILLUSTRATE THE TEXT* WHICH INCLUDES 
OCCUPATIONAL INFORMATION FOR VARIOUS 
OCCUPATID 

VT 019 705 ED 074 266 

CAREER EDUCATION GUIDE — K-14. 

LAKESHORE TECHNICAL INST.* SHEBOYGAN* WIS. 
CAREER EDUCATION CENTER. 

OFFICE OF EDUCATION (OHEW)* WASHINGTONt D.C. 
EORS PRICE MF-$0.65 HC-S23.03. 
0EG-0-71-l027(361J 

PUB DATE - 72 698P. PREPARED AT LAKESHORE 
TECHNICAL INSTI TUTE-SHEBOYGAN PUBLIC SCHOOLS' 
1972 CAREER EDUCATION SUMMER WORKSHOP. 

DESCRIPTORS - ♦CAREER EDUCATION; ELEMENTARY 
grades; SECONDARY GRADES; POST SECONDARY 

education; resource materials; ♦vocational 
development; ♦models; ♦teaching guides; 
integrated curriculum; learning activities; 
behavioral objectives; concept formation; 
goal orientation; evaluation techniques; 
humanities; ♦articulation (program) 
identifiers - self awareness? career 
awareness 

abstract - this expanded career education 
teaching guide for kindergarten through grade 
14 presents a career development model* 
rationales for various grade levels* and 
general goals and concepts for an integrated 
curriculum. developed at a federally funded 
sufmer workshop by 11 counselors* 76 
teachers* resource consultants*^ano leaders 
in business and industry* this detailed 
prcgram guide constitutes part of an 
articulation project developed by 
administrators* a vocational coordinator* and 
vocational instructors. for each concept in 
the three basic developmental decision-making 
components — self* work world* and career 
planning and preparation — general and 
specific behavioral objectives* appropriate 
subject areas* and resource lists are 
correlated with learning activities and 
evaluation techniques in a 3-column formnal 
clusters. (ag) at. covering a wide variety of 
topics? ranging from language arts to 
marketing* the guide provides role 
definitions of the counselor and the 
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VOCATIONAL COORDINATOR, THIS DOCUMENT IS 
HELATEO TO AN EARLIEK TEACHING GUIDEt 
AVAILABLE AS EO 061 429 (VT 0L4 dl7t AIM 
V0L«3« NO.^K lAGI 

VT 019 756 

ALLIED MEDICAL EDUCATION DIRECTORY — 1912. 

AMERICAN MEDICAL ASSOCIATIONt CHICAGO* ILL.t 
COUNCIL ON MEDICAL EDUCATION, 
UCXUMENT NOT AVAILABLE FROM EORS, 
AMERICAN MEDICAL ASSOCIATION, !>35 NORTH 
DEARBORN STREET, CHICAGO, ILLINOIS 60610 
(U«S*t PUSS.t CANADA L MEXICO: $2*00, MEDICAL 
STUDENTS, HOSPITAL RESIDENTS AND INTERNS IN 
U.S. 9 POSS,, CANADA AND MEXICO $1,00) 
PUB DATE - 72 342P, 

DESCRIPTORS - McUICAL EDUCATION; 
♦DIRECTORIES; ^CAREER EDUCATION; 'PREFERENCE 
BOOKS; ♦EDUCATIONAL PROGRAMS; OCCUPATIONAL 
INFORMATION; NATIONAL ORGANISATIONS 

ABSTRACT - THIS DIRECTORY IS DESIGNED TO 
SERVE AS A KEFcRENCE BOOK FOR PHYSICIANS, 
EDUCATORS, STUDENTS, AND EMPLOYERS, THE 
ANNUAL REPORT ON EDUCATIONAL ACTIVITIES IN 
AREAS ALLIED WITH MEDICINE CONSTITUTES 
SfcCTION I OF THIS BOOKLET, irfHILE SECTION II 
CONTAINS A DESCRIPTION OF THE MAJOR 
ACTIVITIES OF NINE TASK FORCES, THE PROCESS 
FGH APPROVAL OF ALLIED MEDICAL EDUCATIONAL 
PROGRAMS IS DESCRIBED AND CHARTED IN SECTION 
III, SECTION IV AND V CONTAIN CONSOLIDATED 
LISTINGS OF APPROVED PROGRAMS IN ALLIED 
MEOICAL EDUCATION, SECTION VI CONTAINS A 
DESCRIPTION OF EACH OF THE 16 ALLIED MEOICAL 
OCCUPATIONS FOR MHICH THE COUNCIL ON MEDICAL 
EDUCATION APPROVES EDUCATIONAL PROGRAMS, THE 
LAST CHAPTER CONTAINS A LISTING OF SELECTED 
NATIONAL ORGANUATIONS NHICH ARE CONCERNED 
WITH ALLIED MEDICINE, AS WELL AS INFORMATION 
OS STATE ORGANIZATIONS AND AGENCIES 
SPECIFICALLY CONCERNED NITH ALLIED MEDICAL 
EDUCATION, (AUTHORS/DLI 

VT 019 772 EO 074 289 

NEAL, WILLIAM L* 

A GUIDE FOR IMPLEMENTATION OF A CAREER 
EDUCATION PROGRAMS ELEMENTARY GRADES, 
CONTEMPORARY CURRICULUM FOR CAREER 
DEVELOPMENT SERIES, 

KNOX COUNTY DEPT, OF PUBLIC INSTRUCTION, 
KNOXVILLE, TENN, 

OFFICE OF EDUCATION (DHEW), WASHINGTON, 6.C. 
EDRS PRICE MF-$0«6^ HC-S3,29, 
PUB DATE - 72 49P, 

DESCRIPTORS - ^CAREER EDUCATION; ^ELEMENTARY 
GRADES; VOCATIONAL DEVELOPMENT; DEVELOPMENTAL 
PROGRAMS; HUMANITIES; GOAL ORIENTATION; 
PROGRAM GUIDES; TEACHING TECHNIQUES; ♦PROGRAM 
DESCRIPTIONS; RESOURCE MATERIALS; INSERVICE 
TEACHER education; ♦INTEGRATED CURRICULUM; 
PROGRAM EVALUATICN; EDUCATIONAL OBJECTIVES; 
♦PROGRAM PLANNING 

IDENTIFIERS - CAREER AWARENESS; ♦VOCATIONAL 
EDUCATION AMENDMENTS OF 1968 

ABSTRACT - BOUND IN A 3-RING NOTEBOOK, THIS 
aiiinp PRESENTS AN OVERVIEW OF A FEDERALLY 
^jJr^^ CAREER EDUCATION PROGRAM FOR 
hRjLlENTATION AT THE ELEMENTARY LEVEL, AS 
HBHtaJF A COMPREHENSIVE EXEMPLARY PROGRAM 



WITH INTEGRATED ACTIVITIES, OUTLINES OF THESE 
PROGRAM CONSIDERATIONS ARE INCLUDED: (II 
OVERALL GOALS AND CONCEPTS IN CAREER 
EDUCATION, (2) SPECIFIC OBJECTIVES INVOLVING 
TEACHER ORIENTATION, PARENTAL AND COMMUNITY 
INVOLVEMENT, AND STUDENT CAREER DEVELOPMENT, 
(3) INSERVICE TRAINING METHODS, (4) CLASSROOM 
TEACHING TECHNIQJES, AND (5) SUGGESTED 
EVALUATION DESIGNS IN CAREER EDUCATION, 
DEVELOPED BY A TEACHER WITH THE AID OF 
CURRICULUM SPECIALISTS, THIS DOCUMENT 
INCLUDES A RATIONALE FOR CAREER EDUCATION AND 
APPENDED RESOURCE MATERIALS, C AG I 

VT 019 847 

SPECIAL PROJECTS FOR IMPROVEMENT IN NURSE 
TRAINING, 

PUBLIC HEALTH SERVICE (OHEW), WASHINGTON, 

0,C, OIV, OF NURSING, 

MF AVAILABLE IN VT-ERIC SET, 

DHEW-PUB-CNlH)73-3i>2 

PUB DATE - SEP72 12P, 

DESCRIPTORS - ♦GUIDELINES; ♦NURSES; ♦FEDERAL 
LEGISLATION 

IDENTIFIERS - ♦NURSE TRAINING ACT OF I97i; 
ECGNOMIC AWARENESS 

ABSTRACT - THIS PAMPHLET DESCRIBES THE 
PROVISIONS GF THE NURSE TRAINING ACT OF 1971 
WHICH AUTHORIZES SPECIAL PROJECT GRANTS AND 
CONTRACTS FOR IMPROVING NURSE TRAINING, THIS 
BOOKLET DESCRIBES VARIOUS WAYS IN WHICH 
SCHOOLS OF NURSING CAN TAKE FULL ADVANTAGE OF 
THESE MEANS FOR IMPROVING EDUCATION FOR 
NURSING PRACTICE, THE PAMPHLET IS ORGANIZED 
INTO THE FOLLOWING SECTIONS: (11 PURPOSE, (21 
SCQPEr (31 ELIGIBILITY, (41 APPLICATION 
PRUCEOUREf (3) SCHEDULE FOR SUBMISSION OF 
APPLICATIONS, AND C6I REVIEW AND AWARD 
PRCCESS, (AUTHOR/DL> 

VT 019 874 

REFRESHER COURSES FOR PRIVATE AND COMMERCIAL 
PILOTS, 

FEDERAL AVIATION ADMINISTRATION (DOTI« 
WASHINGTON, 0,C, FLIGHT STANDARDS SERVICE, 
MF AVAILABLE IN VT-ERIC SET, 
AC-61-10A 

SUPERINTENDENT OF DOCUMENTS, U,S, GOVERNMENT 
PRINTING OFFICE, WASHINGTON, 0,C. 20402 
(T04,408G99, $,401 
PUB DATE - 72 27P, 

DESCRTPTORS - ♦REFRESHER COURSES; ♦AIRCRAFT 
PILOTS; INSERVICE EDUCATION; ♦GUIDES; 
IMPROVEMENT; *I NSTRUCT lONAL PROGRAMS; 
♦TRAINERS 

IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - A FEDERAL STANDARDS SERVICE 
DEVELOPED THIS GUIDE TO REFRESHER COURSES FOR 
PILOTS HOLDING AT LEAST PRIVATE PILOT 
CERTIFICATES AND FOR PILOTS WITH INSTRUMENT 
RATINGS, THE COURSES OUTLINED IN THIS 
PUBLICATION HAVE BEEN PREPARED FOR USE BY ANY 
AGENCY, FLIGHT OPERATOR, OR INSTRUCTOR WHO 
ENGAGES IN THE REFRESHER TRAINING OF 
CERTIFIED PILOTS, ONLY THE SCOPE, COVERAGE, 
AND SYLLABUS OF COURSES ARE PROVIDED WITH A 
LIST OF SUGGESTED TRAINING MATERIALS TO 
IMPLEMENT THE PROGRAM, A RELATED DOCUMENT IS 
AVAILABLE AS VT 012 107 (AIM SUMMER 19711, 
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VT 019 877 EO 073 611 

LINCOLN COUNTY EXEMPLARY PROGRAM IN 
VOCATIONAL EDUCATION. RESOURCE UNITS 
DEVELOPED BY EXEMPLARY TEACHERS FOR GRADES 1- 
12* VOLUME IV CF VOLUME I. 

LINCOLN COUNTY SCHOOLS* HAMLINt W. VA. 

bURiiAU OF ADULTt VOCATIONALf AND TECHNICAL 

EDUCATION (DHew/UE)f VnASHINGTON f D.C. 

EORS PRICE MF-$0.65 HC-S6.5b. 

DEC-(>-71-0662(361) 

PUB DATE - 310fcC72 lo7P. 

DtSCRIPTORS - ♦DEVELOPMENTAL PROGRAMS; 
«KESUURCE UNITS; ELEMENTARY GRADES; ♦CAREER 
EDUCATION; ♦OCCUPATIONAL INFORMATION; 
LEARNING ACTIVITIES; INSTRUCTIONAL MATERIALS; 
♦TEACHING GUIDES 

IUENTIFli:KS - CAREER AWARENESS* WEST 
VIRGINIA; LINCOLN COUNTY SCHOOLS 

AbSTRACT - ThE fcLEMENTARY GRADES RESOURCE 
UNITS wEKc PREPARED TO PROVIDE STUDENTS WITH 
OCCUPATIONAL irJFUkhATION TO MAKE THEM AWARE 
OF THE MEANING OF WORK AND TO PRESENT THE 
"WCRLD OF WQKK»« IN A MANNER APPROPRIATE TO 
THE STUDENTS' STATE OF DEVELOPMENT. THIS 
DOCUMENT IS COMPRISED OF TEACHING UNITS FOR 
THE SEVERAL ELEMENTARY GRAOESi WITH 
INFORMATION ABOUT VARIOUS OCCUPATIUNSf 
DEVELOPED TO PRESENT LEARNING ACTIVITIES IN 
THE CAREER AREAS. APPENDIXES INCLUDE 
WORKSHEETS* QUIZZES* AND RESOURCE MATERIALS. 
(MF) 

VT 019 878 ED 073 612 

A SUGGESTIVE RESOURCE UNIT FOR LEVELS SEVEN 
AND EIGHT USING THE UCCUPATIONAL CLUSTERS IN 
CAREER URiENTATlONf VOLUME II OF VOLUME I. 

LINCOLN COUNTY SCH&OLS» HAMLINt W. VA. 
BUREAU UF ADULTt VOCATIONALt AND TECHNICAL 
EDUCATION (DhEW/OE)r WASHINGTON t D.C. 
EOKS PRICE MF-*0.65 HC-So.58. 
0EC-0-71-O682C 3611 
PUB DATE - 31DEC72 129P. 

UESCRIPTOKS - ♦DEVELOPMENTAL PROGRAMS; 
♦'resource UNITS; GRADE 7; GRADE 8; ♦CAREER 
EDUCATION; 41UCCUPATIONAL CLUSTERS; 
♦CCCUPATIONAL INFORMATION; STUDENT 
PARTICIPATION; SELF CONCEPT; LEARNING 
ACTIVITIES; TEACHING GUIDES; INSTRUCTIONAL 
MATERIALS 

IDENTIFIERS - CAREER ORIENTATION; WEST 
VIRGINIA; LINCOLN COUNTY SCHOOLS 

ABSTRACT - THIS RESOURCE UNIT WAS PREPARED AS 
GUIDE FOR CAREER ORIENTATION IN GRADES 7 AND 
8 TO BE USED BY ALL TEACHERS OF ALL SUBJECTS 
IN PLANNING AND IMPLEMENTING CAREER 
ORIENTATION ACTIVITIES. THE UNIT IS DESIGNED 
TO GIVE STUDENTS A BROAD KNOWLEDGE OF THE 
CHARACTERISTICS AND FUNCTIONS UF SPECIFIC 
OCCUPATIONS WITHIN A SPECTRUM OF OCCUPATIONAL 
FAMILIES* STUDENT PARTICIPATION SHOULD BE 
ENCOURAGED AT THIS LEVEL SO THAT EACH STUDENT 
WILL DEVELOP A POSITIVE SELF-CONCEPT IN 
RELATION TO THE MANY AND VARIED ROLES WITHIN 
THE OCCUPATIONAL FRAMEWORK OF OUR ECONOMIC 
Aiun QnciAL SYSTEM. TEACHING STRATEGIESt 
r.pjY^ftTiaN OF SUBJECTS, LEARNING ACTIVITIESt 
tKJLcfc MATERIALSt EVALUATION TECHNIQUESt 



AND QUESTIONNAIRES ARE PRESENTED FOR TEACHER 
UTILIZATION. MORE THAN HALF OF THE DOCUMENT 
CONSISTS OF A RESOURCE BIBLIOGRAPHY ON 
VARIOUS TYPES OF MATERIALS AND OF A LISTING 
OF CLUSTERS IN VARIOUS OCCUPATIONS AS A GUIDE 
FDR THE CLASSROOM TEACHER. (MF) 

VT 019 879 ED 075 613 

RESEARCH MODEL FOR LEVELS NINE AND TEN: 
LINCOLN COUNTY SCHOOL BASED MODEL FOR CAREER 
.SOUCATIDNt VOLUME 1 1 1 OF VOLUME I. 

LINCOLN COUNTY SCHOOLS t HAMLINt W. VA* 
BUREAU OF ADULT, VOCATIONALt AND TECHNICAL 
EDUCATION (DHEW/OE), WASHlNGTONt D.C* 
EORS PRICE MF-$D.65 HC-$6.58. 
OEC-0-7l-0682(36l) 

pub date - 310ec72 197p. 

descriptors - ♦developmental programs; 
♦resource units; grade 9; grade 10; ♦career 
education; ♦occupational clusters; vocational 
development; vocational counseling; 
curriculum development; occupational 
information; self evaluation; learning 
ACTIVITIES; occupational CHOICE; ♦teaching 

GU IDES 

IDENTIFIERS - CAREER EXPLORATION; WEST 
VIRGINIA; LINCOLN COUNTY SCHOOLS 

ABSTRACT - THIS RESOURCE UNIT WAS WRITTEN AS 
A GUIDE FOR CAREER EXPLORATION IN GRADES 9 
AND 10. STUDENTS AT THESE LEVELS NEED THE 
OPPORTUNITY TO EXPLORE THEIR CAPABILITIES IN 
A WIDE VARIETY OF OCCUPATIONAL SITUATIONSt 
AND SECONDARY SCHOOL CURRICULUM SHOULD 
PROVIDE OCCUPATIONAL EXPERIENCES TO ENABLE 
THEM TO MAKE REALISTIC OCCUPATIONAL CHOICES 
BY GAINING AN UNDERSTANDING OF THE ASPECTS OF 
WORK RELATED TO THEIR OWN PERSONALITIES AND 
ABILITIES* INCLUDED ARE JOB INTERVIEW 
TECHNIQUES, EMPLOYMENT APPLICATION 
INFORMATIONt AND THE ROLE OF COUNSELING AND 
GUIDANCE IN CAREER EXPLORATION. WORK 
OPPORTUNITIES AND FACILITIES ARE EXPLORED ON 
FIELD TRIPS. TEACHING STRATEGIESt LEARNING 
ACTIVITIES, CORRELATION OF SUBJECTSt RESOURCE 
MATERIALSt EVALUATION TECHNIQUESt AND 
QUESTldNNAIRES ARE PRESENTED FOR TEACHER 
UTILIZATION. OCCUPATIONAL CLUSTERS IN VARIOUS 
JOB AREAS AND A RESOURCE BIBLIOGRAPHY ARE 
INCLUDED* (MF) 

VT 019 883 ED 076 746 

COCK, FRED S.; RICHEY, RITA C. 

TWO VAE SYSTEM MODELS: A MODEL FOR A 

COMPETENCY-BASED INSTRUCTIONAL SYSTE><* 

COMPETENCY-BASED TEACHER EDUCATION SERIES NO. 

2. 

WAYNE STATE UNIV., OETROiTt MICH* DEPT* OF 
VOCATIONAL AND APPLIED ARTS EDUCATION* 
MICHIGAN STATE DEPT. OF EDUCATIONt LANSING* 
VOCATIONAL EDUCATION AND CAREER DEVELOPMENT 
SERVICES* 

EORS PRICE MF-S0.65 HC-$3.29« 
PUB DATE - N0V72 32P. 

DESCRIPTORS - *VQCATIONAL EDUCATION; 
♦ PERFORMANCE BASED TEACHER EDUCATION; 
♦EDUCATIONAL ACCOUNTABILITY; ♦INSTRUCTIONAL 
SYSTEMS; ^MODELS; BEHAVIORAL OBJECTIVES; 
TEACHER EDUCATION CURRICULUM; SYSTEMS 
APPROACH; PRESERVICE EDUCATION; PROGRAM 
DEVELOPMENT; DISTRIBUTIVE EDUCATION; BUSINESS 
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EDUCATlONf FAMILY LIFE EDUCATION; PERFORMANCE 
CfilTERIA 

IDENTIFIERS - ♦PROGRAM IMPLEMENTATION 

ABSTRACT - THIS BOOKLET IS ONE IN A SERIES 
WHICH DESCRIBES A COMPETENCY-dASEO TEACHER 
EDUCATION PROGRAM DEVELOPED BY THE STAFF OF 
THE DEPARTMENT CF VOCATIONAL AND APPLIED ARTS 
EDUCATION AT NAYNE STATE UNIVERSITY. THIS 
BOOKLET DISCUSSES INSTRUCTIONAL SYSTEMS AND 
ACCOUNTABILITY f WHICH ARE JhO IMPORTANT 
FACETS UF THE PROGRAM. PART i DESCRIBES A 
MODEL OF THE COMPETENCY-BASED INSTRUCTIONAL 
SYSTEM* MHICH UTILIZES A SYSTEMS APPROACH TO 
PROGRAM DEVELOPMENT. THE ELEMENTS OF THE 
SYSTEMt INCLUDING LUMPET ENC IES» PERFORMANCE 
ObJECTIVESt NEEDS ASSESSMENT* DELIVERY 
SYSTEM* AND eVALUATION PLUS THE GENERAL 
PI<aceOUKES followed to implement THE SYSTEM 
ARE COVERED. PART II PRESENTS AN 
ACCOUNTABILITY MJUEL DESIGNED TO FACILITATE 
THE IMPLEMENTATION OF AN INSTRUCTIONAL 
SYSTEM. THE ACCOUNTABILITY MODEL ALLOWS FOR 
INPUT FROM THE TEACHER* STUDENT* AND 
ADMINISTRATION. A BOOKLET DESCRlB ING THE 
COMPETENCIES AND PERFORMANCE OBJECTIVES IS 
AVAILABLE IN THIS ISSUE AS VT 019 B84t AND A 
PROGRESS REPORT IS AVAILABLE AS VT 0X9 BBS 
CARM VOL. 6* NO. 4). (SB) 

VT 019 864 ED 076 747 

VAE PRE-CERTIFICATION TEACHER EDUCATION 
program: competencies and PERFORMANCE 
OBJECTIVES. COMPETENCY-BASED TEACHER 
EDUCATION SERIES NO. I. 

WAYNE STATE UNIV.* DcTRGITi HICH. DEPT. OF 
VOCATIONAL AND APPLIED ARTS EDUCATION. 
MICHIGAN STATE DEPT. 0^ EDUCATION* LANSING. 
VOCATIONAL EDUCATION AND CAREER DEVELOPMENT 
SERVICES. 

EDRS PRICE MF-S0.65 HC-$6.I>B. 
PUB DATE - SEP72 UIP. 

descriptors - ♦vocational education; 
♦teaching skills; ^perfurmance based teacher 
education; ♦behavioral objectives; ♦teacher 

EDUCATION curriculum; DISTRIBUTIVE EDUCATION; 
BUSINESS EDUCATION; FAMILY LIFE EDUCATION; 
CAREER EDUCATION; PRESERVICE EDUCATION; 
TEACHEH CERTIFICATION; PROGRAM DEVELOPMENT; 
PERFORMANCE CRITERIA 

ABSTRACT - THIS BOOKLET IS ONE OF A SERIES 
WHICH DESCRIBES A COMPET ENCY- BASED TEACHER 
EDUCATION PRDGkAr* DEVELOPED BY THE STAFF OF 
THE DEPARTMENT CF VOCATIONAL AND APPLIED ARTS 
EDUCATION AT wAYNE STATE UNIVERSITY. THE 
PROGRAH CONSISTS CF COMPETENC lESt PERFORMANCE 
OBJECTIVES* NEEDS ASSESSMENT* DELIVERY 
SYSTEMS* AND EVALUATION* AND THIS BOOKLET 
CONTAINS THE COMPETENCIES AND PERFORMANCE 
OBJECTIVES. PART I PROVIDES A LIST OF 75 PRE- 
SERVICE COMPETENCIES FOR DEVELOPI NG .SKILLS 
PERTAINING TO PLANNING* INSTRUCTION* 
EVALUATION* GUIDANCE* MANAGEMENT* PUBLIC AND 
HUMAN RELATIONS* AND PROFESSIONAL ROLE. PART 
II CONTAINS THE PERFORMANCE OBJECTIVES FOR 10 
PROFESSIONAL PRE-SERViCE COURSES* WHICH 
INCLUDE SIX REUUIRcO COURSES COVERING THEORY* 
METHODS* AND INTERN TEACHING AND FOUR 
SPECIALIZED COURSES IN BUSINESS AND 
C O iUTIVE EDUCATION AND HOME AND FAMILY 
•FRir" COURSE AND OBJECTIVE CODE NUMBERS 
1^^^^ CROSS-REFERENCE BETWEEN THE 



COMPETENCIES AND PERFORMANCE OBJECTIVES ARE 
APPENDED. TWO RELATED BOOKLETS ARE AVAILABLE 
AS VT 019 883 (IN THIS ISSUEI AND VT 019 885 
(ARM VOL. 6f NO. 4) . (SB) 

VT 019 908 ED 075 621 
MURPHYi PATRICIA D. 
TEACHING FOR EMPLO YABI L I TY. 

NORTH DAKOTA STATE UNIV.* FARGO. COLL. OF 
HOME ECONOMICS. 

NORTH DAKOTA STATE BOARD FOR VOCATIONAL 
EDUCATION* BISMARCK. RESEARCH COORDINATING 
UN IT. 

EDRS PRICE MF-$0.65 HC-$3.29. 

NORTH DAKOTA RESEARCH COORDINATING UNIT* 

STATE BOARD FOR VOCATIONAL EDUCATION* STATE 

OFFICE BUILDING* 900 EAST BOULEVARD* 

BISMARCK* ND 58501 

PUB DATE - JUN72 26P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; 
♦TEACHING TECHNIQUES; ♦FUNDAMENTAL CONCEPTS; 
STUDENT attitudes; WORK ATTITUDES; JOB 
skills; ♦EMPLOYMENT QUALIFICATIONS; ♦COURSE 
content; PROGRAM EVALUATION; EDUCATIONAL 
PROGRAMS; JOB APPLICATION; SECONDARY 
tDUCATION; ATTITUDE TESTS; EDUCATIONAL 
RESEARCH 

IDENTIFIERS - ♦NORTH DAKOTA 

ABSTRACT - THIS BOOKLET OF TEACHING 
SUGGESTIONS* OBTAINED DURING A I-OAY 
BRAINSTORMING SESSION WITH 12 NORTH DAKOTA 
VOCATIONAL TEACHERS* IS BASED ON A RESEARCH 
PROJECT WHICH SOUGHT TO IDENTIFY THE CONCEPTS 
AND INSTRUCTION THAT ARE COMMON IN SECONDARY 
VOCATIONAL COURSES. FOLLOWING A BRIEF SUMMARY 
OF THE RESEARCH PROJECT* WHICH INCLUDES THE 
PROCEDURES AND RESULTING RANK-ORDERED LISTS 
OF CONCEPTS RATED AS MOST ESSENTIAL* USEFUL* 
AND LEAST ESSENTIAL BY A PANEL OF EXPERTS* 
THE BOOKLET PROVIDES: (X) SUGGESTIONS AND 
RESOURCES FOR USING THE CONCEPTS* INCLUDING 
IDEAS FOR DEVELOPING POSITIVE ATTITUDES 
TOWARD WORK AND DEVELOPING SUCH JOB SKILLS AS 
LOCATING AND INTERVIEWING FOR A JOB* C2I 
DESCRIPTIONS OF EFFECTIVE TEACHING 
TECHNIQUES! SUCH AS ROLE PLAYINGt STUDENT 
DEBATESt AND WORK EXPERIENCES* (31 
DESCRIPTIONS OF PROJECTIVE AND SELF-REPORT 
TECHNIQUES TO USE IN ASSESSING STUOENTSt 
ATTITUUES* AND (4) AN EVALUATION FORM TO USE 
IN RATING A PRESENT VOCATIONAL PROGRAM IN 
TERMS OF THE CONCEPTS CONSIDERED MOST 
IMPORTANT BY THE PANEL OF EXPERTS. THE 
QUESTIONNAIRE USED IN THE RESEARCH PROJECT 
PLUS LISTS OF THE PANEL OF EXPERTS AND 
TEACHERS PARTICIPATING IN THE BRAINSTORMING 
SESSION ARE APPENDED. (SB) 

VT 019 953 ED 075 637 

resources for career development. 

indiana career resource center* south bend, 
edrs price mf-$0.65 hc-$3.29. 
pub date - 72 67p. 

descriptors - ♦annotated bibliographies; 
♦career education; ♦vocational development; 
elementary grades; middle schools; secondary 
grades; post secondary education; ♦resource 
materials; ♦educational resources; reference 
materials; educational equipment 
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AbSTRACT - INT ENDED TU PROVIDE EDUCATORS, 
RkSEAKCH WURKEKSf AND OTHERS INTEKt:STED IN 
CAREtR kfOUCATION WITH A CATALOG OF IDEAS 
UStFUL IN PKUMCTING CAREER DEVELOPMENT, THIS 
aibLIUGRAPHV luENTIFlES APPROXIMATELY 300 
PUbLICATIDNS, REPORTS, AUDIO, VIDEO, AND 
MANIPULATIVE MATERIALS AVAILABLE FOR PURCHASE 
FkCM COMMERCIAL SUPPLIERS UR SHORT-TERM LOAN 
FkUM THE INDIANA CAREER KiiSGURCE CENTER* EACH 
StCTlON IS COLCR CODED AND CONTAINS RESOURCES 
APPKUPRlATt TD USERS AT THE II) ELEMENTARY, 
^^) MIuDLE AND SeCUNOARY, AND (3) POST- 
SlCUNDARY levels, entries ARE ARRANGED 
ALPHABETICALLY BY TITLE UR AUTHOR IN 
CATEGORIES DEPICTING THE TYPE, E.G., PRINTED 
INFOkMATION, FiLMS, ETC. OF RESOURCE AND 
INCLUDE PUdLICATION INFORMATION AND A SHORT 
DESCRIPTIVE STATEMbNT WHICH LISTS THE NATURE, 
SUGocSTED USE, PRICE, SOURCE OF cNTKY, AND 
wHdTfiEH OR NOT Tht MATEKIAL IS AVAILABLE IN A 
SERIES. PRECeuiNG EACH COLOR-CODED SECTION IS 
A DIVIDER PAPcR rtHICH CONTAINS PAGE-ORIENTED 
CCwTeNT-AT-A-GLANCE CHARTS TU ASSIST IN 
LOCATION OF A KESOUKCt. IN ADDITION TO THE 
ANNOTATED SECTIONS, ANOTHER SECTION LISTS 
TECHNICAL EQUIPMENT AVAILABLE FROM THE 
CENTERf AND A FINmL SECTION LISTS 
PROFESSIONAL REFERENCES AND TEST INSTRUMENTS^ 
AN INTRGDUCTORV SECTION DESCRIBES THE 
SERVICES OF THE CENTER. (SB) 

VT 020 009 ED 073 648 

IwTRuOJClNG Tt-.t SMALL BUSINESS MANAGEMENT 
COURSE* 

SASKATCHEWAN NEwSTARTf INC.^. PRINCE ALBERT. 
fcOKS PRICE MF-i0.6t> HC-S3.29. 
PUB DATE - 73 2S>P. 

DESCRIPTORS - COURSE DESCRIPTIONS; PROGRAM 
CCiiTS; PROGRAM GUIDES; ♦AMERICAN INDIANS; 
ELUCATIONAL PROGRAMS; BUSINESS 
AUMINISTRATIOn; ADMINISTRATIVE PERSONNEL; 
^MANAGEMENT EDUCATION; ^MANAGEMENT; *BUS INESS 
SKILLS; *BUSIN£SS; MANPOWER DEVELOPMENT 
iObNTIFIERS - CANADA 

AbSTHACT - CANADIAN INDIANS FACE THE THREAT 
OF A LCSS OF THEIR ONCE K ICH RESOURCES OF 
hlSH, FUR, AND GAME AS UNDEVELOPED LANDS ARE 
FILLING UlTH TOURISTS AND NEi^ POPULATIONS. 
PUdLIC AWARENESS UF THIS SOCIAL PROBLEM HAS 
PkOuUCEu GOVERNMENTAL LOANS AND GRANTS FOR 
BUSINESS UNLEKTAKINGS WHICH REuUIRfc SOME 
TRAINING OF RECIPIENTS TO MAKE PRODUCTIVE USE 
UF THE AVAILABLE FINANCIAL AID. DESIGNED TO 
ASSIST PEOPLE OF INDIAN ANCESTRY WHO ARE 
INTERESTED IN PREPARING FOR JOBS AS OWNER- 
MANAUEKS OF THtIR OWN BUSINESSES OR FOR 
MANAGEMENT POSITIONS WITH BUSINESSES OWNED BY 
THtIR BAND COUNCILS, COOPERATIVE AND OTHERS, 
THIS BROCHURc CONTAINS THE RATIONALE, CONTENT 
AND TNSTRUCT lUNAL METHODOLOGY UTILIZED IN A 
MANAGEMENT COURSE FOR SMALL BUSINESSMEN WHICH 
WAS DEVELOPED BY THc TRAINING RESEARCH AND 
OtVELOPMENT STATION. SUtiJECT AREAS COVERED 
include: (i) MANAbtMENT PROCESS, (21 
MARKETING, (31 FINAi^iCc, ACCOUNTING AND 
B0u»;K£EPING, <4) PERSONNEL MANAGEMENT, (5) 
BUSINESS LA\kf (61 PERSONAL FINANCE, (7) 
BUSINESS COMMUNICATION, (8) PRODUCTION 
MANAGEMENT, AND (91 OFFICE PROCEDURES. 

ERIC 055 



STUDY TRIP HANDBOOK FOP STUDENTS OF AGES 4-13 
(PRE-KINDERGARTEN-GRADE 8K 

ALHAMBRA CITY SCHOOL DISTRICT, CALIF* 
MF AVAILABLE IN VT-ERIC SET* 
ALHAMBRA CITY SCHOOLS, INSTRUCTIONAL 
MATERIALS DEPT., 15 WEST ALHAMBRA ROAD, 
ALHAMBRA, CA 9I80I (S3. 001 
PUB DATE - 71 117P* 

DESCRIPTORS - *MANUALS; GUIDELINES; 
♦ENRICHMENT EXPERIENCE; *FIELD TRIPS; PRIMARY 
GRADES; INTERMEDIATE GRADES; SECONDARY 
GRADES; ♦ELEMENTARY SCHOOL TEACHERS 
IDENTIFIERS - CAREER AWARENESS; ATTITUDES. 
APPRECIATIONS 

ABSTRACT - PREPARED BY PERSONNEL IN A LOS 
ANGELES AREA SCHOOL DISTRICT, THIS HANDBOOK 
CONTAINS MANY STUDY TRIPS POSSIBLE FOR SCHOOL 
CLASSES IN VISITING POINTS OF INTEREST IN THE 
LOCAL AREA* THE RESPONSIBILITIES OF 
PRINCIPALS, TEACHERS, AND STUDENTS ON STUDY 
TRIPS ARE DELINEATED AND SAMPLES OF THE 
TEACHER'S REQUEST FORM AND THE LETTER FOR 
PARENTS ARE INCLUDED. ORGANIZED BY STUDENT 
AGE GROUPS, THE TRIP PLANS PRESENT GUIDELINES 
ON BASIC INFORMATION SUCH AS: (1) THE SIZE OF 
THE GROUP, (2) THE BEST TIME TO VISIT, (3) 
THE AMOUNT OF TIME THE VISIT REQUIRES, (4) 
MAIN POINTS OF INTEREST, AND (5) THE CONTACT 
NEEDED TO ARRANGEITIES IN THE CLASSROOM* IKHI 
FUR THE VISIT. ADDITIONAL REMARKS INCLUDE 
IDEAS FOR FOLLOW-UP ACTIV 

VT 020 078 

STATIONARY ENGINEERS WORKBOOK* 

CALIFORNIA STATE DEPT. OF EDUCATIONt 
SACRAMENTO. BUREAU OF INDUSTRIAL EDUCATION* 
MF AVAILABLE .IN VT-ERIC SET. 
PUB DATE - 72 315P. 

DESCRIPTORS - ♦WORKBOOKS; ♦ENGINEERING 
TECHNOLOGY; VOCATIONAL TRAINING CENTERS; 
MANPOWER development: ENGINEERING; 

♦instructional aids; teacher developed 
materials; ♦manuals; technical education; job 
training; educational programs 
ix)entifiers - ♦stationary engineers 

abstract - cooperatively developed by labor 
and management organizations as well as local 
school personnel and staff from the 
california state department of education, 
this workbook is intfnded to supplement 
classroom instruction and provide students 
enrolled in trailing programs within the 
state with information necessary for meeting 
the technical demands of the jobs for which 
they are being trained. contents include: ci) 
basic mathematics and physics, (3) basic 
electricity, (4) steam plant operation, 15) 
air conditioning and refrigeration, (6) plant 
maintenance, and (7) blueprint reading* (sn) 

VT 020 133 

SAMPLE BOOKLET OF CAREER EDUCATION GUIDES K- 
12, EAU CLAIRE, WISCONSIN* 

EAU CLAIRE JOINT SCHOOL DISTRICT 5, WIS. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - JAN73 77P* 

DESCRIPTORS - ♦CAREER EDUCATION; CAREER 
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OPPORTUNITIES; ♦GUIDES; ^TEACHING GUIDES; 
PKIHARY GRAOiiS; INTEKMEOIATE GRADES; 
SECCNUARY grades; ♦INTEGRATED CURRICULUM; 
LEARNING ACTIVITIES; XCUPATIONS; 
OCCUPATIUNAL INPURMATION; RESOURCE MATERIALS 
IDENTIFIERS - CAKEEH AWARENESS 

ABSTRACT - THIS BUOKLET CONTAINS EXAMPLES 
FROM SEVENTEEN DIFFERENT CAREER EDUCATION 
GUIDES DEVELOPED BY TEACHERS IN A WISCONSIN 
PUBLIC SCHOOL SYSTEM. THE PURPOSE OF THE 
GUIDES MAS TO PROVIDE TEACHERS AT ALL LEVELSt 
KINDERGARTEN THROUGH GRAD^ 12f WITH SOME 
GENERAL IDEAi FOR THE INTEGRATION OF CAREER 
EDUCATION INTO THE REGULAR CURRICULUM. THE 
ELEMENTARY GUIUES ARE DESIGNATED BY GRADE 
LEVEL WHILE THE SECONDARY LEVEL GUIDES 
INDICATE THE SUBJECT AREA WHERE THE CAREER 
EDUCATION UNITS WOULD BE MOST USEFUL. THE 
FORMAT OF EACH GUIDE SAMPLE VARIES SLIGHTLY; 
HOHEVER9 MOST GUIDES CONTAIN A LIST OF 
CONCEPTS TO BE TAUGHTf A STATEMENT OF 
SPECIFIC OBJECTIVES* A METHOD OF PRESENTATION 
AND RELATES ACTIVITIES* AND SUGGESTED 
RESOURCES. <KHI 

VT 020 190 

JAMESON* ROBERT 

THE PROFESSIONAL JUB HUNTING SYSTEM: WORLD'S 
FASTEST WAY TO GET A bETTER JOB. 

PERFORMANCE DYNAMICS* INC. VERONA9 N.J. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
PERFORMANCE DYNAMICS* INC.* PUBLISHING 
OIVISIUNt 17 GROVE AVENUE* VERONA 9 NEW JERSEY 

f>Ufl DATE - lSfcP72 280P. SECOND EDITION. 

descriptors - *job application; ♦employment 
interviews; job market; competitive 
selection; employers; ^employment services; 

*CAkEER change; OCCUPATIONAL MOBILITY; 
♦PROFESSIONAL PERSONNEL; ADMINISTRATIVE 
PERSONNEL 

ABSTRACT - THIS IS A "HOW TO" BOOK PRESENTING' 
TECHNIQUES AND CONCEPTS ADVOCATED FOR 
LOCATING AND SECURING A JOB IN A 
PROFESSIONAL* MANAGERIAL* OR EXECUTIVE 
CAPACITY. IT IS DIRECTED TOWARD THE STRATEGY 
AND SYSTEMATIC EXECUTION DF A PROFESSIONAL 
JCb-HUNTING EFFORT. THE BASIS OF THE JOB 
CAMPAIGN TECHNIQUES DESCRIBED IS THAT THEY 
EVOLVE FROM A VIEW OF JOB HUNTING AS A 
COMPETITIVE SITUATION. MOST INDIVIDUALS ARE 
WEAK IN THAT THEY PURSUE A NEW OCCUPATION IN 
A HAPHAZARD* UNPROFESSIONAL MANNER. A 
CAREFULLY PLANNED APPROACH SHOULD ENABLE THE 
JCB HUNTER TO OBTAIN MORE INTERVIEWS AND 
OFFERS' THAN HIS COMP ET IT I Uii. nCLUOED IS 
INFORMATION ON PLANNING THE JOB CAMPAIGN* 
SAMPLES OF LETTERS AND RESUMES* ADVICE ON 
INTERVIEWS* ANl; LISTS OF MAJOR PERSONNEL 
AGENCIES AND OF MAJOR EMPLOYERS THROUGHOUT 
THE COUNTf.Y. THE BOOK DOES NOT CONTAIN 
COUNSErLING ON CAREER GOALS OR CHOICE. IT MAY 
BE OF INTEREST TO GRADUATING SENIORS OR TO 
SENIOR EXECUTIVES CHANGING POSITIONS. CMF) 

VT 020 273 

NATIONAL APPRENTICESHIP STANDARDS FOR THE 
RETAIL MEAT CUTTING INDUSTRY. 

^RirCAN FEDERATION OF LABOR AND CONGRESS OF 
is^^TRIAL ORGAN IZAT IONS t WASHINGTON* D.C. ; 



AMALGAMATED MEAT CUTTERS AND BUTCHER WORKMEN 
OF N. AMERICA (AFL-CIOli WASHINGTON* D.C. 
MANPOWER ADMINISTRATION CDOLIf WASHINGTON* 
D.C. BUREAU OF APPRENTICESHIP AND TRAINING. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 72 25P. 

DESCRIPTORS - *STANDARDS; ♦APPRENTICESHIPS; 
♦ENTRY WORKERS; VOCATIONAL EDUCATION; ♦TRADE 
ANC INDUSTRIAL EDUCATION; MEAT; MEAT PACKING 
industry; INSTRUCTIONAL PROGRAMS; WORK 
EXPERIENCE 

IDENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS 

ABSTRACT - DEVELOPED BY THE AMALGAMATED MEAT 
CUTTERS AND BUTCHER WORKMEN OF NORTH AMERICA* 
AFL-CIO AND PARTICIPATING RETAIL EMPLOYERS* 
THESE NATIONAL STANDARDS ARE INTENDED TO BE 
UTILIZED AS A GUIDE BY MANAGEMENT ANO LABOR 
LOCALLY FOR THE ESTABLISHMENT OF 
APPRENTICESHIP PROGRAMS TO PRODUCE TRAINED 
RETAIL MEAT CUTTERS. RECOMMENDED STANDARDS 
COVER APPRENTICESHIP COMMITTEES* BOTH 
NATIONAL AND LOCAL* AND SUCH PROGRAM 
SPECIFICS AS WAGES* WORKING CONDITIONS* 
EXAMINATION AND INSTRUCTION OF APPRENTICES* 
ACCIDENT PREVENTION* AND OBLIGATIONS OF 
APPRENTICES. THE APPENDIXES INCLUDE A COPY OF 
THE APPRENTICESHIP AGREEMENT* A LIST OF WORK 
PROCESSES TO BE LEARNED BY THE APPRENTICE. A 
SAMPLE RECORDKEEPING SYSTEM* FEDERAL LAWS AND 
REGULATIONS GOVERNING THE EMPLOYMENT DF 
APPRENTICES* ANO ADDRESSES OF APPRENTICESHIP 
AGENCIES. (KHI 

VT 020 279 

SUTTLES* PARTICIA H.* ED. 

ELEMENTARY TEACHERS GUIDE TO FREE CURRICULUM 
MATERIALS. 

EDUCATORS PROGRESS SERVICE* INC.* RANDOLPH* 
WIS. 

DOCUMENT NOT AVAILABLE FROM EDRS. 

EDUCATORS PROGRESS SERVICE* INC.* RANDOLPH* 

WISCONSIN 33956 

PUB DATE - 72 ^OQP. TWENTY-NINTH EDITION.' 

DESCRIPTORS - ♦RESOURCE GUIDES; 
♦INSTRUCTIONAL MATERIALS; ELEMENTARY GRADES; 
AEROSPACE education; BUSINESS EDUCATION; 
ENVIRONMENTAL EDUCATION; FINE ARTS; GUIDANCE; 
HEALTH EDUCATION; HOME ECONOMICS EDUCATION; 
LANGUAGE ARTS; SOCIAL STUDIES; AUDIOVISUAL 

Aics; sciences; arithmetic; ♦annotated 

BIBLIOGRAPHIES 

identifiers - CAREER AWARENESS 

ABSTRACT - DEVELOPED BY THE EDUCATORS 
PROGRESS SERVICE* INC. FOR ELEMENTARY SCHOOL 
TEACHERS* THIS GUIDE TO FREE CURRICULUM 
MATERIALS REPRESENTS THE 19TH ANNUAL EDITION 
BY THE SERVICE AGENCY. SUBJECT ARBLS 
REPRESENTED IN THIS GUIDE INCLUDE THE 
FOLLOWING: Cll ACCIDENT PREVENTION AND 
SAFETY* (2> AEROSPACE EDUCATION* i 3) BUSINESS 
EDUCATION* {r^\ CLUBS* HOBBIES* SCOUTING* AND 
SPECIAL DAYS. (5) COMMUNICATIONS AND 
TRANSPORTATION* C6I ENVIRONMENTAL EDUCATION* 
C7) FINE ARTS* Cd) GUIDANCE* (9) HEALTH AND 
PHYSICAL EDUCATION* CiO) HOME ECONOMICS* (HI 
INDUSTRIAL EDUCATION* C12I LANGUAGE ARTS AND 
ARITHMETIC* (13) SCIENCE* 114) SOCIAL 
STUDIES* (131 VISUAL AND AUDIOVISUAL AIDS. 
ALSO INCLUDED ARE A TEACHER REFERENCE AND 
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PROFESSIONAL GRONTH MATERlACSt T|TLE« 
SUBJECT* AND SOUHCE INDEX. (QL) 

VT 020 331 

CAREER EDUCATION RESOURCE GUKDE: ORAOES 
PREPARING FOR THE WORLD OF WORK. 

GREENWOOD PUBLIC SCHOOLSt MISS. 
DOCUMENT NUT AVAILABLE FROM EORS. 
PUB DATE - 73 129P. 

DESCRIPTORS - *RESOURCE GUIDES; TEACHING 
guides; ELEMENTARY GRADES; ^RESOURCE 

materials; intermediate grades; services; 
social sciences; ♦occupational information; 
hioccupatlons; >^cakeer education; careers; 
integrated curriculum 
identifiers - ^career awareness; attitudes 

appreciations; greenwood public SCHOOLS 
MISSISSIPPI 

ABSTRACT - THIS SPIRAL-BOUND RESOURCE GUIDE 
FOR GRADES 1-d WAS DEVELOPED BY A MISSISSIPPI 
PUBLiC SCHOOL SYSTEM AS PART OF A CAREER 
PROJECT DURING THE SCHOOL YEAR 1972-1973. 
INTENDED TO BE USED BY THE TEACHERt ITS 
PURPOSE IS TO SUGGEST METHODS OF INTEGRATING 
CAREER AWARENESS ANO CAREER EXPLORATION 
ACTIVITIES INTO THE EXISTING ELEMENTARY 
SCHOOL CURRICULUM. THE GUIDE CONTAINS A 
SERIES OF TEACHING UNITS ORGANIZED FOR TWO 
LEVELS: PRIMARY (GRADES l-^)f AND MIDDLE 
SCHOOL (GRADES 5-8). EACH OF THE ^0 UNITS 
CONCERNS ONE OCCUPATION UR PRODUCT AND 
PRESENTS OBJECTIVES FOR STUDENT LEARNINGt 
SUGGESTED ACTIVITIES DESIGNED TO FACILITATE 
THAT LEARNING, AND A LIST OF RELATED RESOURCE 
MATERIALS. THE CLOSING SECTION CONTAINS 
SUGbESTlONS FOR PLANNING FIELD TRIPS AND 
CONTACTING RESOURCE SPEAKERS. CKH) 

VT 020 435 

PROJECT PEOPLE. PERSONAL ENHANCEMENT 
OCCUPATIONAL PREPARATION THROUGH LIFE 
CENTERED EDUCATION. 

BOWLING GREEN INDEPENDENT SCHOUL DISTRICT, 
K Y . 

KENTUCKY STATE DEPT. OF EDUCATION, FRANKFORT. 
BUREAU OF VOCATIONAL EDUCATION. 
MF AVAILABLE. IN VT-ERIC SET. 

PUB DATE - 71 21P. MATERIAL MAS DEVELOPED 
AT 1971 SUMMER WORKSHOP AT BO<f^L ING GREEN CITY 
SCHOOLS. THE BROCHURE ALSO INCLUDES UPDATES 
FROM 1972 SUMMER WORKSHOP. 

DESCRIPTORS - ♦PROGRAM GUIOE'V; *PROGRAM 
DEVELOPMENT; ♦CAREER EDUCATION; CAREER 
OPPORTUNITIES; ♦CURRICULUM ENRICHMENT; 
♦CURRIGOLUM PLANNING; OCCUPATIONAL CLUSTERS; 
OCCUPATIONAL GUICANCE; ELEMENTARY GRADES; 
SECONDARY GRADES 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS PROGRAM GUIDE, DESIGNED BY 
TEACHERS AND ADMINISTRATORS IN THE BOWLING 
GREEN CITY SCHOOLS, PRESENTS A PLAN FOR 
EXPANSION OF THE EXISTING CURRICULUM TO 
PROVIDE CAREER ORIENTATION AND TRAINING FOR 
ALL STUDENTS IN THE SYSTEM. DIVIDED BY GRADE 
LEVELS INTO FOUR STAGES OF BASIC CAREER 
AWARENESS, THE PRCJECT INCLUDES A PLAN FOR 
''^•^.f'* FINING OF PERSONNEL, A LIST OF 
roi^ilONAL RESPONSIBILITIES OF TEACHERS, 
iCI\lL>.ORS, ANO AOMINIStRATORS IN 



IMPLEMENTING THE PROGRAM, ANO A GUIDE TO THE 
OCCUPATIONAL CLUSTERS TO BE EXAMINED AT EACH 
GRADE LEVEL. THE USE OF COMMUNITY RESOURCES 
TO ENRICH THE PROGRAM IS EMPHASIZED* CKHI 

VT 020 475 

SULLIVAN, GEORGE 
HOW DO THEY RUN IT? 

DOCUMENT NOT AVAILABLE FROM :-ORS. 

THE WESTMINSTER PRESS, WlTh^,^SPO0N BLDQ., 

PHILADELPHIA, PA. 19107 (i5.50l 

PUB DATE - 71 128P. 

DESCRIPTORS - ♦MANAGEMENT; ♦BUSINESS; ♦CAflEER 
OPPORTUNITIES; ♦CAREERS; BOOKS; SERVICES; 
OCCUPATIONAL INFORMATION; RCfAlLING; 
MARKETING 

IDENTIFIERS - CAREER AWARENESS; ECONOMIC 
AWARENESS 

ABSTRACT - PUBLISHED BY A COMMERCIAL 
ORGANIZATION, THIS HARDBACK BOOK IS WRITTEN 
FOR YOUNG READERS AS AN INTROOXTION TO THE 
WORLD OF MANAGEMENT ANO A PRESENTATION OF 
CAREER IDEAS. THE BOOK DETAILS THE OPERATION 
OF ELEVEN DIFFERENT AMERICAN BUSINESS 
ENTERPRISES ANO PUBLIC SERVICE I NSTITUT IONS t 
INCLUDING A BOWLING ALLEY, A RESTAURANT, A 
SUPERMARKET, AN AIRPORT, AND A DEPARTMENT 
STORE. THE PROBLEMS OF EACH BUSINESS AT^E 
PRESENTED AS WELL AS THE DAY-TO-OAY 
OPERATIONS SUCH AS HIRING, SELLING, 
ADVERTISING, RECORDKEEPING, AND MAINTENANCE. 
MANY PHOTOGRAPHS ILLUSTRATE EACH SECTION OF 
THE BOOK. (KH) 

VT 020 476 

0»KANE, O^CK 

THE MAKING OF AN AIRCRAFT MECHANIC. 

DOCUMENT NOT AVAILABLE FROM EDRS. 

THE WESTMINSTER PRESS, WlTHERSPOON BLOG., 

PHILADELPHIA, PA 19107 (i4.95l 

PUB DATE - 70 123P. 

DESCRIPTORS - ♦CAREER OPPORTUNITIES; CAREER* 
planning; ♦EMPLOYMENT QUALIFICATIONS; 
♦GUIDES; ♦OCCUPATIONAL INFORMATION; ENTRY 
WORKERS; ♦AVIATION MECHANICS 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - WRITTEN BY AN AUTHOR WITH WIDE 
EXPERIENCE IN BUSINESS AND ADVERTISING, THIS 
HARDBACK BOOK IS DIRECTED MAINLY TO HIGH 
SCHOOL STUDENTS CONSIDERING A CAREER IN 
AIRCRAFT MECHANICS. THE BOOK PRESENTS 
QUALIFICATIONS FOR EMPLOYKHNT, VARIOUS 
METHODS OF OBTAINING THE NECESSARY TRAINING 
AND EXPERIENCE, A CLOSE EXAMINATION OF AN 
AIRCRAFT MECHANIC'S DAILY ROUTINE, AND PAY 
AND BENEFITS TO BE EXPECTED IN THE FIELD. 
MANY PHOTOGRAPHS DEPICTING DUTIES OF THE 
MECHANIC ILLUSTRATE THE TEXT. THE APPENDIX 
CONTAINS A LIST OF APPROVED AIRCRAFT 
MECHANIC'S SCHOOLS, ORGANIZED BY GEOGRAPHIC 
REGION. (KH) 

VT 020 480 

FLUID POWER TECHNOLOGY: A SUGGESTED 2- YEAR 
POST HIGH SCHOOL CURRICULUM. TECHNICAL 
EDUCATION PROGRAM. 

FLUID POWER FOUNDATION, INC«, GARDEN CITY, 
N.Y. 
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MF AVAILABLE IN VT-ERIC SET« 

THE FLUID POHER FOUNOATlONt INC.t 600 OLD 

CCONTKV RUAO9 GARDbN CITYt NEM YORK 11530 

l$6.00i 

PUB DATE - JAN72 iZ'fP. 

DESCKIPTOKS - ♦TECHNICAL EDUCATION; 
CURRICULUM PLANNING; ♦CURRICULUM DEVELOPMENT; 
POST Sf-XQNDARV EDUCATION; ♦PROGRAM GUIDES; 
♦ CARbER bUUCATION; ♦FLUID POWER EOUCAIION 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - A PRIVATE NUN-PROFIT INDUSTRIAL 
INSTITUTION PREPARED THIS GUIDE AS A 
SUGGESTED 2-YEAR POST-HIGH SCHOOL CURRICULUM 
TO 6t USED BY EDUCATIONAL PLANNERS AND 
ADMINISTRATORS IN THE DEVELOPMENT OF FLUID 
POWER TECHNICIAN EDUCATIONAL PROGRAMS. THE 
GUIDE OFFERS SUGGESTED COURSE OUTLINESt A 
SEUUuNCE OF lECHNICAL EDUCATION PROCEDURE* 
LABORATORY LAYOUTS^ LISTS OF LABORATORY 
EQUIPMENT AND COST, SUGGESTED TEXTS, 
REFERENCES* AUDIO^VISUAL AIDS, AND A SELECTED 
LIST OF SCIENTIFIC AND TECHNICAL SOCIETIES 
CONCERNED WITH FLUID POWER TECHNOLOGY. (KHI 

VT 020 462 

ttUTLERf RICHARD T.; SMiTHt WILLIAM J. 
GUIDELINES FOR AVIATION EDUCATION IN SCHOOLS 
Uf PENNSYLVANIA WITH ANNOTATED TEACHER" S 
COURSE OF STUDY AND PLANNING CHART.^ 

PENNSYLVANIA STATF DEPT. OF ECUCATlONt 
HAKPIS6URG. 

MF AVAlLAtJLE IN VT-ERIC SET. 
PUB DATE - 71 32P. 

DESCRIPTORS - ^GUIDELINES; ^CURRICULUM 
GUIDES; ^TEACHING GUIDES; ♦AEROSPACE 
education; CURRICULUM PLANNING; ♦CAREER 
UFPOkTUNITIES; SECONDARY GRADES; 
TRANSPORTATION 

IC/ENTIFIERS - CAREER AWARIiNESS 

ABSTkACT - TWO AVIATION EDUCATION CONSULTANTS 
WROTE THIS CURRICULUM GUIDE TO GIVE DIRECTION 
ANO PROVIDE COORDINATION FOR THE AVIATION 
EDUCATION PROGRAM IN THE PENNSYLVANIA 
SCHOOLS. DESIGNED AS A FULL YEAR'S COURSE OF 
STUDY AT THE HIGH SCHOOL LEVEL, THE PROGRAM 
DEALS ^ITH CONCEPTS REE ACTIVITIES, AND 
CAREERS IN AVIATION. THE GUIDE CONTAINS 
TEACHING PROCEDURES, GENERAL LESSON OUTLINES, 
AND A TEACHER'S ANNOTATED COURSE OF STUDY 
DETAIL IiMG OBJbCTiVESi METHODS, AND RESOURCES 
FOR EACH UF SEVEN TEACHING UNITS. A TEACHER'S 
PLANNING CHART IS PROVIDED TO AIO THE 
CLASSROOM TEACHER IN PLACING THE UNITS IN 
PROPER PfcRSPECTIVE WITHIN THE SCHOOL YEAR. 
(KH) 

VT 020 ^85 

DHAPE'k, A.m. LESLIE 

CAREER GUIDcS FOR ENTRY OCCUPATIONS IN DATA 
PROCESSING. 

CALIFORNIA OCCUPATIONAL ANALYSIS FIELD 

CENTER, LOS ANGELES. 

MF AVAILABLE IN VT-ERIC SET. 

Dc-6iay-A-<^ 

PUD DATE - FEB73 19P. REVISION I. 

DtSCRIPfORS - ♦CAREER OPPORTUNITIES; ♦ENTRY 
U O ; ♦CAREER LADDERS; CAREER CHOICE; 

♦FRir"TiONAL information; vocational 



EDUCATION; ♦DATA PROCESSING OCCUPATIONS 
IDENTIFIERS - BEGINNING COMPETENCE 

ABSTRACT - DEVELOPED BY AN OCCUPATIONAL 
ANALYST* THIS CAREER GUIDE IDENTIFIES 
REPRESENTATIVE ENTRY OCCUPATIONS IN DATA 
PROCESSING TO AID THOSE CONSIDERING A CAREER 
IN THE FIELD. A GENERAL OUTLINE OF BENEFITS, 
TRAINING, AND HIRING REQUIREMENTS FOR WORKERS 
IN COMPUTER-RELATEO OCCUPATIONS IS FOLLOWED 
BY SPECIFIC INFORMATION ON VARIOUS ASPECTS OF 
DATA PROCESSING. INCLUDED FDR EACH OCCUPATION 
IS A CAREER LADDER DETAILING OPPORTUNITIES 
FOR ADVANCEMENT THROUGH EXPERIENCE ANO 
TRAINING. A WORKSHEET IS PROVIDED AT THE ^NO 
OF THE GUIDE FOR USE IN ADOING LOCAL AREA 
INFORMATION TD THE GENERAL DATA OF THE GUIDEa 
THIS MATERIAL MAY BE USEFUL TO VOCATIONAL 
COUNSELORS AS WELL AS TO CLASSROOM TEACHERS. 
(KH) 

VT 020 487 

RI6ACK, LINDA B. 

CAREER GUIDES FOR ENTRY OCCUPATIONS IN 
BANKING. 

CALIFORNIA OCCUPATIONAL ANALYSIS FIELD 

CENTER, LOS ANGELES. 

MF AVAILABLE IN VT-ERIC SET. 

0E-6289-A-1 

PUB DATE - APR70 21P. 

DESCRIPTORS - ♦CAREER OPPORTUNITIES; ♦ENTRY 
WORKERS; ♦BANKING; ♦CAREER LADDERS; CAREER 
CHOICE; ♦OCCUPATIONAL INFORMATION; VOCATIONAL 
EDUCATION 

IDENTIFIERS * BEGINNING COMPETENCE 

ABSTRACT - DEVELOPED BY AN OCCUPATIONAL 
ANALYST, THIS CAREER GUIDE IDENTIFIES 
REPRESENTATIVE ENTRY OCCUPATIONS IN BANKING 
TO AID THOSE fONSIOERING A CAREER IN THE 
FIELD. A GENERAL OUTLINE OF BENEFITS, 
TRAINING, AND HIRING REQUIREMENTS FOR BANKING 
EMPLOYEES IS F0LL3MED BY SPECIFIC INFORMATION 
ON VARIOUS AREAS OF BANK WORK. INCLUDED FOR 
EACH OCCUPATION IS A CAREER LADDER DETAILING 
OPPORTUNITIES FOR ADVANCEMENT THROUGH 
EXPERIENCE ANO TRAINING. A WORKSHEET. IS 
PROVIDED AT THE END OF THE GUIDE FOR USE IN 
ADDING LOCAL AREA INFORMATION TO THE GENERAL 
DATA OF THE GUIDE. THIS MATERIAL MAY BE 
USEFUL TO VOCATIONAL COUNSELORS AS WELL AS 
CLASSROOM TEACHERS. (KH) 



VT 020 486 
ENGEL, LARAINE 

CAREER GUIDES FO^ ENTRY OCCUPATIONS IN DENTAL 
HEALTH. 

CALIFORNIA OCCUPATIONAL ANALYSIS FIELD 
CENTER, LOS ANGELES- 
MF AVAILABLE IN VT-ERIC SET. 
DE-6289-A-1 I 

PUB DATE - JUL72 22P. <7-72l REVISION. 

DESCRIPTORS - ♦CAREER OPPORTUNITIES; ♦ENTRY 
WORKERS; ♦CAREER LADDERS; CAREER CHOICE; 
♦OCCUPATIONAL INFORMATION; VOCATIONAL 
EDUCATION; DENTAL HEALTH; DENTAL HYGIENISTS; 
♦ HEALTH OCCUPATIONS EDUCATION 
IDENTIFIERS - BEGINNING COMPETENCE 

ABSTRACT - DEVELOPED BY AN OCCUPATIONAL 
ANALYST, THIS CAREER GUIOE IDENTIFIES 
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REPRESbNTATIVE ENTRY XCUPATIONS IN DENTAL 
HEALTH IN ORDER TO AID THOSE CONSIDERING A 
CAREER IN THE FIELD* A GENERAL OUTLINE DF 
ttENEFITSt TRAINING* AND HIRING REQUIREMENTS 
FCR WORKERS IN DENTAL HEALTH IS FOLLOMEQ BY 
SPECIFIC INFORMATION ON VARIOUS DENTISTRY- 
RELATED OCCUPATIONS. INCLUDED FOR EACH 
OCCUPATION IS A CAREER LADDER DETAILING 
QPP0RT0f4ITIES FO^ ADVANCEMENT THROUGH 
EXPERIENCE AND TRAINING. A WORKSHEI NFORMAT ION 
TO THE GENERAL DATA OF THE GUIDE. THIS 
MATERIAL MAY b£ UET IS PROVIDED AT THE END OF 
THE GUIDE FOR USE IN ADDING LOCAL AREA SEFUL 
TC VOCATIONAL COUNSELORS AS WELL AS TO 
CLASSROOM TEACHERS. (KH^ 



SCHOOL SYSTEM FOR FIELD TESTING PURPOSES. THE 
GUIDE MAS DESIGNED TO ASSIST STUDENTS IN 
DEVELOPING A REALISTIC APPROACH TO THEIR OWN 
CAREERS THROUGH PLANNED CONTACT WITH 
OCCUPATIONS IN HOME ECONOMICS. CAREER 
DEVELOPMENT ACTIVITIES ARE LISTED BY 
SUGGESTED GRADE LEVEL* STATING BROAD 
OBJECTIVES^ SPECIFIC BEHAVIORAL OBJECTIVES* 
TEACHING TECHNIQUES* AND RESOURCE MATERIAL 
NEEDED* SOME OF THE ACTIVITIES ARE 
SUPPLEMENTED BY BULLETIN BOARD SUGGESTIONS 
AND SAMPLE STUDENT WORKSHEETS. APPENDIXES 
INCLUDE GUIDELINES FOR FIELD TRIPS AND 
RESOURCE PERSONS AND A LIST OF SUPPLIERS OF 
RESOURCE MATERIALS. <KH) 



VT 020 490 
FENTEN* O.X. 

THE MAKING OF A POLICE OFFICER* 

DOCUMENT NOT AVAILABLE FROM EDRS. 

THE WbSTMlNSTEK PRESS* WITHERSPOON 6LDG.* 

PHILADELPHIA* PA. 19107 ($4.95) 

PUB DATE - 72 122P. 

DbSCKlPTOKS - ♦CAREER OPPORTUNITIES; *LAW 
ENFORCiiMENT; ♦POLICE; CAREER PLANNING; 
♦FMPLUYMENT QUALIFICATIONS; GUIDES; HUMAN 
SERVlCtS; -^OCCUPATIONAL INFORMATION; ENTRY 

WORKERS 

IDENTIFIERS - CAREER AWARENESS 

AbSTRACT - WRITTEN BY A HIGH SCHOOL TEACHER 
OF COMMUNICATIONS* THIS HARDBACK COMMERCIAL 
PUBLICATION IS INTENDED TO SHOW POTENTIAL 
CANDIDATES ALL ThAT IS INVOLVED IN THE 
TRAINING OF A POLICE OFFICER. DUTIES OF MANY 
DIFFERENT SERVICES ARE DESCRIBED — FROM FOOT 
PATROLMAN TO DETECTIVE* iNCLUO.{NG SUCH 
SPECIALTIES AS BALLISTICS* NARCOTICS WORK* 
PHOTOGRAPHY* AND HARBOR PATROL. INCLUDED IN 
THE UUOK ARE QUALIFICATIONS FOR APPLICANTS; 
THE PHYSICAL* LEGAL* TECHNICAL9 AND 
SOCIOLOGICAL TRAINING REQUIRED; AND TYPICAL 
COURSES AND PROGRAMS OF WORK. MANY 
PHOTOGRAPHS DEPICTING VARIOUS ASPECTS OF 
PCLICE WORK ACCOMPANY THE WRITTEN TEXT. THE 
APPENDIX includes: (i) POLICE OFFICER SAMPLE 
TEST QUESTIONS, (2> SALARY RATES OF THE NEW 
YORK CITY POLICE DEPARTMENT* AND (3) A LIST 
OF UNIVERSITIES AND JUNIOR COLLEGES OFFERING 
COURSES IN POLICE SCIENCE. (KH) 

VT 020 500 

SELLANU* LARRY, AND OTHERS 

GUIDELINE OF CAREER EDUCATION ACTIVITIES. 

JUNIOR HIGH HOME ECONOMICS. 

BISMARCK PUBLIC SCHOOL DISTRICT I* N* DAK.; 
NORTH DAKOTA STATE BOARD FOR VOCATIONAL 
EDUCAnuN* BISMARCK. 

OFFICE OF EDUCATION (DHEW), WASHINGTON* D*C* 
WF AVAILABLE IN VT-ERIC SET. 
PUB DATE - SEP72 99P. 

DESCRIPTORS - ^TEACHING GUIDES; ^GUIDELINES; 
SECO:^DARY grades; 41HOME ECONOMICS EDUCATION; 
♦CAREER OPPORTUNITIES; ♦CAREER EDUCATION; 
HUMAN SERVICES; RESOURCE GUIDES; LEARNING 
ACTIVITIES; HOME ECONOMICS TEACHERS (p 
IDENTIFIERS " CAREER AWARENESS ^ 

ABSTRACT - THIS GUIDELINE OF CAREER EDUCATION 
/*""^"IES IN JUNIOR HIGH HOME ECONOMICS WAS 
(rRir^ O BY PERSONNEL IN A NORTH DAKOTA 



VT 020 501 

SELLANO* LARRY* AND OTHERS 

GUIDELINE OF CAREER EDUCATION ACTIVITIES. 

ELEMENTARY. FIRST. 

BISMARCK PUBLIC SCHOOL DISTRICT \f N. OAK*; 
NORTH DAKOTA STATE BOARD FOR VOCATIONAL 
EDUCATION* BISMARCK. 

OFFICE 0.F EDUCATION (DHEW)* WASHINGTON* O.C* 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - SEP72 I53P. 

DESCRIPTORS - ♦CAREER EDUCATION; GRADE 1; 
♦TEACHING GUIDES; CURRICULUM GUIDES; 
♦INTEGRATED CURRICULUM; ♦LEARNING ACTIVITIES; 
BEHAVIORAL OBJECTIVES; RESOURCE GUIDES; 
ATTITUDES 

IDENTIFIERS - CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 

ABSTRACT - THESE GUIDELINES FOR CAREER 
EDUCATION ACTIVITIES IN THE FIRST GRADE WERE 
COMPILED BY PERSONNEL IN A NORTH DAKOTA 
SCHOOL DISTRICT FOR FIELD TESTING PURPOSES. 
THE ACTIVITIES ARE REFERENCE MATERIALS 
INTENDED TO BE INTEGRATED WITH THE SCHOOL 
CURRICULUM IN ORDER TO MAKE THE STUDENTS MORE 
AWARE OF THE WORLD OF WORK. EACH ACTIVITY 
CONTAINS THE BROAD CONCEPT TO BE TAUGHT* 
SPECIFIC BEHAVIORAL OBJECTIVES* SUGGESTED 
TEACHING TECHNIQUES* AND RESOURCE MATERIALS 
TO BE USED SELECTIVELY. TO FACILITATE USE OF 
THE MANUAL* THE TABLE OF CONTENTS LISTS BOTH 
THE SUBJECT AREAS AND THE OBJECTIVE AREAS. 
APPENDIXES include: (II GUIDELINES FOR USING 
RESOURCE PERSONS* (21 A FIELD TRIP GUIDE* AND 
(3) ADDRESSES OF RESOURCE MATERIAL SUPPLIERS* 
(KH) 



VT 020 507 

CONSTRUCTION CLUSTET^ VOLUME I. WOOD 
STRUCTURAL FRAMING. VOCATIONAL EDUCATION 
PRGGRAM OF STUDIES* 

PENNSYLVANIA STATE DEPT. OF JUSTICE* 
HARRISBURG. BUREAU OF CORRECTION. 
MF AVAILABLE IN VT-ERIC SET* 
PUB DATE - 1JAN71 IBBP* 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦VOCATIONAL EDUCATION; ♦TEACHING GUIDES; 
CONSTRUCTION INDUSTRY; ♦TRADE AND INDUSTRIAL 
education; programed UNITS; CAREER EDUCATION; 
♦WOODWORKING 

IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THE FIRST OF SEVEN VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING WITH 
CONSTRUCTION INDUSTRY SKILLS* THIS 
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INSTRUCTOR'S GUIDE FOR THE TEACHING OF WOOD 
STRUCTURAL FRAMING WAS DEVELOPED BY THE 
PENNSYLVANIA BUREAU UF CORRECTION. PLANNED 
FCR APPK0XIMAT6LY ONE MONTH OF STUDYt IT 
CONTAINS ^0 INSTRUCTIONAL UNITSt EACH HAVING 
ONE OR HOKE LE;SSONS. EACH UNIT IS DESIGNED TO 
INCLUDE THREE HOURS OF TECHNICAL LABORATORY 
EXPERIENCE AND THREE HOURS OF RELATED STUDY 
IN SCIENCE! MATHEMATICS! COMMUN IC AT lUNS « AND 
SOCIAL SCIENCES AS PART OF AN INTEGRATED 
CURRICULUM. THt UNITS OFFER THE INSTRUCTOR 
THE ESSENTIAL MATERIALS* SuCH AS THE AIMS OF 
THE UNIT, INSTRUCTIONAL AIDS» TOPICAl OUTLINE 
ANC ACTIVITIbSt SUGGESTED TIME SEQUENwE, 
EVALUATION GUIDELINES, SUMMARY, AND 
RbFERENCES;^ A dlBLlOORAPHY IS INCLUDED AT THE 
ENU OF THE VOLUME AS RECOMMENDED ADDITIONAL 
SOURCES OF INFORf'ATI.ON. RELATED TEACHING 
OUIDcS ARE AVAILABLE IN THIS ISSUE AS VT 020 
t>08-VT U^O i)l3. (KH) 

VT 020 308 

CCNStRUCTION CLUSTER VOLUME II. MASONRY WORK. 
VOCATIONAL EDUCATION PROGRAM OF STUDIES. 

PENNSYLVANIA STATE DEPT. OF JUSTICE, 
HARKISBURG. BUREAU OF CORRECTION. 
MF AVAILAbLE IN VT-ERIC SET. 
PUB DATE - iJAN/l 174P. 

DESCRIPTORS - * I NSTRUCT lONAL MATERIALS; 
♦VOCATIONAL EDUCATION; ♦TEACHING GUIDES; 
CONSTRUCTION INDUSTRY; ♦TRADE AND INDUSTRIAL 
EDUCATION; PRUGRAMED UNITS; CAREER EDUCATION; 
♦MASONRY 

IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THE SECOND OF SEV£N VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING WITH 
CCNSTRUCTIUN iNDLSTRY SKILLS, THIS 
INSTRUCTOR'S GUIDE FOR THE TEACHING OF 
MASONRY WORK WAS DEVELOPED 8Y THE 
PENNSYLVANIA BUREAU OF CORRECTION. PLANNED 
FOR APPROXIMATELY ONE MONTH OF STUDY, IT 
CONTAINS 20 INSTRUCTIONAL UNITS, EACH HAVING 
ONE OR MORE LESSONS. EACH UNIT IS DESIGNED TO 
INCLUDE THREE HOURS OF TECHNICAL LABORATORY 
EXPERIENCE AND THREE HOURS OF RELATED STUDY 
IN SCIENCE, MATHEMATICS, COMMUN IC AT IONS t AND 
SOCIAL SCIENCES AS PART OF AN INTEGRATED 
CURRICULUM* THE UMTS OFFER THE INSTRUCTOR 
THE ESScNTIAL MATERIALS, SUCH AS THE AIMS OF 
THc UNIT, INSTRUCTIONAL AIDS, TOPICAL OUTLINE 
ANO ACTIVITIES, SUGGESTED TIME SEQUENCE, 
EVALUATION GUIOELINES, SUMMARY, AND 
REFERENCES. A blBLiUGRAPHY IS INCLUDED AT THE 
END OF THE VOLUME AS RECOMMENDED ADDITIONAL 
SOURCES UF INFORMATION. RELATED TEACHING 
GUIDtiS AKE AVAILAbLE IN THIS ISSUE AS VT 020 
5O7-VT'O20 !>13. IKH) 

VT 020 509 

CONSTRUCTION CLUSTER VOLUME III. PLUMBING. 
VCCATIUNAL EDUCATION PROGRAM OF STUDIES. 

PENNSYLVANIA STATE DEPT. OF JUSTICE, 
HARRiSBUKG. BUREAU OF CORRECTIUN. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - IJANVi 23BP. 

DESCRIPTORS - * I NSTRUCT lONAL MATERIALS; 
♦VOCATIONAL EDUCATION; ^TEACHING GUIDES; 
CONSTRUCTION INDUSTRY; ♦TRADE AND INDUSTRIAL 
E O 3N; PROGRAMED UNITS; CAREER EDUCATION; 



IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THE THIRD OF SEVEN VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING WITH 
CONSTRUCTION INDUSTRY SKILLS, THIS 
INSTRUCTOR'S GUIDE FOR THE TEACHING OF 
PLUMBING WAS DEVELOPED BY THE PENNSYLVANIA 
BUREAU OF CORRECTION. PLANNED FOR 
APPROXIMATELY ONE MONTH OF STUDY, IT CONTAINS 
20 INSTRUCTIONAL UNITS, EACH HAVING ONE OR 
MORE LESSONS, EACH UNIT IS DESIGNED TO 
INCLUDE THREE HOURS OF TECHNICAL LABORATORY 
EXPERIENCE AND THREE HOURS OF RELATED STUDY 
IN SCIENCE, MATHEMATICS, COMMUNICATIONS, AND 
SOCIAL SCIENCES AS PART OF AN INTEGRATED . 
CURRICULUM. THE UNITS OFFER THE INSTRUCTOR 
THE ESSENTIAL MATERIALS, SUCH AS THE AIMS OF 
THE UNIT, INSTRUCTIONAL AIDS, TOPICAL OUTLINE 
AND ACTIVITIES, SUGGESTED TIME SEOUENCEt 
EVALUATION GUIDELINES, SUMMARY, AND 
REFERENCES. A BIBLIOGRAPHY IS INCLUDED AT THE 
END OF THE VOLUME AS RECOMMENDED ADDITIONAL 
SOURCES OF INFORMATION* RELATED TEACHING 
GUIDES ARE AVAILABLE IN THIS ISSUE AS VT 020 
507-VT 020 513. ( KH) 

VT 020 310 

CONSTRUCTION CLUSTER VOLUME IV CONCRETE WORK. 
VOCATIONAL EDUCATION PROGRAM OF STUDIES. 

PENNSYLVANIA STATF DEPT. OF JUSTICE, 
HARRISBURG. BUREAU OF CORRECTION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 1JAN71 2loP. 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦VOCATIONAL EDUCATION; ♦TEACHING GUIDES; 
CONSTRUCTION INDUSTRY; ♦TRADE AND INDUSTRIAL 
education; PROGRAMED UNITS; CAREER EDUCATION; 
♦ CEMENT INDUSTRY 

IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THE FOURTH OF SEVEN VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING WITH 
CONSTRUCTION INDUSTRY SKILLS, THIS 
INSTRUCTOR'S GUIDE FOR THE TEACHING OF 
CONCRETE WORK WAS DEVELOPED BY THE 
PENNSYLVANIA BUREAU OF CORRECTION. PLANNED 
FOR APPROXIMATELY ONE MONTH OF STUDY, IT 
CONTAINS 20 INSTRUCTIONAL UNITS, EACH HAVING 
ONE OR MORE LESSONS. EACH UNIT IS DESIGNED TO 
INCLUDE THREE HOURS OF TECHNICAL LABORATORY 
EXPERIENCE AND THREE HOURS OF RELATED STUDY 
IN SCIENCE, MATHEMATICS, COMMUNICATIONS, ANO 
SOCIAL SCIENCES AS PART OF AN INTEGRATED 
CURRICU;,UM. THE UNITS OFFER THE INSTRUCTOR 
THE ESSENTIAL MATERIALS, SUCH AS THE AIMS OF 
THE UNITf INSTRUCTIONAL AIDS, TOPICAl OUTLINE 
AND ACTIVITIES, SUGGESTED TIME SEQUENCE, 
EVALUATION GUIDELINES, SUMMARY, AND 
REFERENCES. A BIBLIOGRAPHY IS INCLUDED AT THE 
END OF THE VOLUME AS RECOMMENDED ADDITIONAL 
SOURCES OF INFORMATION. RELATED TEACHING 
GUIDES ARE AVAILABLE IN THIS ISSUE AS VT 020 
507-VT 02O 513. (KH) 

VT 020 511 

CONSTRUCTION CLUSTER VOLUME V. ELECTRICAL. 
VOCATIONAL EDUCATION PROGRAM OF STUDIES. 

PENNSYLVANIA STATE DEPT. OF JUSTICE, 
HARRZSBURG. BUREAU OF CORRECTION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - UANTl 2ilP. 
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OESCRIPTGRS - «I NSTRUCT lONAL MATERIALS; 
^VOCATIONAL EDUCATION; ^TEACHING GUIDES; 
CQNSTRUCTIUN INDUSTRY; ^TRAOE AND INDUSTRIAL 
education; programed units; career EDUCATION; 
*fcLECTRICITy 

IDENTIFIERS - EMPLOYMENT SKILLS 

AbSTKACT - THE FIFTH OF SEVHN VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING MITH 
CCNSTkLCTION INDUSTRY SKILLSi THIS 
INSTRUCTOR'S GUICE FOR THE TEACHING OF 
ELECTRICAL MORK WAS DEVELOPED tiY THE 
PENNSYLVANIA BUREAU OF CORRECTION. PLANNED 
FOR APPROXIMATELY ONE MONTH OF STUDY, IT 
CONTAINS 20 INSTRUCTIONAL UNITS, EACH HAVING 
ONE UK MORE LESSONS. EACH UNIT IS DESIGNED TO 
INCLUDE THREE HOURS OF TECHNICAL LABORATORY 
EXPERIENCE AND THREE HOURS OF RELATEO STUDY 
IN SCIcNCE, MATHEMATICS, COMMUNICATIONS, AND 
SLCIAL SCIENCES AS PART OF AN INTEGRATED 
CURRICULUM. THE UNITS OFFER THE INSTRUCTOR 
THE ESSENTIAL MATERIALS, SUCH AS THE AIMS OF 
THE UNIT, INSTRUCTIONAL AIDS, TOPICAL OUTLINE 
AND ACTIVITIES, SUGGESTED TIME SEQUENCE, 
EVALUATION GUIDELINES, SUMMARY, AND 
REFERENCES. A li I iiL lOGRAP HY IS INCLUDED AT THE 
END JF THE VOLUME AS RECOMMENDED ADDITIONAL 
SOUKCES OF INFORMATION. RELATED TEACHING 
GUIl;ES are AVAILABLE IN THIS ISSUE AS VT 020 
D07-VT 020 313. (KH) 

VT 020 512 

CCNSTRUCTIUN CLUSTER VOLUME VI. AIR 
CUNOITIONING AND REFRIGERATION. VOCATIONAL 
ELUCATION PROGRAM OF STUDIES. 

PENNSYLVANIA STATE DEPT. OF JUSTICE, 
HARRISBURG. BUREAU OF CORRECTION. 
MF AVAILABLE IN VT-ERIC SET. 
PUd DATE - 1JAN7I 130P. 

DtSCklPTORS - * INSTRUCTIONAL MATERIALS; 
'♦^VOCATIONAL EDUCATION; ♦TEACHING GUIDES; 
CUWi)TRUCTlON INDUSTRY; ♦TRADE AND INDUSTRIAL 
EDUCATION; PROGRAMED UMITS; CAREER EDUCATION; 
^AIK CONDITIONING; REFRIGERATION 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THE SIXTH OF SEVEN VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING WITH 
CCNSTRUCTIGN INDUSTRY SKILLS, THIS 
INSTRUCTOR'S GUIDE FOR THE TEACHING OF AIR 
CONDITIONING AND REFRIGERATION MAS DEVELOPED 
bY THE PENNSYLVANIA BUREAU OF CORRECTION. 
PLANNbD FOR APPROXIMATELY ONE MONTH OF STUDY, 
IT CONTAINS 20 INSTRUCTIONAL UNITS, EACH 
HAVING ONE OR MURE LESSONS. EACH UNIT IS 
DESIGNED TO INCLUDE THREE HOURS OF TECHNICAL 
LABORATORY EXPERIENCE AND THREE HOURS OF 
RELATED STUDY IN SCIENCE, MATHEMATICS, 
CCy«J^'* 4TICNS, AND SOCIAL SCIENCES AS PART 
OF AN jMTEGRATcD CURRICULUM. THE UNITS OFFER 
THE INSTRUCTOR THE ESSENTIAL MATERIALS, SUCH 
AS THE AIMS OF THE UNIT, INSTRUCTIONAL AIDS, 
TOPICAL OUTLINE AND ACTIVITIES, SUGGESTED 
TIMt SEQUENCE, EVALUATION GUIDELINES, 
SUMMARY, AND REFERENCES. A BIBLIOGRAPHY IS 
INCLUDED AT THE END OF THE VOLUME AS 
KECOnMENDED ADDITIONAL SOURCES OF 
INFORMATION. RELATED TEACHING GUIDES ARE 
AVAILABLE IN THIS ISSUE AS VT 020 507-VT 020 
5U. (KH> 

O 513 

FRIToCTION CLUSTER VOLUME VII. HEATING AND 



VENTILATION. V3CATI0NALEDUCATIDN PROGHAN OF 
STUDIES. 

PENNSYLVANIA STATE DEPT. OF JUSTICE, 
HARRIS3URG. BUREAU OF CORRECTION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 1JAN7I 197P. 

DESCRIPTORS - ♦INSTRUCTIONAL MATERIALS; 
♦VOCATIONAL EDUCATION; ♦TEACHING GUIDES; 
CONSTRUCTION INDUSTRY; ♦TRADE AND INDUSTRIAL 
EDUCATION; PROGRAMED UNITS; CAREER EDUCATION; 
♦HEATING; VENTILATION 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THE LAST OF SEVEN VOLUMES OF 
INSTRUCTIONAL MATERIALS DEALING WITH 
CONSTRUCTION INDUSTRY SKILLS, THIS 
INSTRUCTOR'S GUIDE FOR THE TEACHING OF 
HEATING AND VENTILATION WAS DEVELOPED BY THE 
PENNSYLVANIA BUREAU OF CORRECTION. PLANNED 
FOR APPROXIMATELY ONE MONTH DF STUDYt !T 
CONTAINS 20 INSTRUCTIONAL UNITS, EACH HAVING 
ONE OR MORE LESSONS. EACH UNIT IS DESIGNED TO 
INCLUDE THREE HOURS OF TECHNICAL LABORATORY 
EXPERIENCE AND THREE HOURS OF RELATED STUDY 
IN SCIENCE, MATHEMATICS, COMMUNI C AT lONSt AND 
SOCIAL SCIENCES AS PART OF AN INTEGRATED 
CURRICULUM. THE UNITS OFFER THE INSTRUCTOR 
THE ESSENTIAL MATERIALS, SUCH AS THE AIMS DF 
THE UNIT, INSTRUCTIONAL AIDS, TOPICAL OUTLINE 
AND ACTIVITIES, SUGGESTED TIME SEQUENCE, 
EVALUATION GUIDELINES, SUMMARY, AND 
REFERENCES. A BIBLIOGRAPHY IS INCLUDED AT THE 
END OF THE VOLUME AS RECOMMENDED ADDITIONAL 
SOURCES OF INFORMATION. RELATED TEACHING 
GUIDES ARE AVAILABLE IN THIS ISSUE AS VT 020 
507-VT 020 512» (KH) 

VT 020 552 

FREEMAN, EVELYN, AND OTHERS 
MANUFACTURING UNIT. INTERMEDIATE L£V.€L« 

SOUTH-WESTERN CITY SCHOOL DISTRICT, GROVE 
CITY, OHIO. 

MF AVAILABLE IN VT-ERIC SET. 
SOUTH-WESTERN CITY SCHOOL DISTRICT, 3708 
SOUTH BROADWAY, GROVE CITY, OHIO 43123 
PUB DATE - NO 54P. 

DESCRIPTORS - INSTRUCTIONAL MATERIALS; 
TEACHER DEVELOPED MATERIALS; ♦TEACHING 
guides; ♦unit plan; intermediate GRADES; 

♦manufacturing; learning activities; 
behavioral objectives; ♦industry; "^industrial 
education 

identifiers - economic awareness; ♦career 
awareness 

abstract - this instructional unit on 
manufacturing, developed by a group of 
teachers in an ohio school system, is planned 
for use by teachers in the intermediate 
grades. organized in chart form, the unit 
plan lists specific learning objectives for 
students, suggested teaching activities and 
the thinking skills inherent in each 
activity. a brief definition and rationale 
for each skill is included in the unit, as 
well as a list of resource materials which 
may be utilized. instructions are given for 
assessment of the unit through guided class 
discussion. (kh) 

VT 020 600 
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VIERKEf JOHN R. t COMP. 
FULO TKiP GUIOE. 

GRANT TOWNSHIP EDUCATIONAL COOPEKATIVEt FOX 
LAKEt ILL. 

HF AVAILABLE IN VT-ERIC SET* 
GfiANT TOWNSHIP EDUCATIONAL COQPERATIVE» 285 
E. bKAND AVE«f FCX LAKEt IL« 6002O ($3*001 
PUd DATE - 72 57P. 

DESCRIPTORS - »RbSOURCE GUIDES; PRIMARY 
GF.AL>£S; iNTERfl^OI ATE GRADES; SECONDARY 
GRAi.ES; *FIELO TRIPS; ^ENRICHMENT EXPERIENCE; 
♦CAREER OPPORTUNITIES; CAREER EDUCATION 
IDENTIFIERS - CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 

A6S1RACT - THE CURRICULUM DIRECTOR UF AN 
ILLINOIS EDUCATIONAL COOPERATIVE COMPILED 
This TcACHER^S GUIDE TO POSSIBLE FIELD TRIPS 
IN THE AREA. MOST OF THE HISTORICAL, 
INDUSTRIAL, fJR GENERAL INTEREST SITES 
SUbGESTEU ARE IN NEARBY MILWAUKEE OR CHICAGO. 
BASIC INFORMATION IS GIVEN FOR EACH TRIP 
INCLUDING SUGGESTEt GRADE LbVELt MAIN POINTS 
OF INTEREST, HOURS, ADMISSION FEES, SIZE OF 
GROUP, AND ARRANGEMENTS FOR THE FIELD TRIP 
ANO HOW TO MAKE THEM. WHERE APPLICABLE, SUCH 
DETAILS AS ADVANCE RESERVATION INFORMATION, 
PARKING, LUNCHROOM AND WASHROOM FACILITIES, 
Ar40 GUIDE SERVICE DATA ARE PRESENTED. MANY 
SUGGC^TED TRIP PLANS ARE (^OLLOWEO »Y COMMENTS 
CCNTAiNiNG POSSIBLE PREPARATION AND FOLLOH-UP 
ACTIVITIES IN THE CLASSROOM. (KHi 

VT 020 616 

AVIATION B0ATSWAIN*S MATE E 3 AND 2. RATE 
TRAINING MANUAL. 

NAVAL TRAINING CCMMANO, WASHINGTON, D«C« 
MF AVAILABLE IN VT-ERIC SET. 
NAVTKA-1032-C 

PUb DATE - 72 j3iP. 1972 EDITION 

DESCRIPTUftS - *ARMcO FORCES; *I NS TRUCTI ONAL 
MaTERI ALS;*»I4ANUALS; ENLISTED MEN; ^BOATMEN; 
^TECHNICAL EOUCATlUN; ON THE JOB TRAINING; 
JCd TRAINING 

IDENTIFIERS - EMPLCYMENT SKILLS 

ABSTRACT - THIS TRAINING MANUAL WAS PREPARED 
BY THE U.S. NAVY FOR ENLISTED PERSONNEL OF 
The NAVY AND NAVAL RESERVE WHO ARE STUDYING 
FCR ADVANCEMENT IN THc AVIATION BOATSWAIN'S 
MATE E RATING. DfcSlGNEu TO BE SUPPLEMENTED BY 
PRACTICAL SHIPBOARD EXPERIENCE, THE MANUAL 
UESCRIbES THE VARIOUS TUOLS, EQUIPMENT, AND 
OPERATIONS TO bE MASTERED BY THE TRAINEE. 
INCLUDEL AMONG THE 11 CHAPTERS ARE SUCH 
SUdJECT^ as STEAM CATAPULTS, EMERGENCY 
RECOVERY EQUIPMENT, AND VISUAL LANDING AIDS. 
THE WRITTt[y TEXT IS ACCOMPANIED BY MANY 
OIAORAMS, PHOTCbkAPHS, AND CHARTS. <KH) 

VT 020 634 

UOOO, ED 

CAREERS FOR THE WBSo CONSERVATION. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
CRUWELL-COLLIER PRESS, B66 THIRD AVE*, NEM 
YLRK, NY 10022 
PUB DATE - 71 182P. 

■^'^^"^PTORS - *CAR£ER OPPORTUNITIES; 
pni/^":«^S; *CAREER PLANNING; ENTRY WORKERS; 



CONSERVATION (CONCEPT); SOIL CONSERVATION; 

>^6aoKS; services; conservation education; 

^OCCUPATIONAL INFORMATION 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - WRITTEN BY A WELL-KNOWN 
CONSERVATIONIST, THIS COMMERCIALLY PUBLISHED 
BOOK EXAMINES THE OPPORTUNITIES FOR CAREERS 
IN CONSERVATION. THE BOOK INCLUDES CHAPTERS 
ON SOIL, FORESTRY, AND WILDLIFE CONSERVATION, 
THE NATIONAL PARK SERVICES, OPPORTUNITIES FOR 
WOMEN, AND SUMMER JOB POSSIBILITIES. OTHER 
SECTIONS OF THE BOOK DEAL WITH SPECIFIC 
EDUCATIONAL REQUIREMENTS, EXPECTED INCOME AND 
BENEFITS, AND GUIDANCE ON HOW TO OBTAIN 
FURTHER CAREER INFORMATION. SUGG¥:STIONS FOR 
EXTENDED READING ARE PROVIDED AS WELL AS A 
LIST OF SCHOOLS OFFERING COURSES RELEVANT TO 
CONSERVATION. MANY PHOTOGRAPHS OF 
CONSERVATIONISTS AT WORK ACCOMPANY THE 
WRITTEN TEXT. I KH > 

VT 020 638 

AVIATION MACHINIST'S MATE JI AND C. RATE 

TRAINING Manual. 

NAVAL TRAINING COMMAND, WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 
NAVTRA-103^3-C 

PUB DATE - 72 198P. 1972 EDITION. 

DESCRIPTORS - *ARMED FORCES; ^INSTRUCT lONAL 
MATERIALS; ^MANUALS; ENLISTED MEN; i^TECHNICAL 
EDUCATION; JOB TRAINING; ON THE JOB TRAINING; 
♦MACHINISTS 

IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - THIS TRAINING MANUAL WAS PREPARED 
BY THE U.S. NAVY FOR ENLISTED PERSONNEL OF 
THE NAVY AND NAVAL RESERVE WHO ARE STUDYING 
FOR ADVANCEMENT IN THE AVIATION MACHINIST'S 
RATE J RATING. DESIGNED TO BE SUPPLEMENTED BY 
PRACTICAL EXPERIENCE, THE MANUAL PROVIDES 
INFORMATION ON THE MAINTENANCE OF AIRCRAFT 
JET ENGINES AND THEIR RELATED SYSTEMS, THE 
PREPARATION OF RECORDS AND REPORTS, AND 
VARIOUS SUPERVISORY TASKS ASSIGNED TO THE 
POSITION OF CHIEF AND FIRST CLASS AVIATION 
MACHINIST'S RATE J. MANY CHARTS, DIAGRAMS, 
AND PHOTOGRAPHS ACCOMPANY THE WRITTEN TEXT. 
(KH) 

VT 020 660 

housekeeping methods and materials. oregon 
custodial training program. 

oregon state board gf education, salem. div. 
of community colleges and career education, 
mf available in vt-eric set. 
pub date - no sop. undated revision 
op 1963 manual. 

descriptors - *'^an.uals; ♦instructional 
materials; ♦custodian training; school 
maintenance; ♦job training; vocational 
education; entry workers; school services; 
cleaning 

identifiers - beginning competence; 
employment skills 

abstract - published by a state educational 
agency, this revised edition of an earlier 
manual is designed to serve as an 
instructional aid in custodial training 
programs, particularly aimed at school 
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CUSTODIANS. THE MANUAL COVERS THE CUSTODIAN'S 
RESPONSIBILITIES FOR MAINTAINING ALL AREAS 
AND FIXTURES IN THE aUILOING. INFORMATION 
CONCERNING THE TOOLS, EQUIPMENT* AND 
CHEMICALS USED IN VARIOUS HOUSEKEEPING JOBS 
IS PRESENTED WMH TECHNIQUES FOR CLEANING AND 
SANITATION. ObSIREO FREQUENCY OF OPERATIONAL 
TASKS TO BE PERFGRMEO AND THE ORGANIZATION 
AND OPERATION OF A SUMMER SCHEDULE OF WORK 
ARE INCLUDED. (KH) 

VT 020 683 

CAREER EDUCATION PROGRAM. RADFORD CITY 
SCHOOLS (FORTY THREE INSTRUCTIONAL UNITSt 
GRADES K-7 AND INTERMEDIATE EDUCABLE). 

RAOFORC CITY SCHCCL BOARD, VA. 

OFFICE OF EDUCATION (DHEH), WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

CAREER EUUCATICN PROGRAM, RADFORD CITY 

SCHUOIS, 1612 hADSWORTH ST., RAOFORO, VA. 

Pi)t^ DATE - 73 595P. 

UESCkIPTOkS - ^CAREER EDUCATION; PRIMARY 
GRADES; JNTEKMtDIATE GRADES; SECONDARY 
GRACES; ^RESOURCE UNITS; ^TEACHING GUIDES; 
^LEARNING ACTIVIIIES; SPECIAL EDUCATION; 
RESOURCE MATERIALS; OCCUPATIONAL INFORMATION 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS SET OF INSTRUCTIONAL UNITS 
WAS DEVELOPED BY TEACHERS IN A VIRGINIA 
PUBLIC SCHOOL SYSTEM AS PART OF A PILOT 
PROJECT FOR CAREER EDUCATION TECHNIQUES AND 
MATERIALS. ThE 43 UNITS REPRESENT ALL GRADE 
LEVELS FROM KINDERGARTEN THROUGH GRADE 7, 
INCLUDING SPECIAL EDUCATION. EACH CAREuR- 
RELATED INSTR OCT lONAt UNIT CONTAINS CONTENT 
QLESTIUNS, TECHNUUES AND ACTIVITIES FOR 
TEACHINGt AND RESOURCES AND MATERIALS THAT 
WDULO BE HELPFUL. THE ELEMENTS USED MOST 
OFTEN THROUGHOUT THESE UNITS ARE: (1) FIELD 
TRIPS, (2) RESOURCE SPEAKERS, (3) PARENT AND 
FAMILY INVOLVEMENT, ROLE-PLAYING, (5) 

SUBJECT CONTENT RELATIONSHIPS, (6) 
OCCUPATIONAL INFORMATION, (7) INTERVIEWSt AND 
tb) SENSORY EXPERIENCES. INCLUDED IN EACH 
UNIT IS A DETAILEC BIBLIOGRAPHY OF MATERIALS 
USED. (KHI 
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VT 019 bO 075 576 381 

SUPPLEMEMT TO ABSTRACTS OF 
INSTRUCTIONAL ^'ATEKIALS FOR CAREI:; 
EDUCATION. 

VT 019 135 369 
CURRICULUM GUIDE FOR AUTO 
MbCHANICSf lSi72. 

VT CIS 168 371 
THE WOKLO OF WURK IN THE ELEMENTARY 
SCHOOL. 

VT 019 208 371 

CAREtR AWARENEliS PROJECT: BOOK ONE* 

GRADES I AND 2. 
VT 019 209 372 

CAKEtR AWARENESS PROJECT: BOOK TWO, 

GKAUbS 3 ANO 4. 
VT 019 210 372 

caheer Awareness project: book 
three, grades 5 ano 6. 



VT Oiy 1^0 

ELcCTRUNlCS ACMINXSTRATION AND 
SUPPLY. 



370 



^LULl-ki^L^Tlursj 

VT Olo 709 337 
INTRUUUCTIONS. A SELF- I NSTRUC TI ON AL 
PROGRAM. 

VT 016 7tt5 337 

HOi^E NURSING. 
VT 017 681 350 

SYNCHRO* SERVC ANO GYRO 

FUNDAMENTALS. RATE TRAINING MANUAL. 
VT 01b 092 ED 070 845 357 

CURRICULUM guide: LIFE SKILLS 

COURSc FOR CORRECTIONS. 

VT 016 690 335 

MODULAR INSTRUCTION IN AUTOMOBILE 

aUOY REPAIR VOCATIONAL TRAINING. 
VT Ol^' 691 336 

MODULAR INSTRUCTION 

wfcLOiNG — VOCATIONAL TRAINING. 
VT 016 692 336 

MODULAR iNSTRUCTION-*MACHlNE SHOP 

VOCATIONAL TRAINING. 
VT 018 071 356 

AVIATIUN STRUCTURAL MECHANIC 6 3 

AND 2. RATE TRAINING MANUAL. 
VT Old 365 359 

HULL MAINTENANCE TECHNICIAN 1 & C. 

RATE TRAINING MANUAL. 

VT 017 572 344 
* ADVISORY COUNCILS ARE ESSENTIAL TO 

VOCATIONAL EDUCATION PROGRAMS IN 

NEVADA. 



VT 020 482 391 
GUIDELINES FOR AVIATION EDUCATION 
IN SCHOOLS OF PENNSYLVANIA WITH 
ANNOTATED TEACHER'S COURSE OF STUDY 
ANO PLAf^ING CHART<^ 

VT 017 278 339 

I KNOW A DAIRYMAN. A COMMUNITY 

HELPER SERIES. 
VT 017 574 345 

ORNAMENTAL HORTICULTURE: 

AGRI-BUSINESS CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH OISAOVANTAGEO STUDENTS IN 

VOCATIONAL EDUCATION., 
VT 017 599 346 

AGRI-BUSINESS EDUCATION: MODEL 

TRAINING PLANS FOR SECONDARY 

COOPERATIVE AGRI-BUSINESS 

EDUCATION. 

VT 018 264 357 
BUSINESS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. TEACHERS 
MANUAL. 

VT 018 262 357 
SOME IDENTIFYING CHARACTERISTICS OF 
60 CROP ANO WEED SEEDS. 

VT 018 376 359 
FEEDS: TEACHER'S MANUAL. 

VT 018 563 362 
ORNAMENTAL HORTICULTURE I 7051 AND 
ORNAMENTAL HORTICULTURE II 7052. 

AfijULULiusaL qccupahqms 

VT 017 3Z4 340 

BEEF AND DAIRY CATTLE 

RAISING... JOBS. 
VT 017 515 341 

agriculture: careers that IMPROVE 

THE QUALITY OF LIFEt RESTORE THE 

ENVIRONMENT* FEED THE WORLD. 

Al^i{lULTUfiAL.^iaiLi 

VT 018 729 363 
EGG GRADING MANUAL. 

AiitiiCULTURAL SUPPLI£^ 

VT 018 376 * 359 
FEEDS: TEACHER'S MANUAL. 

Aia-ILQNDITiatdMi 

VT 017 615 348 
A COURSE OUTLINE FOR AIR 
CONDITIONING AND REFRIGERATION. 

VT 020 512 394 
CONSTRUCTION CLUSTER VOLUME VI. AIR 
CONDITIONING AND REFRIGERATION. 
VOCATIONAL EDUCATION PROGRAM OF 
STUDIES. 
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VT OlS 674 385 
KEFKEShfcR COURSES FOR PRIVATE AND 
COMKtflClAL PILOTS. 

VT 020 009 ED 075 648 388 

INTkOOUClNG THE SMALL BUSINESS 
MANAGEMENT COURSt. 

AtiAIQhl 

vT Old t>b3 361 
McOICAL RECUROS, INSTRUCTIONAL UNIT 
FOR The MEDICAL TRANSCRIBER. 
McuICAL TERMINOLCGY OF THE 
DlbESTIVE SYSTEM. ALLIED HEALTH 
PROFESSIONS PROJECT. 

VT 017 314 340 
BEEF AND DAIRY CATTLE 
RAISING. ..JObS. 

^MMTiilN 

VT 017 669 349 
ART education: CARTOONI NG WITH 
FLICK (TENTATIVE COURSE OUTLINE). 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE QUiNMESTEK PROGRAM. 

VT 019 289 374 
NOW CAREER EDUCATION FILM LIST 

VT 019 340 ED 073 324 376 

ANNOTATED B I tJL lOGR APHY ON CAREER 
EDUCATION. 

VT Oiy 953 ED 075 637 387 

RtSObHCES FOR CAREER DEVELOPMENT. 

VT 020 279 389 
cLEMENTARY TEACHERS GUIOE TO FREE 
CURRICULUM MATERIALS. 

VT 016 264 357 
bUSliVcSS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. TEACHERS 
MANUAL* 



VT 019 370 
NATIONAL 
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APPRENTICESHIP POLICY OF 



THE INTERNATIONAL MAILERS UNION: A 
MANUAL OF PROCEDURES TO BE USED AS 
A GUIDE FOR ESTABLISHING LOCAL 
MAILERS JOINT APPRENTICESHIP 
PROGRAMS. 

VT 019 372 378 

NATIONAL APPRENTICESHIP AND 

TRAINING STANDARDS FOR THE 

ELECTRICAL CONTRACTING INDUSTRY. 
VT 020 273 389 

NATIONAL APPRENTICESHIP STANDARDS 

FOR THE RETAIL MEAT CUTTING 

INDUSTRY. 

Aatt£D .E.ORC£& 

VT 019 Ob8 367 
DENTAL SPECIALIST. TECHNICAL 
MANUAL.* 

VT 020 616 395 

AVIATION BOATSWAIN^S MATE E 3 AND 

2. RATE TRAINING MANUAL. 
VT 020 638 395 

AVIATION MACHINIST'S MATE Jl AND C. 

RATE TRAINING MANUAL. 

Aiil^EDUCATIQti 

VT 017 669 349 
ART EDUCATION: CARTOONING WITH 
FLICK i TENTATIVE COURSE OUTLINE). 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE OUINMESTER PROGRAM. 

VT 017 670 349 
ARTS JEWELRY DESIGN I (TENTATIVE 
COURSE OUTLINE). AUTHORIZED COURSE 
OF INSTRUCTION FOR THE OUINMESTER 
PROGRAM. 

VT 019 705 ED 074 266 384 

CAREER EDUCATION GUIDE — K-14. 

VT 019 527 381 
YOUR ATTITUDE IS SHOWING, 
ASSIGNMENT MANUAL AND ANSWER BOOK. 



VT 017 700 351 

CURRICULUM GUIDE F CR ELECTRICAL 
CCCUPATiUNS: WEST INGHOUSE AREA 
VUCATICNAL HIGH SCHOOL CLUSTER 
PROGRAM. APPLIANCE REPAIR: LEVELS 
III AND IV, GRACES ELEVEN AND 
TWELVE. 

VT Ulb bu8 364 
NATIINAL APPRENTICESHIP STANDARDS 
FOk OPHTHALMIC FIN ICHER-DISPENSER. 



VT 019 527 381 
YUUR ATTITUDE IS SHOWING, 
ASSIGNMENT MANUAL AtJD ANSWER BOOK. 

AIIUiiQJ£i«A££R££IAIi£l^ii 

VT 017 2^4 339 
I KNOW A LIBRARIAN. A COMMUNITY 
HELPER t^OOK. 

VT 016 690 335 
MODULAR INSTRUCTION IN AUTOMOBILE 
BODY REPAIR VOCATIONAL TRAINING. 

VT 019 337 376 
A CURRICULUM GUIDE FOR AUTOMOTIVE 
TECHNCLOGY. 
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VT 019 135 

CURRICULUM GUIDE FUR AUTO 
NECHANlCSf 
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AUIUlti;4T&u£i.UlNAl^U& 

VT 016 709 337 
INTRODUCTIONS* A SELF-INSTRUCTIONAL 
PROGRAM. 

VT 017 151 338 
USING DECIMALS. LESSON I OF MATH 
SERIES. 

AUIflttQBlLfc BODY REPAIB 

VT 016 690 333 
MODULAR INSTRUCTION IN AUTOMOBILE 
bCbY REPAIR VOCATIONAL TRAINING. 

VT 017 u08 347 
AVIATION SUPPORT EQUIPMENT 
TECHNICIAN H 3 G 2. RATE TRAINING 
MANUAL. 

VT Oia 071 356 
AVIATION STRUCTURAL .MECHANIC E 3 
AND 2. KATE TRAINING MANUAL. 

VT 020 476 390 
THE MAKING OF AIRCRAFT MECHANIC. 

AiLLAXLON ORm^Ai^LfMAN i ANO L 

VT Oltt 070 356 

AVIATION ORDNANCEMAN 1 AND C. RATE 

TRAINING MANUAL. 

VT Old 070 356 

AVIATION QRDNANCEHAN I AND C. RATE 

TRAINING MANUAL. 
VT 018 071 356 

AVIATION STRUCTURAL MECHANIC E 3 

ANO 2. RATE TRAINING MANUAL. 

VT O20 ^&7 391 
CAREER GUlObS FOR ENTRY OCCUPATIONS 
IN 8 ANK I NG. 

VT 016 673 334 
TOOLS AND AREAS. LESSON I OF THEORY 
SERIES. 

VT 016 697 336 
THE BARBER'S 4 PREPARATORY STEPS. 
LESSQN II OF ThECJRY SERIES. 

VT 0*17 314 340 
BEEF ANO DAIRY CATTLE 
RAISING*. .JOBS. 

VT 017 517 341 
RULES AND PURPOSES OF HOME 
ECGNCMICS EDUCATION WITHIN THE 
TOTAL SCOPE OF VOCATIONAL EDUCATION 
CPKOFESSOR'S SECTION). 



VT 019 048 365 

BUSINESS education: WOODWORKINGt 

GRADES 7-12. 
VT 019 049 366 

BUSINESS education: HOME ECONOMICSt 

GRADES 7-9. 
VT 019 051 366 

BUSINESS EDUCATION-SECRETARIAL 

SKILLSt GRADES 10-12. 
VT 019 052 366 

BUSINESS education: BUSINESS LAWt 

GRADES 10*12. 
VT 019 054 366 

BUSINESS EDUCATION: MECHANICAL 

DRAWING, GRADES 7-12. 
VT 019 055 367 

BUSINESS education: BOOKKEEPING, 

GRADES 10-12« 
VT 019 056 367 

BUSINESS education: GENERAL 

BUSINESSt GRADES 10-12. 
VT 019 C57 367 

BUSINESS education: GENERAL METALS, 

GRADES 7-12. 
VT 019 175 371 

BUILDING MAINTENANCE: BUILDING 

MAINTENANCE MACHINE OPERATOR. 
VT 019 255 373 

THE GARMENT INDUSTRY: A UNIT IN THE 

CONSUMER AND HOMEMAKING OCCUPATIONS 

CLUSTER. JUNIOR HIGH SCHOOL UNKT 

FOR GRADES 7-9. 
VT 019 256 373 

WORKING FOR A NEWSPAPER: A UNIT IN 

THE COMMUNICATIONS AND MEDIA 

OCCUPATIONS CLUSTER. JUNIOR HIGH 

SCHOOL UNIT. 
VT 019 269 374 

MOVING PRODUCTS BY LAND 

transportation: A UNIT IN THE 

TRANSPORTATION OCCUPATIONS CLUSTER. 

ELEMENTARY SCHOOL UNIT FOR GRADES 

2-6. 

VT 019 8B4 ED 076 747 387 

VAE PRE-CERTIFICATION TEACHER 
EDUCATION program: COMPETENCIES ANO 
PERFORMANCE OBJECTIVES. 
COMPETENCY-BASED TEACHER EDUCATION 
SERIES NO. 1. 

mLiafiB2£Ui£^ 

VT 017 530 343 

DOCTOFIAL DISSERTATIONS CONCERNING 

CAREER EDUCATION, 1960-1971. 
VT 017 73\0 353 

WHO? WHAT? WHERE? HOW MUCH? 

COORDINATED VOCATIONAL ACADEMIC 

EDUCATION BIBLIOGRAPHY. 
VT 019 525 ED 075 576 381 

SUPPLEMENT TO ABSTRACTS OF 

INSTRUCTIONAL MATERIALS FOR CAREER 

EDUCATION. 
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fllOLOGICiL .SUEWCfS 

VT 017 523 3%2 
RESOURCE UNIT FDR FAMILY LIFE 
EOUCATIONf LEVEL 10. DEVELOPING AN 
UNDERSTANDING OF THE CONTINUITY OF 
LIFE: HUMAN REPRODUCTION.. 
SUPPL(;MENT TO THE CURRICULUM GMDE 
FDR SCIENCE BIOLOGY FDR THE 
SECONDARY SCHOCLS. 

VT 016 6Bd 335 
LESSON PLANS FOR STANOAROIZED 
BOATING SAFETY TRAINING GUIDE. 

VT 020 616 395 
AVIATION BUATSMAIN'S MATE t 3 AND 
2. RATE TRAINING MANUAL. 



VT 019 055 

BUSINESS EDUCATION: BOOKKEEPING* 
GRADES 10-12. 
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VT 020 634 395 
(AREERS FOR THE 'TSS. CONSERVATION. 

VT 016 707 336 
ESTIMATING BRICK COURSES. 

AUlLaiNfi TftAQRS 

VT 016 707 336 

ESTIMATING BRICK COURSES. 
VT 019 360 378 

VOCATIONAL BUILDING TRADES 

CURRICULUM GUIDE. 

BUSINESS 

VT 02O 009 EC 075 646 38B 

INTRODUCING THE SMALL BUSINESS 
MANAGEMENT COURSE. 

VT 020 475 390 
HOW 00 THEY RUN IT? 



VT 017 600 346 
BUSINESS AND OFFICE EDUCATION: 
MODEL TRAINING PLANS FOR SECONDARY 
COOPERATIVE OFFICE EDUCATION. 

VT 017 614 346 
THOUGHTS ON THE TEACHING OF THE 
INTRODUCTION TO BUSINESS. 

VT 017 619 348 
BUSINESS EDUCATION CURRICULUM 
GUIDE* Gt^ADES 10-12. 

VT 017 630 348 
BUSL^^ESS AND OFFICE EDUCATION IN 
MISSOURI. 

VT 017 729 353 

BUSINESS COMMUNICATIONS. 
VT 917 843 354 

SECRETARIAL TRAINING^ GUIDE. 

BUSINESS EDUCATION* WICHITA PUBLIC 

SCHOOLS* 1968-1969. 
VT 017 848 354 

A TEACHER'S GUIDE FOR FREE 

ENTERPRISE. 
VT 019 051 366 

BUSINESS EDUCATIDN*SECRETARIAL 

SKILLSf GRADES 10-12. 
VT 019 052 366 

BUSINESS EOUCATION: BUSINESS LAM* 

GRADES 10-12. 
VT 019 055 367 

BUSINESS education: BOOKKEEPING* 

GRADES 10-12. 
VT 019 056 367 

BUSINESS EDUCATIONS GENERAL 

BUSINESS* GRADES 10-12. 
VT 019 364 377 

HANDBOOK FDR LOAN TELLER. OFFICE 

SIMULATION: INTEGRATED PROJECTS FOR 

CLERICAL OFFICE PRACTICE. 



BUSINESS R6SPQNSI61LiI3C 

VT 018 265 

BUSINESS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. STUDENT 
MANUAL. 
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VT 017 516 341 
OFFICE PRACTICE: BUSINESS EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL 
MATERIALS FOR USE WITH 
DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 

£iiiIti£^^^U£Aliaii 

VT 017 516 341 

OFFICE PRACTICE: BUSINESS EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FDR USE WITH 

CISAOVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 533 343 

GENERAL BU: INESS: BUSINESS 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 



VT 020 009 EO 075 648 

INTRODUCING THE SMALL BUSINESS 
MANAGEMENT CDUr.SE. 
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BUSINPSr-SQgJPCT^S 

VT 019 051 366 

BUSINESS EDUCATION-SECRETARIAL 

SKILLSf GRADES 10-12. 
VT 019 052 366 

BUSINESS EDUCATION: BUSINESS LAW* 

GRADES 10-12. 
VT 019 056 367 

BUSINESS education: GENERAL 

BUSINESS* GRADES 10-12. 



£4flINETHAKlNS 

VT 017 697 

CURRICULUM GUIDE FOR VOCATIONAL 
CABINETMAKINGt GRADES ELEVEN AND 
TWELVE. 
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VT 017 259 

I KNiJM A TELEPHONE OPERATOR* A 

COMMUNITY HELPER BOOK* 
VT 017 303 

M£N AT MORK CN THE WEST COAST. MFN 

AT MCRK SERIES. 
VT 017 t^^Z 

THE NEW WORLD CP CUNSTRUCTION 

ENGINEERING* THE NEW WQRLOS SERIES. 
VT 01/ 5Sr6 

BETH OONNIS, SPEECH THERAPIST. A 

CAREfcR-ROMAWCE FCR YOUNG MODERNS* 
VT Oi7 739 

FACING FACTS ABOUT CAREER 

OPPORTUNITIES FOR THE HIGH SCHOOL 

GRADUATE: A GUIDE FOR STUDENTS AN 

THfclP PARENTS. 
VT Old otiU ED 072 306 

INVESTIGATING CAREER OPPORTUNITIES. 

CURRICULUM GUIDE* 
VT 019 2d6 

NOW CAREER EDUCATION FIELD TRIP 

GUIDELINES. 
VT 019 333 

CAREER EDUCATION CURRICULUM 

GUIDELINE: A PLAN OF STUDENT 

DEVELOPMENT, GRADES K-9. 
VT 019 704 EC 074 265 

GUIDELINES FOR CAREER AWARENESS* 
VT 020 331 

CAREER EDUCATICN RESOURCE GUIDE: 

GkAOES 1-a* PREPARING FOR THE WOR 

OF WORK. 
VT 020 552 

f^ANUFACTUKlNG UNIT. INTERMEDIATE 

LEVEL* 

VT 020 190 

THE PROFESSIONAL JOB HUNTING 
system: W0RLD»S FASTEST WAV TO GET 
A BETTER JOti. 



VT 016 oeiO 

FREELCM OF 

SELECTION: 

OCCUPATION 

OCCUPATION 
VT Old 373 

OCCUPATIONAL OPPORTUNITIES IN 

ENVIRONMENTAL MANAGEMENT. 



CHOICE IN CAREER 
"THE AMERICAN WAY." 
BY CHOICE INSTEAD OF 
BY CHANCE* 



VT 010 680 

FREEDOM OF CHOICE 
selection: 

occupation 
occupation 

VT 016 74ti 

JObS IN THE FORGING INDUSTRY* 
VT 017 313 

HCW UEER IS MADE* MALT LIQUOR 

INDUSTRY JOBS. 



IN CAREER 
"THE AMERICAN WAY*" 
BY CHOICf INSTEAD tTF 
irr CHANCE* 



VT 017 314 340 

338 BEEF AND DAIRY CATTLE 
RAISING.** JOBS* 

VT 017 350 340 

339 JOBS IN THE MANUFACTURE OF 
BUILDINGS* 

VT 017 515 341 

349 AGRICULTURE: CAREERS THAT IMPROVE 
THE QUALITY OF LlFEt RESTORE THE 
ENVIRONMENT* FEED THE WORLO* 

350 VT 017 522 342 
••CAREER AWARENESS" IN THE 
ELEMENTARY GRADES^ INSTRUCTIONAL 

354 TELEVISION TEACHER'S GUIDE FOR 

GRADES FOUR* FIVE ANO SIX* 
VT 017 530 343 
DOCTORAL DISSERTATIONS CONCERNING 
CAREER EDUCATJONt 1960-1971. 
364 VT 017 548 344 

A GUIDE FOR IMPLEMENTING CAREER 
EDUCATION IN THE DAVENPORT 

374 COMMUNITY SCHOOL DISTRICT* 
VT 017 549 344 

CAREER EDUCATION RESEARCH AND 

375 DEVELOPMENT PROJECT* CURRICULUM 
GUIDE. , 

VT 017 642 349 
THE NEN WORLD OF CONSTRUCTION 
384 ENGINEERING* THE NEW WORLDS SERIES* 

VT 017 675 350 
390 CAREER MOTIVATION PROGRAM — 1971-72 

EVALUATION. 
VT 017 696 350 
BETH DONNIS, SPEECH THERAPIST* A 
394 CAREER-ROMANCE FOR YOUNG MODERNS. 

VT 017 702 351 
A GALAXY PLAN FOR CAREER 
PREPARATION. A CONCEPT ANO PLAN OF 
ORGANIZATION* 
389 VT 017 707 352 

ELEMENTARY CAREER EDUCATION STARTS 
WITH AWARENESS. 
VT 0 1 7 730 3 53 

WHO? WHAT? WHERE? XOW MUCH? 
COORDINATED VOCA^O^AL ACADEMIC 
335 EDUCATION BIBLIOGRAPHY. 

VT 018 880 ED 072 308 364 

INVESTIGATING CAREER OPPORTUNITIES* 
CURRICULUM GUIDE. 
VT 019 080 ED 073 296 368 

359 CAREER'CENTEReC CURRICULUM WORKSHOP 

HANOBOOK* 

VT 019 092 ED 073 3 08 368 

GUIDELINE'S FOR THE OPERATIONf 
DEMONSTRATION* EVALUATION ANO 

335 DEFUSION OF A MODEL FOR A 

COMPREHENSIVE CAREER EDUCATION 
PROGRAM IN NORTH CAROLINA t K-14. 
VT 019 119 369 
CAREER RELATED INSTRUCTIONAL 

337 PROCEDURESt K-3: EARLY CHILDHODD 

AND PRIMARY; 4-5: INTERMEDIATE* 

340 VT 019 181 371 

TAKING A PATlENT^S WEIGHT: NURSE. 
ELEMEKTARY CAREER CENTER 
INSTRUCTIONAL MATERIAL. 
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VT 019 168 371 
THE hORLO OF WQRK IN THE ELEMENTARY 
SCHOOL. 

VT UIV 206 371 

CAKHk:R AmARENESS PROJECT: BOOK ONEf 

GKADES 1 AND I. 
VT U19 209 372 

CAREER AWARENESS PROJECT: BOOK TWO» 

GRADES 3 AND 4. 
VT 019 210 372 

CAREER AWARENESS PROJECT: BUOK 

THRbEt GRADES ^ AND 6. 
VT 019 231 372 

CAREER EDUCATION FUR NORTON CITY 

SCHOOLS: ELEMENTARY CURRICULUM 

GUfDcS* 

VT 019 279 EO 073 318 374 

GUIDELINES FOR AN ORIENTATION AND 
cXPLORATIQN CAREER EDUCATION 
PROGRAM IN MIDDLE SCHOOL/ JUNIOR 
HIGH. 

VT 019 288 374 

NOW CAREER EDUCATION FIELD TRIP 

GUIDELINES. 
VT 019 289 374 

NOW CAREER EDUCATION FILM LIST 
VT 019 333 375 

CAREER EDUCATION CURRICULUM 

guideline: A PLAN OF STUDENT 

DEVELOPMENT, GRADES K-9. 
VT 019 340 ED 073 324 376 

ANNOTATED tSl 6L ICiGRAPHY ON CAREER 

EDUCATION. 

VT 019 3i>4 ED 073 323 377 

CAREERS GuIOE: OPPORTUNITIES IN THE 
PROFESSIONS* INDUSTRY ANO COMMERCE. 

VT 019 360 ED 074 218 377 

CAREER DEVELOPMENT GUIDE FOR THE 
ELEMENTARY SCHOOL. A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS4. 

VT 019 381 378 
ELEMENTARY METHCDS AND RESOURCE 
GUIDE. 

VT 019 525 EO 075 576 381 

SUPPLEMENT TO ABSTRACTS OF 
INSTRUCTIONAL MATERIALS FOR CAREER 
E0UCAT50N. 

VT 019 540 ED 074 255 381 

EDUCATION FOR REALITY: IN-SERVICE 
DESIGN FOR TEACHER OKIQNTATION IN 
CAREER EDUCATION. 

VT 019 o29 382 
THE WHEEL OF OPPORTUNITIES: 
AMERICAN STUDIES* VOCATIONAL 
CURRICULUM UNITS. A HANDBOOK FOR 
TE.ACHERS. 

VT 019 680 382 
REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT — GRADE THREE. 

VT 019 681 383 
REVISED ELEMENTARY GUIDE FOR 
CURRICULUM OEVELCPMENT—GRAOE FIVE. 

VT 019 682 383 
REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT— GRADI ONE. 



VT 019 683 383 
A CURRICULUM GUIDE FOR CAREER 
ORIENTATION AND EXPLORATION IN THE 
JUNIOR HIGH SCHOOL. 

VT 019 702 384 
SAMPLES OF CAREER EDUCATION 
CURRICULUM MATERIALS. PIKEVILLE 
EXEMPLARY EDUCATION PROJECT. 

VT 019 704 ED 074 265 384 

GUIDELINES FOR CAREER AWARENESS. 

VT 019 705 ED 074 266 384 

CAREER EDUCATION GUIDE— K-14. 

VT 019 756 385 
ALLIED MEDICAL EDUCATION 
DIRECT0RY~1972. 

VT 019 772 ED 074 289 385 

A GUIOE FOR IMPLEMENTATION OF' A 
CAREER EDUCATION PROGRAM: 
ELEMENTARY GRADES. CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES. 

VT 019 877 ED 075 611 386 

LINCOLN COUNTY EXEMPLARY PROGRAM IN 
VOCATIONAL EDUCATION. RESOURCE 
UNITS OEVELOPEO BY EXEMPLARY 
TEACHERS FOR GRADES 1-12. VOLUME IV 
OF VOLUME I. 

VT 019 878 ED 075 612 386 

A SUGGESTIVE RESOURCE UNIT FOR 
LEVELS SEVEN AND EIGHT USING THE 
OCCUPATIONAL CLUSTERS IN CAREER 
ORIENTATION, VOLUME II OF VOLUME I. 

VT 019 879 ED 075 613 386 

RESEARCH MODEL FOR LEVELS NINE ANO 
TPN: LINCOLN COUNTY SCHOOL BASED 
MODEL FOR CAREER EDUCATION, VOLUME 
I I I OF VOLUME I. 

VT 019 953 ED 075 637 387 

RESOURCES FOR CAREER DEVELOPMENT. 

VT 020 133 388 
SAMPLE BOOKLET OF CAREER EDUCATION 
GUIDES K-12, EAU CLAIRE, WISCONSIN. 

VT 020 331 390 
CAREER EDUCATIGN RESOURCE GUIDE: 
GRADES 1-8. PREPARING FOR THE WORLD 
OF WORK. 

VT 020 435 390 

PROJECT PEOPLE. PERSONAL 

ENHANCEMENT OCCUPATIONAL 

PREPARATION THROUGH LIFE CENTERED 

EDUCATION. 
VT 020 480 390 

FLUID POWER technology: A SUGGESTED 

2-YEAR POST HIGH SCHOOL CURRICULUM. 

TECHNICAL EDUCATION PROGRAM. 
VT 020 500 392 

GUIDELINE OF CAREER EDUCATION 

ACTIVITIES. JUMOR HIGH HOME 

ECONOMICS. 

VT 0 20 501 392 
GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. ELEMENTARY. FIRST. 

VT 0 20 683 396 
CAREER EDUCATION PROGRAM. RADFORD 
CITY SCHOOLS (FORTY THREE 
INSTRUCTIONAL UNITS, GRADES K-7 AND 
INTERMEDIATE ECUCABLEI* 
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VT 016 360 
OEV&LOPMENTS DF THE 1972 SUMMER 
WORKSHOP OF SECONDARY EXPLORATION 
OF TECHNOLOGY 

(INOEPENOENCE-eURLINGTON-SHAMNEE 
HISSIONK A TRIAL 9T.H ANO/OR lOTH 
GRADE INDUSTRIAL ARTS COURSE IN 
MATERIALS/Pj^OCESSES. 
VT U19 279 ED 073 318 374 

GUIDELINES FOR AN ORIENTATION AND 
EXPLORATION CAREER EDUCATION 
PROGRAM IN MIDULE SCHOOL/ JUNI OR 
HIGH. 

£AatEH .LADBfca^ . 

VT 017 !>9U 346 

MODtL CURRICULA AND TRAINING 

TECHNIQUcS FOR USE !N TRAINING 

PARA-PROFESSIONAL EMPLOYEES OF 

PUBLIC HOUSING AUTHORITIES. 
VT 020 4eti 391 

CARtiER GUIDES FUR ENTRY OCCUPATIONS 

IN DATA PROCESSING. 
VT 020 46 7 391 

CAREER GUIDES FOR ENTRV- /3CCUP>AT IONS 

IN BANKING* 
VT 020 48)) 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN DENTAL HEALTH. 

VT 017 301 339 

MEN AT MOkK in NE«^ ENGLAND. MEN AT 

hCRK SERIES. 
VT 017 303 339 

HBH AT WORK ON THE. WEST COAST. HEN 

AT WORK SERIES. 
VT 017 739 354 

FACING FACTS ABOUT CAREER 

CPPORTUNITIES FOR THE HIGH SCHOOL 

GRADUATE: A GUIDE FOR STUOENTS AND 

THEIR PARENTS. 
VT 018 a«iO ED 072 308 364 

INVESTIGATING CAREER OPPORTUNITIES. 

CURRICULUM GUIDE. 
VT 0X9 134 369 

THE 1972-73 AIRLINE GUIDE TO 

STEWARDESS CAREERS. 
VT 019 35^ ED 073 325 377 

CAREERS GUlCE: OPPORTUNITIES IN THE 

PROFESS IONS « INDUSTRY AND COMMERCE. 
VT 019 691 383 

ThjE FRANKLIN PLAN FOR CAREER 

EXPLCRATIUN AND TRAINING. 
VT O20 ^7;> 390 

HOW DO THEY RUN IT? 
VT 020 476 390 

THE MAKING OF AN AIRCRAFT MECHANIC. 
VT O20 482 391 

GUIDLLINES FOR AVIATION EDUCATION 

IN SCHOOLS CF PENNSYLVANIA WITH 

ANNOTATED TEAChtR*S COURSE OF STUDY 

AND PLANNING CHART. 
VT 020 485 391 

CAREER bUlOES FOR ENTRY OCCUPATIONS 

IN DATA PROCESSING. 



VT 020 487 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN BANKING. 
VT 020 488 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN DENTAL HEALTH. 
VT 020 490 392 

THE MAKING OF A POLICE OFFICER. 
VT 020 500 392 

GUIDELINE OF CAREER EDUCATION 

ACTIVITIES. JUNIOR HIGH HONE 

ECONOMICS. 

VT 020 600 394 

FIELD TRIP GUIDE. 
VT 020 634 395 

CAREERS FOR THE •73S. CONSERVATION. 

VT 017 573 345 

THE CAREER PLANS OF YOUTH. 
VT 017 603 347 

YOU AND THE ENGINEERING PROFESSION. 
VT 017 739 354 

FACING FACTS ABOUT CAREER 

OPPORTUNITIES FOR THE HIGH SCHOOL 

GRADUATES A GUIDE FOR STUDENTS AND 

THEIR PARENTS* 
VT 017 741 354 

FACING FACTS ABOUT YOUR COLLEGE 

CAREER: A GUIDE FOR STUOENTSt 

COUNCELORS AND PARENTS. 
VT Old 680 EO 072 308 364 

INVESTIGATING CAREER OPPORTUNITIES. 

CURRICULUM GUIDE. 
VT 020 634 395 

CAREERS FOR THE ^3$. CONSERVATION. 

QARgfiPS 

VT 020 475 390 

HOW DC THEY RUN IT? 
VT 020 634 395 

CAREERS FOR THE •73S. CONSERVATION. 

VT 017 669 349 
ART EDUCATION: CARTOONING WITH 
FLICK CTENTA*;iVE COURSE OUTLINEI. 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE QUINMESTER PROGRAMc 



VT 019 526 381 
YOUR ATTITUDE IS SHOWING: A PRIMER 
UN HUMAN RELATIONS. 

fc£tt£^ INDUSTRY 

VT 019 395 379 
ENVIRGflHENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
304. 

VT 020 510 393 
CONSTRUCTION CLUSTER VOLUME IV 
CONCRETE WORK. VOCATIONAL EDUCATION 
PROGRAM OF STUDIES. 
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V7 017 697 350 
CURRICULUM GUIDE FOR VUCATIONAL 
CABINETMAKING9 GRADES ELEVEN AND 
Tm^LVE. 

VT 017 7Ul 351 
CURRICULUM GUIDE PGR VOCATIONAL 
ELECTRlCITYi GRADES ELEVEN AND 
TWELVE* 

VT 019 224 372 
CHILG CARE: THE SABYSITTER. 

VT 017 697 350 
CURRICULUM GUIDE FOR VOCATIONAL 
CA6INETMAKlNGf GRADES ELEVEN AND 
TWbLVE. 

VT 017 701 351 
CURRICULUM GUIDE F CR VOCATIONAL 
ELECTRICITY. GRACES ELEVEN AND 
TWELVE. 

VT 017 702 351 
A GALAXY PLAN FCR CAREER 
PREPARATION. A CONCEPT AND PLAN^OF 
ORGANIZATION. 

VT 017 320 340 
LET'S GO TO BUILD A HIGHWAY. LET'S 
GO SERIES. 

VT 017 642 349 
THE NEW ^^ORLC CF CONSTRUCTION 
ENGINEERING. THE NEM WORLDS SERIES. 

VT 017 602 347 
CURRICULUM FOP CLOTHING SERVICES. 

VT 019 209 372 

CAREER AWARENESS PROJECT^ BOOK TWO* 

GRADES 3 AND 4. 
VT 019 210 372 

CAREER AWARENESS PROJECT: BOOK 

THREEf GRADES AND 6. 

VT 017 741 354 
FACING TACTS ABP YOUR COLLEGE 
career: a GUIDE ;0k STUOENTS9 
CQUNCELORS AND PARENTS. 

VT 017 741 354 
FACING FACTS ABOUT YOUR COLLEGE 
CAREER: A GUIDE FOR STUDENTSt 
CCUNCELCRS AND PARENTS. 



VT 017 527 343 
RESOURCE UNIT FOR FAMILY LIFE 
EDUCATION* LEVEL 7. FINDING OUT 
ABOUT THE CAUSE AND PREVENTION Of 
COMMUNICABLE DISEASES. SUPPLEMENT 
TO THE CURRICULUM GUIDE FOR 
SCIENCE* GRADES 7 AND 8. 

VT 016 658 33^ 

COMMUNICATIONS: INDUSTRIAL 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH CISADVANTAGEO STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 729 353 

BUSINESS COMMUNICATIONS. 

VT 016 583 ED 073 241 363 

HAN06CDK FOR SELF-EVALUATION OF 
PROGRAMS AND SERVICES TO THE 
DISADVANTAGED AND THE HANDICAPPED 
AT COMMUNITY COLLEGES UNDER THE 
VOCATIONAL EDUCATION AMENDMENTS OF 
1966 (PUBLIC LAW 90«576l. 

VT 019 09: ED 073 308 368 

GUIDELINE^ FOR THE OPERATIONt 
DEMONSTRATION* EVALUATION AND 
DEFUSION OF A HODEL FOR A 
COMPREHENSIVE CAREER EDUCATION 
PROGRAM IN NORTH CAROL! NA« K-14. 

VT 016 608 33^ 
OCCUPATIONAL ANALYSIS FOR: DATA 
PROCESSING TECHNOLOGY.* 

VT 019 209 372 

CAREER AWARENESS PROJECT: BOOn TWO* 

GRADES 3 AND ^. 
VT 019 210 372 

CAREER AWARENESS PROJECT: BOOK 

THREEf GRADES 5 AND 6. 

VT^018^267^^ EDUC^TIQfil 

CONSERVATION. A.iDE ENGINEERING: 
CONSERVATION STRUCTURES AND 
PRACTICES. 

VT 018 944 365 
BUILDING construction: SKILLS 
GUTLINEf BEHAVIORAL 08JECTIVESt 
INDIVIDUALIZED CURRICULUM. 
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L^i^&TRLCTIflN IRRCCESSi. 

VT 017 520 342 
CUNSTRUCTIUN: INDUSTRIAL EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL 
MATERIALS FOR LSE WITH 
DISADVANTAGED STUDENTS IN 
VOCATIONAL ECUCATIDN. 

CGN<>TRLpTIQN IfM QLSTRY 

VT 017 350 340 
JOBS IN THE MANUFACTURE OF 
BUILDINGS. 

VT 017 642 349 
THE NEh WORLD CF CONSTRUCTION 
ENGINEERING. THE NEW WORLDS SERIES. 

VT 019 393 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CUNSTRUCTION INDUSTRIES: COURSE 
302. 

VT 019 394 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
303. 

VT 019 39t> 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES^ COURSE 
304. 

VT 019 390 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES; COURSE 
305. 

VT 019 397 380 
ENVIRONMENTAL HEALTH ANO SAFETY IN 
THE CGNSTRUCTIGN INDUSTRIES: COURSE 
301. 

VT 01« 342 358 
HOME ECUNOMICS INSTRUCTIONAL 
MATERIALS PROJECT. (TEXT AND 
APPENDICES A-D). 

VT 017 599 346 
AGRI-bUSINESS ECUCATION: MODEL 
TRAINING PLANS FOR SECONDARY 
COOPERATIVE AGRI-BUSINESS 
EDUCATION. 

VT 017 600 346 
BUSINESS ANO OFFICE EDUCATION: 
MODEL TRAINING PLANS FOR SECONDARY 
COOPERATIVE OFFICE EDUCATION. 

VT 017 601 347 
HEALTH OCCUPATIONS EDUCATION: MODEL 
TRAINING PLANS FOR SECONDARY 
COOPERATIVE HEALTH OCCUPATIONS 
EOUCATION. 

VT 017 925 355 
THE COOPERATIVE PLAN FOR 
DISTRIBUTIVE ECUCATION IN FLORIDA'S 
HIGH SCHOOLS. 

VT 019 406 360 
HOME ECONOMICS I : BASIC CORE t NINTH 
GRADE. 
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CQRRECTIQN/I 
VT 016 690 335 

MODULAR INSTRUCTION IN AUTOMOBILE 

BODY REPAIR VOCATIONAL TRAINING. 
VT Old 092 cU 070 645 357 

CURRICULUM GUIDE: LIFE SKILLS 

COURSE FOR CORRECTIONS. 

COURSE CqNTE NT 

VT 016 677 335 

METALS AND MECHANICAL CLUSTERS. 
VT 016 707 336 

ESTIMATING BRICK COURSES. 
VT 017 151 336 

USING DECIMALS. LESSON I OF MATH 

SERIES. 

VT 017 313 340 

HOW BEER IS MADE. MALT LIQUOR 

INDUSTRY JOBS. 
VT 017 614 348 

THOUGHTS dN THE TEACHING OF THE 

INTRODUCTION TD BUSINESS. 
VT 017 619 348 

BUSINESS EDUCATION CURRICULUM 

GUIDE t GRADES 10-12. 
VT 017 630 348 

BUSINESS AND OFFICE EDUCATION IN 

MISSOURI. 

VT 017 681 350 
SYNCHROt SERVO AND GYRO 
FUNDAMENTALS. RATE TRAINING MANUAL. 

VT 017 922 355 
DISTRIBUTIVE EDUCATION SECOND YEAR 
SERIES. UNIT IV: MARKETING IN OUR 
ECONOMY II. 

VT 018 720 363 
INSTRUMENTATION TECHNOLOGY: A 
TW0*YEAR9 POST SECONDARY CURRICULUM 
DESIGNED FOR THE ALTOONA AREA 
VOCATIONAL-TECHNICAL SCHOOL. 

VT 019 036 365 
OPERATION OF OIL eURNING EQUIPMENT 
ANO^ INCINERATORS. AIR POLLUTION 
control: course outline and LESSON 
PLANS. 

VT 019 175 371 
BUILDING MAINTENANCE: BUILDING 
MAINTENANCE MACHINE OPERATOR. 

VT 019 231 372 
CAREER EDUCATION FOR NORTON CITY 
SCH00L3TTCEHENTARY CURRICULUM 
GUIDES. 

VT 019 237 373 
ART AND. DESIGN— PAINTERSt VOLUME 
IV. 

VT 019 239 373 
ART AND DESIGN—PAINTERSf VOLUME I. 

VT 019 255 373 
THE GARMENT INDUSTRY: A UNIT IN THE 
CONSUMER AND HOMEMAKING OCCUPATIONS 
CLUSTER. JUNIOR HIGH SCHOOL UNIT 
FOR GRADES 7-9. 

VT 019 256 373 
WORKING FOR A NEWSPAPER: A UNIT IN 
THE COMMUNICATIONS ANO MEDIA 
OCCUPATIONS CLUSTER. JUNIOR HIGH 
SCHOOL UNIT. 
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VT 019 269 374 
MOVING PRODUCTS BY LAND 
TRANSPOkTATION: A UNIT IN THE 
TftANSPURTATICN CCCUPATIQNS CLUSTER. 
ELEMENTARY SCHOOL UNIT FOR GRADES 
2-6. 

VT 0 19 62 9 382 

THE MHEEL OF OPPORTUNITIES: 

AMERICAN STUDIES* VOCATIONAL 
. CURRICULUM UNITS. A HANDBOOK FOR 

TEACHERS. 

VT 019 908 ED 075 621 387 

TEACHING FOR EMPLOYAdZL ITY. 

VT U17 602 347 
CURRICULUM FOR CLOTHING SERVICES. 

VT 017 61^ 348 
A COURSE OUTLIKE FOR AIR 
CONDITIONING AND REFR IGERAT-iON^ 

VT 017 669 349 
ART EDUCATION: CARTOONING WITH 
FLICK (TENTATIVE COURSE OUTLINE). 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE QUINMESTER PROGRAM. 

VT 017 670 349 
ART: JEWELRY DESIGN I (TENTATIVE 
COURSE OUTLINE). . AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMESTER 
PROGRAM. 

VT 019 337 376 

A CURKiCULUM GUIDE FOR AUTOMOTIVE 

TECHNOLOGY. 
VT 019 369 378 

INSTRUCTIONAL GUIDE FOR PRACTICAL 

NURSING IN VIRGINIANS PUBLIC 

SCHOOLS. 



VT 017 148 

HOME ECONOMICS CURRICULUM GUIDE. 
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VT Olb 342 338 
HUME ECONOMICS INSTRUCTIONAL 
MATERIALS PROJECT. iTEXT AND 
APPENDICES A-D). 

VT 019 U80 EO 073 296 368 

CAREER CENTERED CURRICULUM WORKSHOP 
HANDBOOK. 

VT 019 333 375 

CAREER EDUCATION CURRICULUM 

GJIDELINE: a PLAN OF STUDENT 

DEVELOPMENT* GRADES K-9. 
VI 019 340 EO 073 324 376 

ANNOTATED dlBLIOGRAPHY ON CAREER 

EDUCATION. 

VT 019 704 EC 074 265 384 

GUIDELINES FOR CAREER AWARENESS. 

VT 020 480 390 
FLUID POWER TECHNOLOGY: A SUGGESTED 
2-YEAR POST h;>GH SCHOOL CURRICULUM. 
TECHNICAL EDUCATION PROGRAM. 



PAGE 

CURUiI dULUM gNRICHMENT 

VT 020 435 390 
PROJECT PEOPLE. PERSONAL 
ENHANCEMENT OCCUPY ; I ONAL 
PREPARATION THROUGH LIFE CENTERED 
EDUCATION. 

VT 016 658 334 

CDMMUNICAtlONS: INDUSTRIAL 

EDUCATION CURRICULUM GUIDE* 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
Vr 016 677 335 

METALS AND MECHANICAL CLUSTERS. 
VT 017 148 338 

HOME ECONOMICS CURRICULUM GUIDE* 
VT 017 516 341 
^--OFFICE ^pract ice: BUSINESS EDUCATION 

CURRICULUM GUIDE* INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 520 342 

CDNSTRUCiTION: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 533 343 

GENERAL BUSINESS: BUSINESS 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 549 344 

CAREER EDUCATION RESEARCH AND 

DEVELOPMENT PROJECT. CURRICULUM 

GUIDE. 

VT 017 556 344 

SHORTHAND: BUSINESS EDUCATION 

CURRICULUM GUIDE* INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 574 345 

ORNAMENTAL HORTICULTURE: 

AGRI-BUSINESS CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

HlTK DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 576 345 

SOIL SCIENCE AND PLANT TECHNOLOGY: 

AGRI-BUSINESS CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH CISAOVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 619 348 

BUSINESS EDUCATION CURRICULUM 

GUIDE* GRADES 10-12. 
VT 017 637 349 

POMER: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE* INSTRUCTIONAL 

MATERIALS FDR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 



ERLC 



408 



AIM/ VOL 6 NO 4 



SUBJECT INDEX 



PAGE 



PAGE 



VT 017 697 350 
CURRICULUM GUIDE FOR VOCATIONAL 
CA8INETMAKIKGf GRADES ELEVEN A^^D 
TWELVE. 

VT 017 700 351 
CURRICULUM GUIDE FOR ELECTRICAL 
CCCUPATIONS: WESTINGHOUSE AREA 
VOCATIONAL HIGH SCHOOL CLUSTER 
PROGRAM. APPLIANCE REPAIR: LEVELS 
III AND IV9 GRADES ELEVEN AND 
TWELVE. 

VT 017 701 351 
CURRICULUM GUIDE FOR VOCATIONAL 
ELECTRICITY9 GRADES ELEVEN AND 
TWELVE. 

VT 017 707 352 

ELEMENTARY CAREER EDUCATION STARTS 

WITH AWARENESS. 
VT 017 728 353 

INDUSTRIAL ARTS CURRICULUM GUIDE. 
VT 017 a4tt 354 

A TEACHER'S GUIDE FOR FREE 

ENTERPRISE. 
VT 016 092 ED 070 845 357 

CURRICULUM GUIDE: LIFE SKILLS 

COURSE FOR CCRRECTIONS. 
VT 018 558 362 

HEALTH AND SAFETY CURRICULUM GUIDE 9 

GRADES K-THREE. 
VT 010 720 363 

INSTRUMENTATION TECHNOLOGY: A 

TWO-YEAR 9 POST SECONDARY CURRICULUM 

CtSIGNED FUR THE ALTOONA AREA 

VaCATIONAt^TtChNICAL SCHOOL. 
VT 018 860 ED 072 308 364 

INVE:>TIbATING CAREER OPPORTUNITIES. 

CURRICULUM GUIDE. 
VI 018 944 365 

BUILDING construction: SKILLS 

UUTLlNEf 8EHAV10RAL O8JECTIVES9 

INOIVXDUALIZED CURRICULUM. 
VT 019 135 369 

CURRICULUM GUIDE FOR AUTO 

MECHANICS9 1V72. 
VT 019 167 370 

CURRICULUM GUIDE FOR BEGINNING 

METALS. 

VT 019 172 370 

CURRICULUM GUIDE AND LEARNING 

packages: HEALTH OCCUPATIONS. 
VT 019 208 371 

CAREER AWARENESS PROJECT: BOOK ONE9 

GRADES 1 AND 2. 
VT 019 209 372 

CAREER AWARENESS PROJECT: BOOK TWOt 

GRADES 3 AND 4. 
VT 019 210 372 

CAREER AWARENESS PROJECT: BOOK 

THREE9 GRADES 5 AND 6. 
VT 019 231 372 

career educaticn for norton city 
schools: Elementary curriculum 

GUIDES. 

VT 019 237 373 
. ART AND DESIGN— PAINTERS9 VOLUME 
IV. 



VT 019 255 373 
THE GARMENT INDUSTRY: A UNIT IN THE 
CONSUMER AND HOMEMAKING OCCUPATIONS 
CLUSTER. JUNIOR HIGH SCHOOL UNIT 
FOR GRADES 7-9. 

VT 019 256 373 
WORKING FOR A NEWSPAPER: A UNIT IN 
THE COMMUNICATIONS AND MEDIA 
OCCUPATIONS CLUSTER. JUNIOR HIGH 
SCHOOL UNIT. 

VT 019 269 374 

moving products by land 
transportation: a unit in the 
transportation occupations cluster, 
elementary school unit for grades 

2-6. 

VT 019 293 374 
VOCATIONAL DRAFTING CURRICULUM 
GUIDE. 

VT 019 330 375 

A CURRICULUM GUIDE FOR INDUSTRIAL 

ELECTRICITY. 
VT 019 337 376 

A CURRICULUM GUIDE FOR AUTOMOTIVE 

TECHNOLOGY. 
VT 019 341 376 

A CURRICULUM GUIDE FOR MACHINE TOOL 

TECHNCLOGY. 
VT 019 388 376 

VOCATIONAL BUILDING TRADES 

CURRICULUM GUIDE. 
VT 019 629 382 

THE WHEEL OF OPPORTUNITIES: 

AMERICAN STUDIES9 VOCATIONAL 

CURRICULUM UNITS. A HANDBOOK FOR 

TEACHERS. 

VT 019 680 ^ 382 

REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT — GRADE THREE. 

VT 019 681 383 
REVISED ELEMENTARY GUIDE FOR 
CURRICULUM DEVELOPMENT—GRADE FIVE. 

VT 019 682 383 
REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT— GRADE ONE. 

VT 019 683 383 
A CURRICULUM GUIDE FOR CAREER 
ORIENTATION AND EXPLORATION IN THE 
JUNIOR HIGH SCHOOL. 

VT 020 482 391 
GUIOECIKES FDR AVIATION EDUCATION 
IN SCHOOLS OF PENNSYLVANIA WITH 
ANNOTATED TEACHER'S COURSE OF STUDY 
AND PLANNING CHART. 

Ci&aitULUM PLANNING 

VT 020 435 390 
PROJECT PEOPLE. PERSONAL 
ENHANCEMENT OCCUPATIONAL 
PREPARATION THROUGH LIFE CENTERED 
EDUCATION. 

CUSTO DIAN TRAINING 

VT 020 660 395 
HOUSEKEEPING METHODS AND MATERIALS. 
OREGON CUSTODIAL TRAINING PROGRAM. 
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VT 017 278 

I KNGW A DAIRYMAN. 
HELPER SERIES. 



A COHHUNITY 



DATA PROCESS IMS 
VT 016 608 

OCCUPATIONAL ANALYSIS FOR: DATA 

PROCESSING TECHNOLOGY. 
VT 017 849 

A TEACHER'S GUIDE FOR DATA 

PROCESSING. 
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flAIA,£afl&£SUMfi,flCC»PAT IQNS . 

VT 020 483 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN DATA PROCESSING. 

VT 019 074 368 
THE ART OF PHOTCENGRAVINGt VOLUME 
TM. 

QtLl^^L FRACTIONS 

VT 017 131 338 
USING DECIMALS. LESSON I OF MAT:H 
SERIES. 

12£MAUA&U.SXAt^lS 

VT 019 139 370 
DENTALNAN. RATE TRAINING MANUAL. 

DUOLAL TcChNlCIAtg 

VT 018 329 361 
DENTAL TECHNICIAN 1 AND C. RATE 
TRAII^ING MANUAL. 

VT 019 139 370 
DENTALHAN. RATE TRAINING MANUAL. 

fi£MlSl&J( 

VT 019 068 367 
DENTAL SPECIALIST. TECHNICAL 
MANUAL. 

VT 9 139 370 
:....»TALMAN. RATE TRAINING MANUAL. 

VT 017 670 349 
ART: JEMELRY DESIGN I (TENTATIVE 
COURSE OUTLINE). AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMFSTER 
PROGRAM. 

VT 019 172 370 
CURRICULUM GUIDE AND LEARNING 
packages: HEALTH OCCUPATIONS. 

VT 019 333 375 
CAREcR EDUCATION CURRICULUM 
guideline: a ?IM OF STUDENT 
DEVELOPMENT f GRADES K-9. 

VT 019 702 384 
SAMPLES OF CAREER EDUCATION 
CURRICULUM MATERIALS. PIKEVILLE 
EXEMPLARY EDUCATION PROJECT. 



VT 019 877 ED 075 611 386 

LINCOLN COUNTY EXEMPLARY PROGRAM IN 
VOCATIONAL EDUCATION. RESOURCE 
UNITS DEVELOPED BY EXEMPLARY 
TEACHERS FOR GRADES 1-12. VOLUME IV 
OF VOLUME I. 
VT 019 878 
A SUGGESiflVE 



ORIENTATIONf 
VT 019 879 



ED 075 612 386 
RESOURCE UNIT FOR 
LEVELS SEVEN AND EIGHT USING THE 
OCCUPATIONAL CLUSTERS IN CAREER 

VOLUME II OF VOLUME I. 
ED 075 613 386 
RESEARCH MODEL FOR LEVELS NINE ANO 
TEN: LINCOLN COUNTY SCHOOL BASED 
MODEL FOR CAREER EDUCATIONt VOLUME 
1 1 1 OF VOLUME I. 

DICgSTIVE Sy^TgM 

VT 018 553 361 
MEDICAL RECORDS. INSTRUCTIONAL UNIT 
FOR THE MEDICAL TRANSCRIBER. 
MEDICAL TERMINOLOGY OF THE 
DIGESTIVE SYSTEM. ALLIED HEALTH 
^PROFESSIONS PROJECT. 

DIRECTORIES 

VT 017 636 348 

INDEX OF EMPLOYMENT OPPORTUNITIES. 

VOL. It PROFESSIONAL CAREERS 

EDITION. CAREER RESOURCE SERIES. 
VT 017 706 352 

HEALTH CAREERS: TRAINING PROGRAMS 

IN NEM YORK. 
VT 018 863 364 

HEALTH EDUCATIONAL PROGRAMS OF 

OKLAHOMA. 

VT 019 756 385 
ALLIED MEDICAL EDUCATION 
DIRECTORY— 1972. 

DISAPViWIAfiED YOUTH 

VT 016 658 334 

COMMUNICATIONS: INDUSTRIAL 

EOUCATION CURRICULUM GUIOE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 519 341 

MANUFACTURING: INDUSTRIAL EOUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIAtS FOR USE'^UITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 520 342 

construction: industrial education 
curriculum guide. instructional 
materials for use mith 
disadvantaged students in 
vocational education. 

VT 017 533 343 
• GENERAL 8USINESS^ BUSINESS 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
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VT 017 556 ^ 344 

shorthand: business education 
curhiculuh guide. instructional 
materials for use with 
disadvantaged students' in 
vocational education. 

VT 017 574 345 
ORNAMENTAL HORTICULTURE: !: 
AGRI-BUSINESS CURRICULUM GUIDE. 
INSTRUCTIONAL MATERIALS FOR USE 
WITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 

yT 017 576 345 
SOIL SCIENCE AND PLANT TECHNOLOGY: 
AGRI-bUSINESS CURRICULUM GUIDE. 
INSTRUCTIONAL MATERIALS FOR USE 
MITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 

VT 01/ 637 349 
POWER: INDUSTRIAL EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL 
MATERIALS FOR USE WITH 
DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 

VT Oitf 5B3 ED 073 241 363 

HANDBOOK FOR SELF-EVALUATION OB 
PROGRAMS AND SERVICES TO THE 
DISADVANTAGED AND THE HANDICAPPED 
AT CCMMUNITY COLLEGES UNDER THE 
VOCATIONAL EDUCATION AMENDMENTS OF 
1968 (PUbLIC LAW 90-^76). 

DiSTK I QUTl V£,£miCAUi3JJ 

VT 017 922 355 
DISTRIBUTIVE EDUCATION SECOND YEAR 
SERIES. UNIT IV: MARKETING IN OUR 
ECONOMY II. 

VT 017 925 355 
THE COOPERATIVE PLAN FOR 
DISTRIBUTIVE EDUCATION IN FLORIDA'S 
HIGH SCHOOLS. 



£C1^Q£^TM£^ 

VT 017 530 

DOCTORAL DISSERTATIONS CONCERNING 
CAREER EDU'CATIONt 1960-1971. 
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VT OIB 564 362 

BASIC DRAFTING INSTRUCTIONAL UNITS« 

CURRICULUM MATERIAL. 
VT 019 054 366 

BUSINESS education: MECHAf^ICAL 

DRAMINGt GRADES 7-12. 
VT 019 293 374 

VOCATIONAL DRAFTING CURRICULUM 

GUIDE. 



tCQNQfliCS 
VT 017 848 

A TEACHER'S GUIDE FOR FREE 

ENTERPRISE. 



354 



EOgCATlQNAL ACgPM NTAmLlTY 

VT 019 883 ED 076 746 

TWO VAE SYSTEM MODELS: A MODEL FOR 
A COMPETENCY-BASED INSTRUCTIONAL 
SYSTEM. COMPIITENCY-BASEO TEACHER 
EDUCATION SEUIES NO. 2. 

epucATiONAL smoAMce 

VT 017 741 

FACING FACTS ABOUT YOUR COLLEGE 
career: a guide for STUOENTSt 
COUNCELORS AND PARENTS. 



386 



entiCATIDNAL iMPRQVgMFIiT 

VT 017 734 

CURRICULAR AND INSTRUCTIONAL 
IMPROVEMENTS— 1970-1971. 

£PUCATIQNAL INNQVftTIQM 

VT 017 734 

CURRICULAR AND INSTRUCTIONAL 
IMPR0VEMENTS~1970-197 I* 



354 



353 



353 



£QULmONAL QBJIECTIVEi 

VT 016 677 335 

METALS AND MECHANICAL CLUSTERS. 
VT 017 619 348 

BUSINESS EDUCATION CURRICULUM 

GUIDE t GRADES 10-12. 
VT 017 728 353 

INDUSTRIAL ARTS CURRICULUM GUIDE. 
VT 019 239 373 

ART AND DESIGN— PAINTERS* VOLUME I* 
VT 019 691 383 

THE FRANKLIN PLAN FOR CAREER 

EXPLORATION AND TRAINING. 

FQUCATgONAL PLANNING 

VT 017 548 344 

A GUIDE FOR IMPLEMENTING CAREER 

EOUCATION IN THE DAVENPORT 

COMMUNITY SCHOOL DISTRICT. 
VT 019 691 383 

THE FRANKLIN PUN FOR CAREER 

EXPLORATION AND TRAINING. 

EDUCATIONAL PROGRAMS 

VT 017 599 346 
AGRI-BUSINESS EDUCATION: MODEL 
TRAINING PLANS FOR SECONDARY 
COOPERATTVE AGRI-BUSINBSS 
EDUCATION. 

VT 017 601 347 
HEALTH OCCUPATIONS EDUCATION: MODEL 
TRAINING PLANS FOR SECONDARY 
COOPERATIVE HEALTH OCCUPATIONS 
EOUCATION. 

VT 019 297 375 
POLICE TRAFFIC SERVICES BASIC 
TRAINING PROGRAM INSTRUCTOR'S 
LESSON PLANS. VOLUME 2 OF 3. 

VT 019 756 385 
ALLIED MEDICAL EDUCATION 
DIRECTORY — 1972. 
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VT 019 953 ED 075 637 387 

RESOURCES FOR CAREER DEVELOPMENT. 

fCUCAHQNAL ,50£I£miX 

VT 017 573 345 
THE CAREER PLANS OF YOUTH. 

VT 018 729 363 
EGG GRADING MANUAL. 

£i£fcUlC CIRCUIIS 

VT 019 313 375 
PRINCIPLES CF ELECTRIC WIRING. 

VT 017 700 351 

curriculum guide for electrical 
occupations: hestinghouse area 
vocational high school cluster 
program. appliance repair: levels 
iii and ivf grades eleven and 

TWELVE. 

VT 019 330 375 
A CURRICULUM GUIDE FOR INDUSTRIAL 
ELECTRICITY. 



VT 019 313 

PRINCIPLES OF ELECTRIC WIRING. 

VT 01? 701 

CURRICULUM GUIDE FOR VOCATIONAL 

ELECTRlCITYf GRADES ELEVEN AND 

TWELVE. 
VT 0^0 511 

CONSTRUCTION CLUSTER VOLUME V. 

ELECTRICAL. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 



375 



351 
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S L^CTRQUECH ANJCAf: TgCHNQ>-QfiY 

VT 019 337 376 

A CURRICULUM GUIDE FOR AUTOMOTIVE 

TECHNOLOGY. 

VT^017™81 

SYi'^CHROf SERVC AND GYRO 
FUNDAMENTALS. RATE TRA I NINITKANOAL. 

VT 019 L40 370 

electAonics administration and 

VT 0L9 491 380 
BASIC ELECTRONICS VOLUME 2. RATE 
TRAINING MANUAL. 

£L£M£tiIAE)LJi&iD£:S 

VI 017 707 352 

Elementary career education starts 
with awareness. 



VT 019 772 ED 074 289 365 

A GUIDE FOR IMPLEMENTATION OF A 
CAREER EDUCATION PROGRAM: 
ELEMENTARY GRADES. CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES. 

SlgHEN T Afty Sf^HQQL TEACHERS 

VT 020 055 386 
STUDY TRIP HANDBOOK FOR STUDENTS OF 
AGES 4-13 CPRE-KINDERGARTEN-GRAOE 
81. 

VT 017 405 341 

FINDING AND HOLDING A JOB. 

PREVOCATIdNAL SERIES. 
VT 020 190 389 

THE PROFESSIONAL JOB HUNTING 

SYSTEM: WORLD'S FASTEST HAY TO GET 

A BETTER JOB. 

gMPLQVMFMT ppPQftTUMl Tl FS 

VT 017 636 348 
I NDEX OF EMPLOYMENT OPPORTUN I T I ES . 
Wl. if PROFESSIONAL CAREERS 
EDITION. CAREER RESOURCE SERIES. 

VT 018 373 3S9 
OCCUPATIONAL OPPORTUNITIES IN 
ENVIRONMENTAL MANAGEMENT. 

VT 016 427 359 
5UMMER JOBS IN EUROPE — 1973. 

VT o:8 536 ED 072 203 361 

INOv'tX of opportunity IN NURSING AND 
ALLIJED HEALTH PROFESSIONSf 1972. 



fHPLQY f^^NT p BQGR4 ffS 
VT 018 427 

SUMMER JOBS IN EUROPE- 



359 



•1973« 



VT 016 781 

HANDBOOK FOR ANALYZING JOBS. 
VT 019 037 365 

LICENSED OCCUPATIONS IN HAWAII. 
VT 019 123 369 

JOB GRADING STANDARD FOR HEATING 

AND BOILER PLANT EQUIPMENT MECHANIC 

WG-5309. 

VT 019 906 ED 075 621 387 

TEACHING FOR FMPLOTABILmf. 
VT 020 476 390 

THE MAKING OF AN AIRCRAFT MECHANIC. 
VT 020 490 392 

THE MAKING OF A POLICE OFFICER. 

iMELQXl!£MLS£aXl£E^ 389 

THE PROFESSIONAL JOB HUNTING 
system: WORLD'S FASTEST WAY TO GET 
A BETTER JOB. 

ENGINEERING 

VT 017 603 347 
you AND THE ENGINEERING PROFESSION. 
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ENGlNggRlNG ^CUC^TtpN 

VT 017 603 347 
YOU AND THg ENGlNEERrniv ESSION. 

VT 019 038 365 
OPEKATIDN OF OIL BURNING EQUIPMENT 
AND INCINERATORS. AIR POLLUTION 
control: course OUTLINE ANO LESSON 
PLANS. 

£WfilNEFRINff lEJUMOLflfil 

VT Oia 267 358 
CONSERVATION AIOE Vt ENGINEERING: 
CONSERVATION STRUCTURES ANO 
PRACTICES. 

VT 020 078 368 
STATIONARY ENGINEERS WORKBOOK. 

VT 017 i>*t2 349 
THE NEW MORLO CF CONSTRUCTION 
ENGINEERING. THE NEM MORLDS SERIES. 

£tiaii;tja£til £XPfiRl£NC£ 

VT 020 0!>!> 368 
STUDY TRIP HANCBOOK FOR STUDENTS OF 
AGES 4-13 CPR£-KINCERGARTEN*GR,A0E 
6). 

.VT 020 600 394 
FIELD TRIP GUIDE. 

VT 019 134 369 

THE i972-73 AIRLINE GUIDE tO 

STEWARDESS CARI^ERS. 
VT 019 172 370 

CURRICULUM GUIDE AND LEARNING 

PACKAGES: HEALTH OCCUPATIONS. 
VT 019 33d 376 

TECHNIQUES USEC IN SEEKING 

EMPLOYMENT: COURSE SYLLABUS. 
VT 020 273 389 

NATIONAL APPRENTICESHIP STANDARDS 

FUR THE RETAIL MEAT CUTTING 

INDUSTRY. 

VT 020 4d«> 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN DATA PROCESSING. 
VT 020 487 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN BANKING. 
VT 020 4a a 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN DENTAL HEALTH. 

gNVlRQi>iMEN TAL EDUCATION 

VT 018 373 359 
OCCUPATIONAL OPPORTUNITIES IN 
ENVIRONMENTAL MANAGEMENT. 

I^NVlt^DM MgNTAL MAj^A&fcME N T 

VT 018 373 359 
OCCUPATIONAL CFPORTUNITIES IN 
ENVIRONMENTAL MANAGEMENT. 



gQUlPMgNT MAINTFNAMCi: 

VT 017 608 347 
AVIATION SUPPORT EQUIPMENT 
TECHNICIAN H 3 € 2« RATE TRAINING 
MANUAL. 

VT 018 070 356 

AVIATION QRDNArCEMAN 1 ANO C« RATE 

TRAINING MANUAL. 
VT 018 365 359 

HULL MAINTENANCE TECHNICIAN I £ C. 

RATE TRAINING MANUAL. 

g pMlPM^ NT u Tit^i^A T^ QN 

VT 019 038 365 
OPERATION OF OIL BURNING EQUIPMENT 
ANO INCINERATORS. AIR POLLUTION 
CONTROL: COURSE OUTLINE ANO LESSON 
PLANS. 

EXPERIH eN TAL CURpiCm^ L^fl 

VT 018 482 360 
OEVELOPMIENTS of the 1972 SUMMER 
WORKSHOP OF SECONDARY EXPLORATIGN 
OF TECHNOLOGY 

CIN0EPEN0ENCE-8URLINGTON-SHAWNEE 
MISSIONI. A TRIAL 9TH ANO/OR lOTH 
GRADE INDUSTRIAL ARTS COURSE IN 
MATERIALS/PROCESSES. 

EAHILI-LIFE EPUCATIQM 

VT 017 525 342 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIDNf LEVEL 10. DEVELOPING AN 
UNDERSTANDING OF THE CONTINUITY OF 
LIFE: HUMAN REPRODUCTION. 
SUPPLEMENT TO THE CURRICULUM GUIDE 
FOR- SCIENCE BIOLOGY FOR THE 
SECONDARY SCHOOLS. 

VT 017 526 343 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIONf LEVEL 9. MY HEALTH 
PROBLEMS-^GROWING UP. SUPPLEMENT TO 
THE CURRICULUM GUIDE FOR HEALTH AND 
SAFETY EDUCATION GRADES 9-12. 

VT 017 527 343 
RESOURCE UNIT FDR FAMILY LIFE 
EOUCATIONf LEVEL 7. FINDING OUT 
ABOUT THE CAUSE ANO PREVENTION OF 
COMMUNICABLE DISEASES. SUPPLEMENT 
TO THE CURRICULUM GUIDE FOR 
SC I ENCE t GRADES 7 ANO 8. 



fARM QCCUPATIQ N ^ 

VT 017 278 

I KNOW A DAIRYMAN* 
HELPER SERIES. 
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LSLAtlQIi 

VT 0 19 123 369 
JOB GRADING STANDARD FOR HEATING 
AND BOILER PLANT EQUIPMENT MECHANIC 
WG-5309. 

Vt 019 647 385 
SPECIAL PROJECTS FDR IMPROVEMENT IN 
NURSE TRAINING. 
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VT Oltt 376 

feeds: teacher «S HANtAL. 
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£i£U2-IBJL£& 

VT 019 ^dd 374 
NOM CARtER ECUCATION FIELD TRIP 
GUIDELINES. 

VT 020 053 383 
STUDY TRIP HANCBOOK FOR STUDENTS OF 
AGES 4-13 iPRE-KINCERGARTEN-GRADE 

VT 020 600 394 
FIbLD TRIP GUIDE. 

Vr 017 609 349 
ART EDUCATION: CARTOONING WITH 
FLICK (TENTATIVE COURSE OUTLINE!. 
AUTHQRUED COURSE OF INSTRUCTION 
FOR THE UUINMESTER l>ROGRAM. 

LLLflJS 

VT 019 289 * 374 

NOW CAREER EDUCATION FILM LIST 

fINg /IRIS 

VT 017 670 349 
ART: JEWELRY DESIGN I (TENTATIVE 
COURSE OUTLINE I. AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMESTER 
PROGRAM. 

VT 019 397 380 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES^ COURSE 
301. 



fLE^iiiLE PRQfiB£SSI01i 
VT 017 702 

A GALAXY PLAN FOR CAREER 

PREPARATION. A CONCEPT AND PLAN OF 

ORGANIZATION. 
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FCffl O SgR YfCE 

VT 018 851 363 
FOOD SERVICES OPERATIONS. 

FOOD ST^NPARDS 

VT 018 729 363 
EGG GRADING MANUAL. 

POnPS l li«TRUCT10W 

VT 018 851 363 
FOOD SERVICES OPERATIONS. 

FQR glGN prillNTRIgS 

VT 017 573 3^*5. 
THE CAREER PLANS OF YOUTH. 

fORfilNG INDUaifll 

VT 016 748 337 
J08S IN THE FORGING INOUSTRYt 

FopT WQp7fl 

VT 017 734 353 
CURRICULAR AND INSTRUCTIONAL 
IMPROVEMENTS— 1970-1971. 

EiaiBAMFt^TAt. CONCEPTS 

VT 019 908 ED 075 621 387 

TEACHING FOR EMPLOY ABILITY. 

Pt f g£Q_C tiftRICULUM , 

VT 019 1B8 371 
THE WORLD OF WORK IN THE ELEMENTARY 
SCHOOL. 



G ALAXY P L AM 
VT 017 702 

A^ GALAXY PLAN FOR CAREER. 

PREPARATION. A CONCEPT AND PLAN OF 

ORGANIZATION. 
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GEQGR APHyCRgGlON S 

VT 017 300 339 
MEN AT WORK IN THE MIDDLE ATLANTIC 
STATES. MEN AT WORK SERIES. 



VT 017 922 355 
DISTRIBUTIVE EDUCATION SECOND YEAR 
SERIES. UNIT IV: MARKETING I'-l OUR 
ECONCMY 11. 

VT 017 925 355 
THE COOPERATIVE PLAN FOR 
DISTRiaUTlVE EDUCATION IN FL0RI0A«S 
HIGH SCHOOLS. 

VT 017 637 349 

power: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 020 4^0 390 

FLUID POWER technology: A SUGGESTED 

2-YEAR POST ^IGH SCHOOL CURRICULUM. 

technical EDUCATION PROGRAM. 



VT 018 461 360 
SCIENTIFIC GLASSBLOWING 1 AND 2. 
STUDENT MANUAL. 

gflAL PRIEfirATIflrf 

VT 017 728 353 
INDUSTRIAL ARTS CURRICULUM GUIDE. 



finVPRM*^fMT PtmiirATIQMS 

VT 016 781 

HANDBOOK FOR ANALYZING JOBS. 
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VT 019 682 383 
REVISED ELEMENTARY GUIDE FOR CAREER 
DEVELOPMENT— GRADE ONE. 

&BAQJLJ 

VT 019 680 382 
REVISED EtEKENTARY GUIDE FOR CAREER 
DEVELOPMENT*«-GRADE THREE. 
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VT 019 074 

The art uf phqtoengkaving9 volume 

TWO. 



368 



VT 019 354 EC 073 325 377 

CAREERS guide: OPPUKTUNITIES IN THE 
PROFESSIONS, INOUSTRY AND COMMERCE. 

VT 019 048 365 

BUSINESS EUUCATION: WOODWORKING, 

CKADfcS 7-12. 
VT 019 049 366 

BUSINESS EDUCATION: HOME ECONOMICS, 

GRADES 7-9. 
VT OI9 051 366 

BUSINESS EOUCATION*SECR£TARI AL 

SKILLS, GRADES 10-12. 
VT 019 052 366 

BUSINESS EDUCATION: BUSINESS LAM, 

GRADES 10-12. 
VT 019 054 366 

BUSINESS EDUCATION: MECHANICAL 

DRAWING, GRADES 7-12. 
VT 019 055 367 

BUSINESS EDUCATION: BOOKKEEPING, 

GRADES 10-12. 
VT 019 056 367 

BUSINESS education: GENERAL 

BUSINESS, GRADES 10-12. 
VT 019 057 367 

BUSINESS EDUCATION: GENERAL METALS, 

GRADES 7-12. 
VT 019 092 EC 073 308 368 

GUIDELINES FOR THE OPERATION, 

UtHONSTRATIONf EVALUATION ANO 

O&FUSION OF A MODEL FOR A 

COMPREHENSIVE CAREER EDUCATION ' 

PROGRAM IN NORTH CAROLINA, K-14* 
VT 019 279 ED 073 318 374 

GUIDELINES FOR AN ORIENTATION ANO 

ifXPLCKATION CAREER EDUCATION 

PROGRAM IN MIDCLE SCHOOL/JUNIOR 

HIGH. 

VT 019 2B8 374 

NOW Career education field trip 

GUIDELINES. 
VT 019 333 375 

CAREER EDUCATION CURRICULUM 

GUIDELINE: A PLAN OF STUDENT 

DEVELOPMENT, GRADES K-9. 
VT 019 370 377 

NATICNAL APPRENTICESHIP POLICY OF 

THE International mailers union: a 

MANUAL OF PROCEDURES TO BE USED AS 
A .GUIDE FOR ESTABLISHING LOCAL 
MAILERS JOINT APPRENTICESHIP 
PROGRAMS. 

VT 019 704 ED 074 265 384 

GUIDELINES FCR CAREER AmARENESS. 

VT 019 847 385 
SPECIAL PROJECTS FOR IMPROVEMENT IN 
NURSE TRAINING. 



PAGE 

VT 020 482 391 
GUIDELINES FOR AVIATION EDUCATION 
IN SCHOOLS OF PENNSYLVANIA WITH 
ANNOTATED TEACHER'S COURSE OF STUDY 
AND PLANNING CHART. 

VT 020 500 392 
GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. JUNIOR HIGH HOME 
ECONOMICS. 

VT 018 530 361 

NURSING ACTION GUIDES. NURSING 

SERVICE PROGRAM GUIDE. 
VT 019 874 385 

REFRESHER COURSES FOR PRIVATE AND 

COMMERCIAL PILOTS. 
VT 020 133 388 

SAMPLE BOOKLET OF CAREER EDUCATION 

GUIDES K-12; EAU CLAIRE, WISCONSIN. 
VT 020 476 390 

THE MAKING OF AN AIRCRAFT MECHANIC. 

HAIRCUTTING 

VT 016 673 334 
TOOLS AND AREAS. LESSON I OF THEORY 
SERIES. 

VT 016 673 334 
TOOLS AND AREAS. LESSON I OF THEORY 
SERIES. 

VT 018 455 360 
PRECISION INSPECTION MANUAL-1. 

VT 019 393 379 
ENVIRONMENTAL HEALTH ANO SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
302«« 

HANQICAPPS P 

VT 018 583 ED 073 241 363 

HANDBOOK FOR SaF-EVALUATION OF 
PROGRAMS AND SERVICES TO THE 
DISAOVANTAGEO AND THE HANDICAPPED 
AT COMMUNITY"^ COLLEGES UNOER THE 
VOCATIONAL EDUCATION AMENDMENTS OF 
1968 (PUBLIC LAW 90-5761. 

VT 019 O-i? 365 
LICENSED 13CCUPATI0NS IN HAWAII. 

, H£AUTfcL£flmiAIHm 

VT 016 785 337 

HOME NURSING. 
VT 018 558 362 

HEALTH AND SAFETY CURRICULUM GUIDE, 

GRADES K-THREE. 

vf*oi6"200'*^^^^^ 334 

INTROOUCf ION TO ALLIED HEALTH 

CAREERS. STUDENT'S MANUAL. 
VT 017 706 352 

HEALTH CAREERS: TRAINING PROGRAMS 

IN NEW YORK. 
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SECONDARY 

OCCUPATIONS 



334 



347 



352 



361 



VT 019 181 371 
TAKING A PATIENT'S WEIGHT: NURSE. 
tLEMENTARY CA"* -^p CENTER 
INSTRUCT lONAt ^^/ERIAL. 

ij£ALlil^££U£iUQIi&JEJM:AIIQtl 
VT 016 200 

INTROOUCTIUN TO ALLIED HEALTH 

CAREERS. STUDENT'S MANUAL. 
VT 017 601 

HEALTH OCCUPATIONS EDUCATION: MODEL 

TRAINING PLANS FOR 

COOPERATIVE HEALTH 

EDUCATION. 
VT.017 706 

HEALTH CAREERS: TRAINING PROGRAMS 

IN NEW YORK. 
VT Ola 529 

DENTAL TECHNICIAN 1 AND C. RATE 

TRAINING MANUAL. 
VT OIB 553 361 

MEDICAL RECORDS. INSTRUCTIONAL UNIT 

FOR THE MEDICAL TRANSCRIBER. 

MEDICAL TERMINCLCGY OF THE 

DIGESTIVE SYSTEM. ALLIED HEALTH 

PROFESSIONS PROJECT. 
VT Did 363 364 

HIiALTH EDUCATIONAL PROGRAMS OF 

CKLAhOMA. 

VT 01"^ 068 367 
DEf^TAL SPECIALIST. TECHNICAL 
MANUAL* 

VT Oly 172 370 
CURRICULUM GUICE AND LEARNING 
PACKAGES £ HEALTH OCCUPATIONS. 

VT 019 369 378 
INSTRUCTIONAL GUIDE FOR PRACTICAL 
NURSING IN VIRGINIA'S PUBLIC 
SCHOOLS. 

VT 020 46 8 391 
CAREER GUIDES FOR ENTRY OCCUPATIONS 
IN DENTAL HEALTH. 

VT 016 20O 334 
INTRODUCTION TO ALLIED HEALTH 
CAREERS. STUDENT'S MANUAL. 

VT 016 200 334 
INTRCOUCTION TO ALLIED HEACTH 
CAREERS. STUDENT'S MANUAL. 

VT 0^0 513 394 
CONSTRUCTION CLUSTER VOLUME VII. 
.HEATING AND VENTILATION. 
VOCATIONALEDUCATION PROGRAM OF 
STUDIES. 

VT 017 526 343 
RESOURCE UNIT FOR FAMILY LIFE 
EDUCATION* LEVEL 9. MY HEALTH 
PROBLEMS — GROWING UP. SUPPLEMENT TO 
THE CURRICULUM GUIDE FOR HEALTH AND 
SAFETY EDUCATICN GRADES 9-12. 



VT 017 739 354 
FACING FACTS ABOUT CAREER 
OPPORTUNITIES FOR THE HIGH SCHOOL 
graduate: a GUIDE FOR STUDENTS AND 
THEIR PARENTS. 

HIGti ^R-ED UCATlQI^ 

VT 016 663 364 
HEALTH EDUCATIONAL PROGRAMS OF 
OKLAHOMA. 

VT 017 146 338 

HOME ECONOMICS CURRICULUM GUIDE. 
VT Old 342 358 

HOME ECONOMICS INSTRUCTIONAL 

MATERIALS PROJECT. <TEXT AND 

APPENDICES A-DI. 

HOME SCQNnHlCS EDUCAIIOM 

VT 017 517 341 

ROLES AND PURPOSES OF HOME 

ECONOMICS EDUCATION' WITHIN THE 

TOTAL SCOPE OF VOCATIONAL EDUCATION 

(PROFESSOR'S SECTION!. 
VT 019 049 366 

8USINESS EDUCATION: HOME ECONOMICSt 

GRADES 7-9. 
VT 019 406 380 

HOME ECONOMICS I: BASIC COREi NINTH 

GRADE. 

VT 020 500 392 
GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. JUNIOR HIGH HOME 
ECONOMICS. 

^QHk MA NAGEMENT 

VT 019 049 366 
BUSINESS EDUCATION: HOME ECONOMICS* 
GRADES 7-9. 

VT 018 264 357 
BUSINESS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. TEACHERS 
MANUAL. 

VT 019 144 370 
HORTICULTURE: GREENHOUSE AND 
NURSERY EMPLOYEE. 

VT 016 538 ED 072 203 361 

INDEX OF OPPORTUNITY IN NURSING AND 
ALLIED HEALTH PROFESSIONSf 1972. 



VT 018 505 

THE 8ACK-TO-W0RK HANDBOOK FOR 
HOUSEWIVES. A COLL lER BOOKS CAREER 
GUIDE. 
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VT 01/ 598 346 
HOOEL CURRICULA AND TRAINING 
TECHNIQUES FOR USE IN TRAINING 
PARA-PROFESSIONAL EMPLOYEES OF 
PUBLIC HOUSING AUTHORITIES* 

HULL MAlNTgNANCg JgCHNICIAM 1 £ C 

VT Old 36!> 359 

HULL MAINTENANCE TECHNICIAN I L Cm 

RATE TRAINING l^-ANUAL. 

hUHAM B^^ATIC][^S 

VT 019 5Z6 381 
YOUR ATTITUDE IS SHOWING: A PRIMER 
ON HUMAN RELATIONS. 

H UHAM H&SQURCE S 

VT 019 2b6 374 
NOW CAREER EDUCATION FIELO TRIP 
GU iUELINES. 

VT 01.8 558 362 
HEALTH ANO SAFETY CURRICULUM GUIDEt 
GRADES K-THREE. 

VT 017 320 340 
LET'S GO TU 8UIL0 A HIGHWAY. LET'S 
GO SERIES. 

It[B£/ES HUCAT£BS1 

VT 017 636 348 
INDEX Of EMPLOYMENT OPPORTUNITIES. 
VOL. If PROFESSIONAL CAREERS 
EDITION. CAREER RESOURCE SERIES. 

IMOUSTfilAL ARTS 

VT 017 72a 353 
INDUSTRIAL ARTS CURRICULUM GUIDE. 

VT 018 482 360 
DEVELOPMENTS OF THE 1972 SUMMER 
WORKSHOP UF SECONDARY EXPLORATION 
CF TECHNOLOGY 

(INDEPENDENCE- BURLINGTON-SHAWNEE 

MISSION). A TRIAL 9TH ANO/OR lOTH 

GRADE INDUSTRIAL ARTS COURSE IN 

MATERIALS/PROCESSES. 
VT 019 054 366 

BUSINESS EDUCATION: MECHANICAL 

DRAWING* GRADES 7-12. 
Vf 019 057 367 

8USINESS EDUCATIONS GENERAL HETALSt 

GRACES 7-12. 
VT 019 167 370 

.CURRICULUM GUIDE FOR 8EG INNING 

METALS. 

INDUSTRIAL ART S TPACHgRS 

VT 019 048 365 
BUSINESS education: WOODWORKINGt 
GRADES 7-12. 



VT 017 642 349 
THE NEW WORLD OF CONSTRUCTION 
ENGINEERING. THE NEW WORLDS SERIES. 

VT 019 543 382 
TOOLS FOR WOODWORKING TRAOESt ANO 
INDUSTRIAL EDUCATION MANUAL. 

VT 020 552 394 
MANUFACTURING UNIT. INTERMEDIATE 
LEVEL. 

INDUSTRIAL TgCHNOLQGY 

VT 0X7 728 353 
INDUSTRIAL ARTS CURRICULUM GUIDE. 

VT 018 482 360 
DEVELOPMENTS OF THE 1972 SUMMER 
WORKSHOP OF SECONDARY EXPLORATION 
OF TECHNOLOGY 

( I NOE PENDENCE-BURL I NGTON-SHAWNEE 
MISSION). Hi TRIIAL 9TH ANO/OR lOTH 
GRADE INdUSTRIAL ARTS COURSE IN 
MATERIALS/ PROCESSES. 
VT 019 330 375 
A CURRICULUM GUIDE FOR INDUSTRIAL 
ELECTRICITY. 



VT 020 552 

MANUFACTURING UN1T« INTERMEDIATE 
LEVEL. 
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INSgRVICg TgAC HgR gPUCATI 
VT 019 080 ED 073 296 368 

CAREER CENTEREC CURRICULUM WORKSHOP 

HANDBOOK. 

VT 019 540 ED 074 255 381 

EDUCATION FOR REALITY: IN-SERVICE 
DESIGN FOR TEACHER ORIENTATION IN 
CAREER EDUCATION. 



INSTRUCTIONAL AIDS 
VT 02O 078 

STATIONARY ENGINEERS WORKBOOK. 



388 



fMSTRUCTIQNAL INNqVATI flM 

VT 017 670 349 
art: JEWELRY DESIGN I (TENTATIVE 
COURSE OUTLINE). AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINKESTER 
PROGRAM. 

VT Old 564 36? 
BA:SIC"DRW^TING instructional UNITS. 
CURRICULUM MATERIAL. 



4 PREPARATORY STEPS^ 
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iWPUSTKIAL gPUCATJOt^ 
VT 016 748 

JOBS IN THE FORGING INDUSTRY. 
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INSTRUC 1 
VT 016 697 

THE BARBER'S 

LESSON II OF THEORY SERIES. 
VT 017 150 336 

INTRODUCTION TO TA8LE MANNERS. 

LESSON V OF LIVING SKILLS SERIES. 
VT 017 681 350 

SYNCHROf SERVO AND GYRO 

FUNDAMENTALS. RATE TRAINING MANUAL. 
VT 017 848 354 

A TEACHER'S GUIDE FOR FREE 

ENTERPRISE. 
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VT 017 849 355 

A TEACHER* S GUIDE FDR DATA 

PROCESSING. 
VT 017 92Z 355 

DISTRIBUTIVE ECUCATION SECOND YEAR 

SERIES* UNIT IV: MARKETING IN OUR 

ECONOMY II. 
VT DU D66 356 

MAKING THE GRADE* 
VT 018 268 358 

CONSERVATION AIDE IV9 SURVEYING. 
VT 018 342 358 

HOME ECONOMICS INSTRUCTIONAL 

MATERIALS PROJECT, (TEXT AND 

APPENDICES A-DI. 
VT 016 373 359 

OCCUPATIONAL OPPORTUNITIES IN 

ENVIRONMENTAL HAKAGEMENT. 
VT 018 553 361 

MEDICAL RECORDS. INSTRUCTIONAL UNIT 

FUR THE MEDICAL TRANSCRIBER. 

MEDICAL TERMINOLOGY OF THE 

DIGESTIVE SYSTEM. ALLIED HEALTH 

PROFESSIONS PROJECT. 
VT 018 720 363 

INSTRUMENTATION TECHNOLOGY: A 

THO-VEAR« POST SECONDARY CURRICULUM 

DESIGNED FUR THE ALTOONA AREA 

VOCATIONAL-TECHNICAL SCHOOL. 
VT 019 038 365 

OPERATION OF OIL BURNING EQUIPMENT 

AND INCINERATORS. AIR POLLUTION 

CONTROL: COURSE OUTLINE AND LESSON 

PLANS-. 

VT liVt fo: 373 
AND b£Sl£"ii — PAINTERSf VOLUME 

IV. 

VT 019 255 373 
THE GARMENT INCi/STRy: A UNIT IN THE 
CONSUMER AND HOMEMAKI NG OCCUPATIONS 
CLUSTER. JUNICR HIGH SCHOOL UNIT 
FOR GRADES 7-9. 

VT 019 256 373 
WORKING FOR A NEWSPAPER: A UNIT IN 
THE COMMUNICATIONS AND MEDIA 
OCCUPATIONS CLUSTER. JUNIOR HIGH 
SCHOOL UNIT. 

VT 019 269 374 

moving products by land 
transportation: a unit in the 
transportation occupations cluster, 
elementary school unit for grades 

2-6. 

VT 01,9 313 375 
PRINCIPLES OF ELECTRIC WIRING. 

VT 019 340 ED 073 324 376 

ANNOTATED BIBLIOGRAPHY ON CAREER 
EDUCATION. 

VT 019 489 380 
A DEFINITIVE STUDY OF YOUR FUTURE 
IN SALESMANSHIP AND SALES 
MANAGEMENT. CAREERS IN DEPTH 
SERIES. 

VT 019 525 ED 075 576 381 

SUPPLEMENT TO ABSTRACTS OF 
INSTRUCTIONAL MATERIALS FOR CAREER 
EDUCATION. 



VT 019 543 382 

TOOLS FOR WOODWORKING TRADESt AND 

INDUSTRIAL EDUCATION MANUAL. 
VT 019 702 384 

SAMPLES OF CAREER EDUCATION 

CURRICULUM MATERIALS. PIKEVILLE 

EXEMPLARY EDUCATION PROJECT. 
VT 020 279 389 

ELEMENTARY TEACHERS GUIDE TO FREE 

CURRICULUM MATERIALS. 
VT OZQ 507 392 

CQfKSTRUCTIDN CLUSTER VOLUME I. WOOD 

STUUCrURAL FRAMING. VOCATIONAL 

EDUCATION PROGRAM OF STUDIES. 
VT 020 508 393 

CONSTRUCTION CLUSTER VOLUME II, 

MASONRY W0RK« VOCATIONAL EDUCATION 

PROGRAM OF STUDIES, 
VT 0 20 509 393 

CONSTRUCTION CLUSTER VOLUME III. 

PLUMBING. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 510 393 

CONSTRUCTION CLUSTER VOLUME IV 

CONCRETE HDRK« VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 511 393 

CONSTRUCTION CLUSTER VOLUME V. 

ELECTRICAL. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 512 394 

CONSTRUCTION CLUSTER VOLUME VI. AIR 

CONDITIONING AND REFRIGERATION. 

VOCATIONAL EDUCATION PROGRAM OF 

STUDIES. 

VT 020 513 394 
CONSTRUCTION CLUSTcR VOLUME VII. 
HEATING AND VENTILATION. 
VOCATIONAIEOUCATION PROGRAM OF 
STUDIES. 

VT 020 616 395 

AVIATION 8DATSWAIN«S MATE E 3 AND 

2. RATE TRAINING MANUAL. 
VT 620 638 395 

AVIATION MACHINIST'S MATE Jl AND C. 

RATE TRAINCNG MANUAL. 
VT 020 660 395 

HOUSEKEEPING METHODS AND MATERIALS. 

OREGON CUSTODIAL TRAINING PROGRAM. 



rHSTRiKiipff/n; FyofiRftta 

VT 019 874 

REFRESHER COURSES FDR PRIVATE AND 
COMMERCIAL PILOTS. 
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INSTR UCTIONAL, ^^T£M2 

VT 019 883 ED 076 746 386 

TWO VAE SYSTEM MODELS: A MODEL FDR 
A COMPETENCY-BASED INSTRUCTIONAL 
SYSTEM* CDMPETENCY-8ASE0 TEACHER 
EDUCATION SERIES NO. 2. 
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VT 017 522 342 
"CAKEEK AWARENESS" IN THE 
ELEMtNTAKY GRADES. INSTRUCTIONAL 
TELEVISION TEACHER'S GUIOE FOR 
GRADES FOUR« FIVE AND SIX. 

VT 018 720 , 363 

INSTRUMENTATION TECHNOLOGY: A 
TWO-YEAR f POST SECONDARY CURRICULUM 
DESIGNED FOR THE ALTOONA AREA 
VOCATIONAL-TECHNICAL SCHOOL. 

HaLIiEiil^&^&TiVIIIfi 

VT 019 360 ED 074 218 377 

CAREER DEVELOPMENT GUIDE FOR THE 
ELEMENTARY SCHOOL. A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS. 

VT 017 148 338 
HOME ECONOMICS CURRICULUM GUIDE. 

VT 017 522 342 
•"CAREER AWARENESS** IN THE 
ELEMENTARY GRACES. INSTRUCTIONAL 
TELEVISION TEACHER'S GUIDE FOR 
GRADES FOURf FIVE AND SIX. 

VT 017 549 344 
CAREER EOUCATIQN RESEARCH AND 
DEVELOPMENT PROJECT. CURRICULUM 
GUIDE. 

VT 017 707 352 
ELEMENTARY CAREER EDUCATION STARTS 
WITH AWARENESS. 

VT 019 119 369 
CAREER RELATED INSTRUCTIONAL 
PROCEDURESf K-3: EARLY CHILDHOOD 
AND primary; 4-5: INTERMEDIATE. 

VT Oi9 181 371 
TAKING A PATIENT'S WEIGHT: NURSE. 
ELEMENTARY CAREER CENTER 
INSTRUCTIONAL MATERIAL.' 

VT 019 231 372 
CAREER EDUCATION FOR NORTON CITY 
schools: ELEMENTARY CURRICULUM 
GUIDES. 

VT 019 381 378 
ELEMENTARY METHODS AND RESOURCE 
GUIDE. 

VT 019 681 383 
REVISED ELEMENTARY GUIDE FOR 
CURRICULUM DEVELOPMENT — GRADE FIVE. 

VT 019 682 383 
REVISED ELEMENTARY GUIOE FOR CAREER 
DEVELOPMENT— GRADE ONE. 

VT 019 683 383 
A CURRICULUM GUIDE FOR CAREER 
ORIENTATION AND EXPLORATION IN THE 
JUNIOR HIGH SCHOOL. 

VT 019 772 ED 074 289 3S5 

A GUIDE FOR IMPLEMENTATION OF A 
CAREER EDUCATION PROGRAM: 
ELEMENTARY GRADES. .CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES. 



VT 020 133 38B 
SAMPLE BOOKLET OF CAREER EDUCATION 
GUIDES K-12, EAU CLAIREt WISCONSIN. 

VT 020 501 392 
GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. ELEMENTARY. FIRST. 



If^TERD^SClPLINAR Y APPRD ApH 
VT 017 707 

ELEMENTARY CAREER EDUCATION STARTS 

MITH AWARENESS. 



352 



JJiI£S££ASOMAL.,CQMPEI£M££ 

VT 016 709 33? 
INTRODUCTIONS. A SELF-INSTRUCTIONAL 
PROGRAM. 

VT 019 526 381 
YOUR ATTITUDE IS SHOWINGS A PRIMER 
ON HUMAN RELATIONS. 

VT 019 527 381 
YOUR ATTITUDE IS SHOWINGt 
ASSIGNMENT MANUAL AND ANSWER BOOK. 



VT 016 709 

INTRODUCTIONS. 
PROGRAM. 



A SELF-INSTRUCTIONAL 



337 



i£ii£LRY DESIGN 

VT 017 670 

ART: JEWELRY DESIGN I (TENTATIVE 
COURSE OUTLINE). AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMESTER 
PROGRAM. 
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VT 016 608 

OCCUPATIONAL ANALYSIS FOR: DATA 

PROCESSING TECHNOLOGY. 
VT 016 781 

HANDBOOK FOR ANALYZING JOBS. 

JOB APPLICANTS 
VT 017 AOS 

FINDING AND HOLDING A JDB« 

PREVOCATIONAL SERIES. 

>iCa-APPLICATION 
VT 019 134 

THE 1972-73 AIRLINE GUIOE TO 

STEWARDESS CAREERS. 
VT 019 338 

TECHNIQUES USED IN SEEKING 

EMPLOYMENT: COURSE SYLLABUS. 
VT 020 190 

THE PROFESSIONAL JOB HUNTING 

system: WORLD'S FASTEST WAY TO GET 

A BETTER JOB. 

VT 017 350 

J36S IN THE MANUFACTURE OF 
BUILDINGS. 
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VT 017 857 355 
GENERAL OFFICE TRAINING. A GUIDE 
FOR TeACHERS TO HANDLE SPECIAL 
PROBLEMS IN BUSINESS EDUCATION. 
TENTATIVE REPORT. 

VT Old 066 356 
NAKING THE GRADE. 

VT 018 365 359 
HULL MAINTENANCE TECHNICIAN 1 & C. 
RATE TRAINING MANUAL. 

VT 020 660 395 
HOUSEKEEPING METHODS AND MATERIALS. 
CREGON CUSTODIAL TRAINING PROGRAM. 

VT 019 256 373 
WORKING FOR A NEWSPAPER: A UNIT IN 
THE COMMUNICATIONS AND MEDIA 
CCCUPATIONS CLUSTER. JUNIOR HIGH 
SCHOOL UNIT. 

VT 019 279 ED 073 318 374 

GUIDELINES FOR AN ORIENTATION AND 
EXPLORATION CAREER EDUCATION 
PROGRAM IN MIDDLE SCHOOL/JUNIOR 
HIGH. 

kAflOR FQ&C6 PASim£AIIQM 

VT Old 505 360 
THE bACK-TO-WORK HANDBOOK FOR 
HOUSEWIVES. A COLLIER BOOKS CAREER 
GUIDE. 

VT 017 571 344 
MANPOWER DEVELOPMENT OPPORTUNITIES 
IN AMERICAN ECC^QMIC LIFE. 

VT 019 370 377 
NATIONAL APPRENTICESHIP POLICY OF 
THE INTERNATIONAL MAILERS UNION: A 
MANUAL OF PROCEDURES TO BE'USED AS 
A GUIDE FOR ESTABLISHING LOCAL 
MAILERS JOINT APPRENTICESHIP 
PROGRAMS. 

LAMgATORY TRAIliHifi 

VT 019 540 ED 074 255 

cDUCATlGN FOR REALITY: IN-5EffVICF 
DESIGN FOR TEACHER ORIENTATION IN 
CAREER EDUCATION. 



361 



L ANDSCAPING 

VT OIB 264 

BUSINESS PRINCIPLES OF 
SERVICE ORGANIZATIONS. 
MANUAL. 

VTI 018 265 

BUSINESS PRINCIPLES OF 
SERVICE ORGANIZATIONS. 
MANUAL. 



LANDSCAPE 
TEACHERS 



LANDSCAPE 
STUDENT 



357 



357 



PAGE 

LANGUAGg ARTS 

VT 017 696 350 
BETH OONNISt SPEECH THERAPIST. A 
CAREER-ROMANCE FDR YOUNG MODERNS. 

VT 019 360 ED 074 218 f — ^11 

CAREER DEVELOPMENT GUIDE FDR THE 
ELEMENTARY SCHOOL* A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS. 

Ulj-EMEflRCEHENI 

VT 019 297 375 
POLICE TRAFFIC SERVICES BASIC 
TRAINING PROGRAM INSTRUCTOR'S 
LESSON PLANS. VOLUME 2 01= 3« 

VT 02Q 490 392 
THE MAKING OF A POLICE OFFICER. 

VT 016 677 335 
METALS AND MECHANICAL CLUSTERS. 

VT 019 119 369 
CAREER RELATED INSTRUCTIONAL 
PROCEDURES^ K-3s EARLY CHILDHOOD 
AND primary; 4*5: INTERMEDIATE. 

VT 019 381 378 
ELEMENTARY METHODS AND RESOURCE 
GUIDE. 

VT 019 681 383 
REVISED ELEMENTARY GUIDE FOR 
CURR I CULUM DEVELOPMENT—GRADE F IV E. 

VT 020 501 392 
GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. ELEMENTARY. FIRST. 

VT 020 683 396 
CAREER EDUCATION PROGRAM. RADFORD 
CITY SCHOOLS IFDRTY THREE 
INSTRUCTIONAL UNITS* GRADES K-7 AND 
INTERMEDIATE ECUCA6LEI. 



LE S S ON Pt-ANS 

VT 016 688 

LESSON PLANS FOR STANDARDIZED 
BOATING SAFETY TRAINING GUIDE. 

VT 017 549 

CAREER EDUCATION RESEARCH AND 
DEVELOPMENT PROJECT. CURRICULUM 
GUIDE. 

VT 019 297 

POLICE TRAFFIC SERVICES BASIC 
TRAINING PROGRAM INSTRUCTOR'S 
CESSOR PLANS. VOLUME 2" OF 3« 

VT 019 702 

SAMPLES OF CAREER EDUCATION 
CURRICULUM MATERIALS. PIKEVILLE 
EXEMPLARY EDUCATION PROJECT. 



VT 017 284 

I KNOW A LIBRARIAN* 
HELPER BOOK. 

VT 017 284 

I KNOW A LIBRARIAN* 
HELPER BOOK. 



A COMMUNITY 



A COMMUNITY 
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VT 017 314 340 
BEEF ANO DAIRY CATTLE 
RAISIMu. JOBS. 

VT 019 3o4 377 
HANUBUUK FOR LGAN TELLER. OFFICE 
simulation: INTEGRATED PROJECTS TOR 
CLERICAL OFFICE PRACTICE. 

VT 017 t)72 34V 
AOVISUKY COUNCILS ARE ESSENTIAL TO 
VOCATIONAL ECOCATION PROGRAMS IN 
hEVA^'A. 

LL^&L AhQS^LtiMLJll^iaiLT 

VT 017 14U 338 

Hbi^E ECONOMICS Curriculum guide. 

VT Ui^ 17^ 371 
BUiLCiNG MAINTENANCE: BUILDING 
MAINTENANCE MACHINE QPEKATOR, 

VT Olto 692 336 
MODULAR INi>TRUCTJON — MACHINE SHOP 
VOCATIONAL TRAINING. 

VT 019 341 376 
A CURRICULUM GUIDE FOR MACHINE TOOL 
T' CHNOLOGY. 

VT 019 !>h2 382 

SUPERVISED STUDY GUIDE FOR 

MACHINIST (600.260) f ASSIGNMENT 

TESTS AND ANSfc^ER BOOK. 
V^ 020 630 395 

AViA'IOiNi MACHINIST'S MATE Jl AND C. 

RATE TRAINING MANUAL. 

VT 019 370 377 
NATICNAL APPRENTICESHIP POLICY OF 
THE INTEKNATIONAL MAILERS UNION: A 
MANUAL OF PROCEDURES TO BE USED AS 
A GUIDE FOR ESTABLISHING LOCAL 
MAlLbKS JOINT APPRLNT I CE SHI P 
PKOGKAMS. 

VT 017 313 340 
HUW bEER IS MACE. MALT LIQUOR 
INDUSTRY JOBS. 

VT 019 489 380 
A DEFINITIVE STUDY OF YOUR FUTURE 
IN SALESMANSHIP AND SALES 
f'ANAGEMcNT. CAREERS IN DEPTH 
SERIES. 



VT 020 009 ED 075 648 

INTRODUCING THE SMALL BUSINESS 
MANAGEMENT COURSE. 

VT 020 475 

HOW 00 THEY RUN IT? 

MANA CFMFr^T EDUCATION 

VT 020 009 EC 075 648 

INTRODUCING THE SMALL BUSINESS 

MANAGEMENT COURSE. 

MANPnygR PgygLPOMEMT 
VT 018 066 

MAKING THE GRADE. 
VT 018 863 

HEALTH EDUCATIONAL PROGRAMS OF 

OKLAHOMA* 

MAf^gje^^S 
VT 016 200 

INTRODUCTION TO ALLIED HEALTH 

CAREERS. STUDENT'S MANUAL* 
V7 016 608 

OCCUPATIONAL ANALYSIS FOR: DATA 

PROCESSING TECHNOLOGY. 
VT 016 803 

SCHOOL BUS MANUAL. 
VT 018 070 

ORDNANCEMAN 1 AND C. RATE 
MANUAL. 



STRUCTURAL MECHANIC E 3 
TRAINING MANUAL. 

LANDSCAPE 
STUDENT 



2. 



AVIATION 
TRAINING 
VT 018 071 
AV lAT ION 
AND 2* RATE 
VT 018 265 

BUSINESS PRINCIPLES OF 
SERVICE ORGANIZATIONS. 
MANUAL. 
VT 018 365 

HULL MAINTENANCE TECHNICIAN 
RATE TRAINING MANUAL. 
VT 018 461 

SCIENTIFIC GLASSBLOMING 1 AND 
STUDENT MANUAL. 
VT Old 529 

DENTAL TECHNICIAN 1 ANT; C. RATE 
TRAINING MANUAL. 
VT 018 729 

EGG GRADING MANUAL. 
VT 018 851 

FOOD SERVICES OPERATIONS. 
VT 019 a6B 

DENTAL SPECIALIST. TECHNICAL 
MANUAL. 
^'T 019 074 

THE ART OF PHOTOENGRAVING t VOLUME 
TWO. 
VT 019 140 

ELECTRONICS ADMINISTRATION ANO 
SUPPLY* 
VT 019 364 

HANDBOOK FOR LOAN TELLER. OFFICE 
SIMULATIONS INkcGRATED PROJECTS F 
CLERICAL OFFICE PRACTICE* 
VT 019 491 

BASIC ELECTRONICS VOLUME 2. RATE 
TRAINING MANUAL. 
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VT 019 527 381 
YOUR ATTlTUDfcf IS SHOHlNGf 
ASSIGNMENT MANUAL AND ANSWER bOOK« 

VT 019 543 382 
TUULS FUR hOOOwORKING TRADES, AND 
INOOSTRIAL ECUCATION MANUAi.. 

VT 019 683 383 
A CURRICULUM GUIUE FOR CAREER 
GRIENTATION AND EXPLORATION IN THE 
JUNICR HIOH SCHGUL. 

VT 020 055 388 
bTUDY TKIP HANDBOOK FOR STUDENTS OF 
AbfcS 4-13 (PRE-KINCERGARTEN-GRAOE 

*'T 020 078 388 

STATIONARY fcNGlNEERS j^ORKBOOK. 
VT 020 616 395 

AVIATION BOATSWAIN'S MATE E 3 ANO 

2. RATE TRAINING MANUAL. 
VT 020 638 395 

AVIATION MACHINIST'S MATE Jl ANO C. 

RATE TKAIMNG MANUAL. 
VT 020 660 395 

HOUSEKEEPING METHODS ANO MATERIALS. 

CREGUi>« CUSTODIAL TRAINING PROGRAM. 



VT 017 35J 

JOBS IN THE MANUFACTURE OF 
BUILDINGS. 



340 



VT 0X7 519 341 

MANUFACTURING: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERI as FOR USE WITH 

CISAOVANTAGEO STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 020 552 394 

MANUFACTURING tNIT. INTERMEDIATE 

LEVEL. 

VT 017 922 355 
Oii>TKlBUTIVE ECUCATION SECOND YEAR 
StRIcS. UNIT IV: MARKETING IN OUR 
ECONOMY II, 

VT 018 729 363 
EGG GRADING MANUAL. 

VT 020 508 393 
CONSTRUCTION CLUSTER VOLUME II. 
MASONRY WORK. VOCATIONAL EDUCATION 
PkOi^PAM UF STUCIES. 

£lLAiiiEii3£NI^Ii^^J&UMENTS 

VT 018 455 360 
PRECISION INSPECTION MANUAL-1* 

VT 019 049 366 

bUSINESS education: HUME ECONOMlCSt 

GRADES 7-y. 
VT 019 051 366 

BUSINESS EDUCATION-SECRETARIAL 

SKlLLSt GRADES 10-12. 



VT 019 052 

BUSINESS EDUCATION: 

GRADES 10-12. 
VT 019 054 



BUSINESS LAWt 



education: MECHANIC 
GRADES 7-12. 



AL 



BUSINESS 

DRAWING, 
VT 019 055 

BUSINESS education: BOOKKEEPING, 

GRADES 10-12. 
VT 019 056 

BUSINESS EOUCATnN: 

BUSINESS, GRADES 10- 
VT 019 057 

BUSINESS education: 

GRADES 7-12. 



366 



366 



367 



GENERAL 
-12. 

GENERAL METALS, 



367 



VT 019 123 369 
JOB GRADING STANDARD FOR HEATING 
AND BCILER PLANT EQUIPMENT MECHANIC 
WG-5309. 

ti£t:aAtil£AL EQUIPMENT 

VT 019 123 369 
JOB GRADING STANDARD FDR HEATITjG 
AND BOILER PLANT ^QUI PMENT MECHANIC 
WG-5309. 

MFniCAL RECORD TECHNICIANS 

VT 018 553 361 

MEDICAL RECORDS. INSTRUCTIONAL UNIT 

FOR THE MEDICAL TRANSCRIBER. 

MEDICAL TERMINOLOGY OF THE 

DIGESTIVE SYSTEM. ALLIED HEALTH 

PROFESSIONS PROJECT. 

fl^ PI CAL SERVICES 

VT 018 53S ED 072 203 ' 361 

INDEX OF OPPORTUNITY IN NURSING AND 
ALLIED HEALTH PROFESSIONS, 1972. 

vf^ 018^ 553^^^^"^^"^^ 361 
MEDICAL RECORDS. INSTRUCTIONAL UNIT 
FOR THE MEDICAL TRANSCRIBER* 
MEDICAL TERMINOLOGY OF THE 
DIGESTIVE SYSTEM. ALLIED HEALTH 
PROFESSIONS PROJECT. 

M£tt£jm,£IIY SCHOOL SYSTth 

Vr 019 683 383 
A CURRICULUM GUIDE FOR CAREER 
ORIENTATION AND EXPLORATION IN THE 
JUNIOR HIGH SCHOOL. 

M£IAL_MOB*^tNG OCCUPATIONS 

VT 016 677 335 
METALS AND MECHANICAL CLUSTERS. 

VT 019 167 370 
CURRICULUM GUIDE FOR BEGINNING 
METALS* 

VT 019 057 367 
BUSINESS EDUCATION: GENERAL METALS, 
GRADES 7--12. 
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Vt 014 Ibl 

CUAAlCULUN 6UlOI POK AlCtHHINO 

VT 019 27« CO 071 Jl« 

6UlOILtNeS f'OK AN OmiNTATtON ANO 
CxPlCAATtON CAMIIA lOUCATION 

(^hoanw IN Niocii school/junior 
micn. 



VT UI6 6f« m 
ilSSUN »»L4NS fCA STANOAROUEO 
SAflTY TRAINING GUIOE. 

VT 017 OOH S47 
AVIATION SUPPOftI 60UIPMENT 
f£CMNICIAN H 3 C Z. RATE TRAINING 
HANUAL. 

VT 010 070 Mb 

AVIATION OIIONANCENAN 1 ANO C. KATE 

TRAINING MANUAL* 
VT Old 071 356 

AVIATION STRUCTURAL MECHANIC E 3 

ANO d. RATE TRAINING MANUAL. 
VT 016 365 359 

HULL MAINTENANCE TECHNICIAN I C C. 

RATE TRAINING MANUAL. 
VT Old ^29 361 

CENTAL TECHNICIAN I ANO C. RATE 

TRAINING MANUAL. 
VT OU «5l 363 

FUOD SERVICES OPERATIONS* 

VT 016 066 356 
MAKING THE GRADE. 

VT 017 630 368 
BtSINi:SS ANO OFFICE EDUCATION IN 
MISSCURl. 

HC»ri£ftLY SCMOHL DISTRICT 

VT 019 660 302 

REVISED ELEHENTARY GUIDE FOR CAREER 

CEVELOPHENT—GRACE THREE* 
VT 019 662 3B3 

REVISED ELEMENTARY GUIDE FOR CAREER 

UEVEI OPNENT— GRACE ONE. 

VT 01/ i>^6 344 
A GUIDE FOR IMPLEMENTING CAREER 
CDUCATIUN IN THE DAVENPORT 
COMMUNITY SCHCOL DISTRICT. 

VT 019 092 ED 073 306 368 

GUIDELINES FOR THE OPERATIONt 
DEHCNSTRATION# EVALUATION ANO 
UEFUSION OF A MODEL FOR A 
COMPREHENSIVE CAREER EDUCATION 
PRUUHAM IN NORTH CAROLlNAt K-U. 

VT 019 70!» ED 074 266 3B4 

CAREER EDUCATION GUIOE—K-14. 



PAOt 

Vr 014 III to 074 746 344 
TMO VAE SYSTEM MODELS I A MODEL ^OR 
A COMPETtNCY-^iASIO INSTRUCTIONAL 
SYSTEM. COMPETENCY'^feASEO YCaCHEM 
EDUCATION SERIIS NO* 2. 

NA VAL ^ hP PLlt iVilTgMt 

VT 018 151 343 
FOOD SERVICES OPERATIONS. 

litgQLg fRAnii 

VT 017 602 347 
CURRICULUM POM CLOTHING SERVICCS. 

Yn8|^ if^ ; f ; 

VT 017 706 352 
HEALTH CAREERSi TRAINING PROGRAMS 
IN NEM YORK* 

NORTH CARQUNA 

VT 018 563 342 
ORNAMENTAL HORTICULTURE I 7051 ANO 
ORNAMENTAL HORTICULTURE II 7052* 

VT 019 092 £0 073 308 348 
GUIDELINES FOR THE OPERATIONt 
OEMONSTRATIONf EVALUATION ANO 
OEFUSION OF A MODEL FOR A 
COMPREHENSIVE CAREER EDUCATION 
PROGRAM IN NORTH CAROLlNAt K-14* 



NOR TH PAItOT4 

VT 019 908 EO 075 621 
TEACHING FOR EMPL0YA6ILITY. 
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VT 019 647 385 
SPECIAL PROJECTS FOR IMPROVEMENT IN 
NURSE TRAINING* 



NURSFRIES iMnRTICUlTURPI 

VT 018 265 

6USINESS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. STUDENT 
MANUAL. 
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VT 010 530 361 

NURSING ACTION GUIDES. NURSING 

SERVICE PROGRAM GUIDE. 
VT 019 647 385 

SPECIAL PROJECTS FOR IMPROVEMENT IN 

NURSE TRAINING. 

NURSFS AIQg^ 

VT 019 172 370 
CURRICULUM GUIDE ANO LEARNING 
PACKAGES} HEALTH OCCUPATIONS. 

NURSlNfi 

VT 016 765 337 

HOME NURSING. 
VT 010 530 361 

NURSING ACTION GUIDES. NURSING 

SERVICE PROGRAM GUIDE. 
VT 016 536 EO 072 203 361 

INDEX OF OPPORTUNITY IN NURSING AND 

ALLIED HEALTH PROFESSlONSt 1972* 



ERIC 



vr Oil 57a 

THI UAItA #I.ANS Of^ YOUTH. 



14) 



QftCyfAUflNAL-tLUSliiiS 

Vt 016 *10 Hi 

fHltCDH CHOICE IN CAAtEK 
SiLeCtlONt •THI ANIAICAN KAY.« 
OCCUPATION AY ChOICI INSTlAO OP 
OCCUPATION BY C ANC6. 
VT 01? 522 J42 
•CAKIIH AWARiNtSS^ IN THC 
etlNENTAAY MACtS. INSTHUtT lONAL 
TtLEVtSION T£ACHlll«S CUIOl POU 

OAAOfs rouK. Pive ano six. 

VT Oitf »5| J62 
CRNANtNTAL hOMTICULTUUfi I 7051 ANO 
OI^NAP^tENTAL hOUTICULTUKE II 7052. 

VT OU tfSO £0 072 lOt J64 

INVESTIOATINC CAREER OPPORTUNITIES. 
CORRICULUN GUICE. 

VT OIV 370 
VOCATIONAL 8UIL0ING TRAOES 
CURRICULUM CUIOE. 

VT 019 0413 303 
A CURRICULUH CUIOE POR CAREER 
UKtENTAflON ANO EXPLORATION IN THE 
JUNICR HIGH SCI-OOL. 

VT UiV tf76 EC 075 612 366 

A SUGGESTIVE RESOURCE UNIT fOR 
LfeVELS SfeVEN ANO EIGHT USING THE 
CCCUPATIONAL CLUSTERS IN CAREER 
OklENTATlUNf VOLUME II OP VOLUME I. 

VT 019 679 EO 075 613 366 
RESEARCH MOOEL FOR LEVELS NINE ANO 
TkHl LINCOLN COUNTY SCHOOL BASEO 
HOOEL PUH CAREER EOUCATIONt VOLUME 
III CP VOLUME I. 

QCCUEATJUltlAL^UlClAttU 

VT UlT 603 347 
YOU ANO THE ENGINEERING PROFESSION. 

VT 017 730 353 
MHU7 WMAT7 HHERE? HOW MUCH? 
COUROINATEO VOCATIONAL ACAOEHIC 
EOUCATION ttlBLlCGRAPHY. 

VT 017 739 354 
FACING FACTS ABOUT CAREER 
OPPORTUNITIES FOR THE HIGH SCHOOL 
GRAOUATEt A GUlOE FOR STUOENTS ANO 
THEIR PARENTS. 

VT 018 505 360 

The back-to-uork hanobook for 
housemIves. a collier books career 

GUrOE. 

VT 019 206 371 

career Awareness projects book onEi 
grades 1 ano 2. 

VT 019 360 EO 074 216 377 

CAREER DEVELOPMENT GUlOE FOR THE 
ELEHENTARY SChQOL« A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS. 



p tCpPATIQ f^ftL HOME gCQNQMICS 
VT 017 602 

CURRICULUM FOR CLOTHING SERVICES. 
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VT 019 li% )7t 
THE 6ARMiNt INOUiTRYl A UNIT IN THE . 
CONSUMIR ANO HONlMARlNC OCCUPATIONS 
CLUSrtR* JUNIOR HIGH SCHOOL UNIT 
FOR ORAOtI 7«9« 

VT 019 406 StO 
HONE ICOlONICS II BASIC COREt NINTH 
GRAOI. 

0C£UtATinil4t iHFfllfliTIOli 

VT 016 660 115 

PRECOOi Op CHOICE IN CAREER 

SELECTIONI "THI AMERICAN MAY.* 

OCCUPATION BY CHOICI INSTEAD OP 

OCCUPATIIM BY CHANCE. 
VT 016 746 337 

JOBS IN THE FORGING INDUSTRY. 
VT 016 7BI 317 

HANOBOOK FOR ANALYZING JOBS. 
VT 017 259 IIB 

I KNOM A TELEPHONE OPERATOR. A 

COMNUrciTT HELPER BOOR. 
VT 017 276 119 

I KNOM A DAIRYMAN. A COMMUNITY 

HELPER SERIES. 
VT 017 2B4 119 

I KNOW A LIBRARIAN. A COMMUNITY 

HELPER BOOK. 
VT 017 100 119 

MEN AT MRK IN THE MIDDLE ATLANTIC 

STATES. MEN AT WORK SERIES. 
VT 017 101 119 

MEN AT WORK IN NEW ENGLAND. MEN AT 

WORK SERIES. 
VT 017 301 339 

MEN AT WORK ON THE WEST COAST. MEN 

AT WORK SERIES. 
VT 017 320 340 

LET'S GO TO BUILD A HIGHWAY. LET'S 

GO SERIES. 

VT 017 515 341 
AGRICULTURES CAREERS THAT IMPROVE 
THE QUALITY OF LlFEt RESTORE THE 
ENVIRONMENT! FEED THE WORLD. 

VT 017 571 144 
MANPOWER DEVELCPMENT OPPORTUNITIES 
IN AMERICAN ECONOMIC LIFE. 

VT 017 603 147 
YOU AND THE ENGINEERING PROFESSION. 

VT 017 608 147 
AVlATlXm SQPFURT EQQiPHENT 
TECHNICIAN H 1 fi 2. RATE TRAINING 
MANUAL. 

VT 017 690 346 
BUSINESS AND OFFICE EDUCATION IN 
MISSOURI. 

VT 017 706 352 

HEALTH CAREERSt TRAINING PROGRAMS 

IN NEW YORK. 
VT 016 373 359 

OCCUPATIONAL OPPORTUNITIES IN 

ENVIRONMENTAL MANAGEMENT. 
VT 016 427 359 

SUMMER JOBS IN EURDPr-*-1973. 
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VT Old 505 360 
THE BACK-TO-WORK HANDBOOK FOR 
HQUSUIVES. A COLLIER bGOKS CAREER 
GUIDE. 

VT OIV 037 365 
LICENSED OCCUPATIONS IN HAMAII. 

VT 019 134 369 
THE 1972-Y3 AIRLINE GUIDE TO 
STEWARDESS CAREERS. 

VT 019 135 369 
ClKRlCULUM GUICE FOR AUTO 
MECHANICSf 1972. 

VT 0i9 Ibl 371 
TAKING A PATIENT'S WEIGHT: NURSE. 
tLEMFNTARY CAREER CENTER 
INSTRUCTIONAL MATERIAL. 

VT U19 341 376 
A CURRICULUM GUIDE FOR MACHINE TOOL 
TECHNOLOGY. 

VT 0i9 354 EO 0/3 325 377 

CAKEERS GUiUt: OPPORTUNITIES IN THE 
PROFESS lONSf INDUSTRY AND COMMERCE. 

VT 019 d77 EC 075 6i I 386 

LINCLLN COUNTY EXEMPLARY PROGRAM IN 
VOCATIONAL EDUCATION. RESOURCE 
UNITS DEVELOPED BY EXEMPLARY 
TEACHERS FOR GRADES 1-12. VOLUME IV 
OF VOLUME I. 

VT 019 d78 EC 075 612 386 

A SUGGESTIVE RESOURCE UNIT FOR 
LtVELS SEVEN AND EIGHT USING THE 
OCCUPATIONAL CLUSTERS IN CAREER 
URiENTATIUNt VCLOME 11 OF VOLUME I. 

VT 020 331 390 
CAREck EDUCATICN RESOURCE GUIDE: 
GRADES 1-8. PREPARING FOR THE WORLD 
JjF rtCRK. 

VT 020 47o 390 

THE MAKING OF AN AI.^CRAFT MECHANIC. 
VT 020 485 291 

CAKEEk GUIDES FOK ENTRY OCCUPATIONS 

IW DATA PKOCESSING. 
V ( 020 A87 391 

CAREER GUiOES FOR ENTRY OCCUPATIONS 

IN BANKING. 
VT 020 48ti 391 

CAREER GUIDES FOR ENTRY OCCUPATIONS 

IN JENTAL HEALTH. 
VT 020 490 392 

THE MAKING Of A PQL'TE OFFICER. 
VT 020 634 395 

CAREtiRS Fur THE •73S. CONSERVATION. 

VT 017 300 339 

M^n'aT work in The middle ATLANTIC 

STATES. MEN AT hC.RN SERIES. 
VT 017 301 339 

MLi< AT WORK IN NEW ENGLAND. MEN AT 

hURK SERIES. 
VT 017 303 339 

MEN AT *40RK GN THE WEST COAST. MEN 

AT WORK SERIES. 
VT 017 675 350 

CAREER MOTIVATION PROGRAM — 1971-72 

tVALCAT ION. 



VT 020 331 390 
CAREER EDUCATION RESOURCE GUIDE: 
GRaDES 1-8. PREPARING FOR THE WORLD 
OF NORK. 

OFF UP OCCUPATIONS 

VT 017 600 346 
eUSINESS AND OFFICE EDUCATION: 
MODEL TRAINING PLANS FOR SECONDARY 
COOPERATIVE OFFICE EDUCATION. 

a£E.ICE OCCUPATIONS EQUilATlQN 

VT 017 600 346 
iUSINESS AND OFFICE EDUCATIONS 
MODEL TRAINING PLANS FOR SECONDARY 
COOPERATIVE OFFICE EDUCATION. 

VT 017 630 348 
BUSINESS AND OFFICE EDUCATION IN 
MISSOURI. 

VT 017 709 352 
PROJECTS SIMULATION OF OFFICE 
PROCEDURES FOR VOCATIONAL OFFICE 
EDUCATION. 

VT 017 849 355 
A TEACHER'S GUIDE FOR DATA 
PROCESSING. 

VT 017 857 355 
GENERAL OFFICE TRAINING. A GUIDE 
FOR TEACHERS TO HANDLE SPECIAL 
PROBLEMS IN BUSINESS EDUCATION. 
TENTATIVE REPORT. 

VT 019 364 377 
HANDBOOK FOR LOAN TELLER. OFFICE 
simulation: INTEGRATED PROJECTS FOR 
CLERICAL OFFICE PRACTICE. 

QEtL^l PRAtIl££ 

VT 017 516 341 

OFFICE PRACTICE: BUSINESS EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 556 344 

SMORTHANO;-. BUSINESS EDUCATION 

CURRICULUM GUICE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 709 352 

PROJECTS SINGULATION OF OFFICE 

PROCEDURES FOR VOCATIONAL OFFICE 

EDUCATION. 

VT 019 364 377 
HANDBOOK FOR LOAN TELLER. OFFICE 
simulation: INTEGRATED PROJECTS FOR 
CLERICAL OFFICE PRACTICE. 

iMLQ 

VT 018 267 358 
CONSERVATION AIDE Vi ENGINEERING: 
CONitRVATION STRUCTURES AND 
PRACTICES. 

VT 018 268 358 
CONSERVATION AIDE IV« SURVEYING. 
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VT 018 364 362 

BASIC DRAFTING INSTRUCTIONAL UNITS* 

CURRICULUM MATERIAL* 
VT 018 863 364 

HEALTH EDUCATIONAL PROGRAMS OF 

OKLAHOMA* 

VT 019 406 380 
HOME ECONOMICS I; dASiC CORE* NINTH 
GRADE* 



Qb THE JQaJLfiAJUiJLNfi 

VT 018 268 

CONSERVATION AIDE IV9 SURVEYING* 
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gPHThALMIt; FINl^tiER DISPENSER 

VT 018 868 364 
NATIONAL APPRENTICESHIP STANDARDS 
FOR OPHTHALMIC FINISHER-DISPENSER* 

VT 018 868 364 
NATICNAL APPRENTICESHIP STANDARDS 
FOR OPHTHALMIC FINISHER-DISPENSER* 

liBMMfcNTAl HOiilliiaJiiafc 

VT 017 i)74 345 
ORNAMENTAL HORTICULTURE: 
AGRI-BUSINESS CURRICULUM GUIOE* 
INSTRUCTIONAL MATERIALS FOR USE 
WITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION^ 

flBM!a£l^i:AkJjd&II£iiLruaE OCCUPATlQtl 

VT 017 574 345 
ORNAMENTAL HORTICULTURE: 
AGRI-BUSINESS CURRICULUM GUIOE* 
INSTRUCTIONAL MATERIALS FOR USE 
^ITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION* 

VT Old 563 362 
ORNAMENTAL HORTICULTURE I 7051 AND 
ORNAMENTAL HORTICULTURE II 7052* 

VT 019 144 370 
HORTICULTURE: GREENHOUSE AND 
NURSERY EMPLOYEE* 



QVERSHAS EMPLOYMENT 
VT 018 ^27 

SUMMER JOBS IN EUROPE — 1973* 
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EAihTIMfi 

VT 019 237 373 
ART AND DESIGN— PAINTERS9 VOLUME 
IV'. 

VT OlS* 239 . 373 
ART AND DESIGN — PAINTERS9 VOLUME I* 

VT Oi8 538 ED 072 203 361 

INOEX OF OPPORTUNITY IN NURSING AND 
ALLIED HEALTH PROFESSIONS* 1972* 



PERFORMANCE BASgP TEACHgR EDUCATION 
VT 019 883 ED 076 746 386 

TWO VAE SYSTEM MODELS: A MODEL FOR 
A COMPETENCY-BASED INSTRUCTIONAL 
SYSTEM* COMPETENCY-BASED TEACHER 
EDUCATION SERIES NO. 2. 
VT 019 884 EC 076 747 387 

VAE PRE-CERTIFICATION TEACHER 
EDUCATION program: COMPETENCIES AND 
PERFORMANCE OBJECTIVES* 
COMPETENCY-BASED TEACHER EDUCATION 
SERIES NO* 1* 

PFRSONAL GROWTH 

VT 017 526 343 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATION9 LEVEL 9. MY HEALTH 
PROBLEMS— GROWING UP* SUPPLEMENT TO 
THE CURRICULUM GUIDE FOR HEALTH AND 
SAFETY EDUCATION^ GRADES 9-12* 

PHQTQCQf^PQSITIQN 

VT 019 074 368 
THE ART OF PHOTOENGRA V ING 9 VOLUME 
TWO* 

PHOTOENGRA VING 

VT 019 074 368 
THE ART OF PHOTOENGRAVING* VOLUME 
TWO* 

PHYSICAL SCIENCES 

VT 017 681 350 
SYNCHRO9 SERVO AND GYRO 
FUNDAMENTALS* RATE TRAINING MANUAL. 



VT 017 734 

CURRICULAR AND INSTRUCTIONAL 
IMPROVEMENTS~1970-1971* 
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PLANT IDENTIFICAIION 

VT 018 262 357 
SOME IDENTIFYING CHARACTERISTICS OF 
60 CROP AND WEED SEEDS* 



PLANT SCIENC E 

VT 017 576 

SOIL SCIENCE AND PLANT TECHNOLOGY: 
AGRI-BUSINESS CURRICULUM GUIDE* 
INSTROCnONIAl MATERIALS FOR USE 
WITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION* 
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VT 020 509 

CONSTRUCTION CLUSTER 
PLUMBING* VOCATIONAL 
PROGRAM OF STUDIES* 
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VOLUME III. 
EDUCATION 
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VT 020 490 

THE MAKING OF A POLICE OFFICER* 
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VT 01? 719 

MCINU I^ACrS AHOUT CAHCIH 
OPMMUNITItS rOK THE HtM SCHOOL 
MAbUATfet A 6UI0E ^» STUOfeNTt AND 
THdH BARENTS* 

££M£B 

VT 01? 149 
i»Ov«Ef(t IHbUSTRUt eOUCATIOH 
CURAlCUlUN OUICe. INtTHUCTIONAL 
MATIMIAIS FOR USE MlTH 
OlSADVANTACeO tTUOENrS IN 
VOCATIONAL EDUCATION. 



VT 01? 63? S49 

rawem industrial education 

CURRICULUM GUIDE. INSTRUCTIONAL 
MATeitlALS fOH USE WITH 

oisadvantaged students in 
vucational ecucatton. 

eRACTIf.4| Nu.tSlNfi 

VT 019 SBH 176 
INSTRUCTIONAL CUIDE FOR PRACTICAL 
NURSING IN VIRGINIANS PUBLIC 
SCHOOLS. 



EafCISIQW HRASUBEHENT 
VT 018 «»d5 

PRECISION INSPECTION NANUAL-U 
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EaXSUNFBS 

VT 016 691 336 

HUOULAR INSTRUCTION 

l«EL0lf^«*»VOCATIDNAL TRAINING* 
VT 016 336 

MCUULAK INSTRUCTION— MACHINE SHOP 

VOCATIONAL TRAINING. 
VT Oia 092 ED 070 357 

CURRICULUM CUICEi LIFE SKILLS 

COURSE FDR CORRECTIONS. 

P RQb(/ ^ ;TIQ>^ TFCN N |f;iA>f ^ 

VT OU a6d 366 
NATIONAL APPRENTICESHIP STANDARDS 
PGR OPHTHALMIC FINISHER-OISPENSER. 



EEnnUCTlQN TfiCHNIflUES 
VT 017 313 

HON BEER IS MACE* MALT LIOUOR 

INDUSTRY JOBS* 
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£aUFRS5IPNAL OCCUEALLOtji 

VT 017 636 348 
INDEX OF EMPLOYMENT OPPORTUNITIES* 
VOL* if PROFESSIONAL CAREERS 
EDITION. CAREER RESOURCE SERIES. 

VT 019 ED 073 32S 377 

CAREERS GUIDES OPPORTUNITIES IN THE 
PROFESSIONS f INDUSTRY AND COMMERCE* 



fIflf£SSIQMAL nUitlHHfl 

VT 020 190 

THE PROI^StSlONAL JOS HUNTING 
SYSTIMI MORLD^S FASTEST MAY TO 6B7 
A BETTCR JOB* 



169 



PMQfcAM AQMINtATBATtON 

VT 0i7 »72 166 
AOVISORV COUNCILS ARE ESSENTIAL TO 
VOCATIONAL EOUCATIOH PROGRAMS IN 
NEVADA* 

PMflliH QEmiiPTtnws 

VT 017 601 167 
HEALTH OCCUPATIONS EDUCATIONS MODEL 
TRAINING PLANS FOR SECONDARY 
COOPERATIVE HEALTH OCCUPATIONS 
EDUCATION* 

VT 017 675 150 

CAREER HOTIVATION PROGRAM— 1971-72 

EVALUATION. 
VT 017 716 155 

CURRICULAR AND INSTRUCTIONAL 

IMPRDVENCNTS~*l970-'197l« 
VT 019 691 10^ 

THE FRAhKLIN PLAN FOR CAREER 

EXPLORATION AND TRAINING. 
VT 019 772 £0 076 269 165 

A GUIDE FOR IMPLEMENTATION DP A 

CAREER EOUCATION PROGRAMS 

ELENENTARV GRADES. CONTEMPORARY 

CURRICULUM FOR CAREER DEVELOPMENT 

SERIES. 

PRQQBAH QEVPLOPniWT 

VT 016 6DB 156 
DCCUPATlbr4AL ANALYSIS PORS DATA 
PROCESSING TECHNOLOGY. 

VT 019 092 ED 071 IDS 166 

GUIDELINES FOR THE DPERATIDNt 
D6NONSTRAriOr«t EVALUATION AND 
DE FUSION OF A NODEL FOR A 
COMPREHENSIVE CAREER EDUCATION 
PROGRAM IN NORTH CAROLINAt K-16. 

VT 019 279 ED 0?3 116 176 
GUIDELINES FOR AN ORIENTATION AND 
EXPLORATION CAREER EDUCATION 
PROGRAM IN MIOD^.E SCHOOL/ JUNIOR 
HIGH* 

VT 020 635 190 
PROJECrn^EOPLE* PERSONAL 
ENHANCEMENT OCCUPATIONAL 
PREPARATION THROUGH LIFE CENTERED 
EDUCATION. 



PROGRAH EVAIUATIQW 

VT 017 736 

CURRICULAR AND INSTRUCTIONAL 
IMPRDVENENTS~1970-1971« 

VT OIB 583 ED 073 261 

HANOBbOR FDR SaF-EVALUATION OF 
PROGRAMS AND SERVICES TO THE 
01 S ADVANTAGED AND THE HANDICAPPED 
AT COMMUNITY COLLEGES UNOER THE 
VOCATIONAL EDUCATION AMENDMENTS OP 
1968 (PUBLIC LAW 90-576K 
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VI 017 d^tt 

A MIDI f^OM IPHlMtNTINa CAAEEft 

lUUCATION IN THE OAVENPORT 

COMMtMTir schcol OISTAICT. 
VT git 601 347 

HEALTH OCCUP AT IONS £OUCATIONl MODEL 

THAINING PLANS fOA SECONOARV 

COOPERATIVE HEALTH OCCUPATIONS 

£DUCATtON« 

VT 017 6iO S4S 
BUSINESS ANO OPFtCE EDUCATION IN 
HISSOURU 

VT UI7 67) 350 

CAREER NUTIVATION PRUCRAN— 197 1-72 

EVALLATION* 
VT 017 a>7 3S5 

Ci:NERAl OFFICE TRAINING. A CUIOE 

FUR TEACHERS TO HANDLE SPECIAL 

PROBLEMS IN BUSINESS EDUCATION. 

TENTATIVE REPORT. 
VT 017 V25 355 

THE COOPERATIVE PLAN FOR 

DISTRIBUTIVE EDUCATION IN FLORIDA'S 

HIGH SCHOOLS. 
VT OIV 091 363 

THE FRANKLIN PLAN FOR CAREER 

cXPLORATION AND TRAINING. 
VT 020 390 

PROJECT PEOPLE. PERSONAL 

ENHANCEMENT OCCUPATIONAL 

PREPARATION THROUGH LIFE CENTERED 

EDUCATION* 

VT 020 4bO 390 
FLUlO POmER technology: A SUGGESTED 
2-yEAR POST HIGH SCHOOL CURRICULUM. 
TECHNICAL EDUCATION PROGRAM. 

£&OfiBAH irPLEMSMIAHUN 

Vl 019 8B'i ED 076 746 366 

TWO VAE SYSTEM MODELSl A MODEL FDR 
A COMPETEWCY-BASED INSTRUCTIONAL 
SYSTEM. COHPELENCY-BASEO TEACHER 
EDUCATION SERIES NO. 2. 



IMS 

VT 016 67J 314 
TOOLS ANO AREAS. LESSON I OP TmEORY 
SERIES* 

VT 017 ISl 3)B 
USING DECIMALS. iESSON I OF MATH 
SERIES. 

EaOliCt-TflAiMINQ HFTHnDS 

VT 017 615 34« 

A COURSE OUTLINE FOR AIR 

CONDITIONING AND REFRIGERATION. 
VT 017 SO 354 

SECRETARIAL TRAINING GUIDE. 

BUSINESS EDUCATION! WICHITA PUBLIC 

SCHDOLSt 1968-1969. 
VT OIB 267 35B 

CONSERVATION AIDE Vt ENCINEERINCt 

CONSERVATION .STRUCTURES ANO 

PRACTICES. 

ItiALi 



E&OtlQl 

VT 016 070 356 

AVIATION ORDNANCEMAN 1 AND C. RATE 

TRAINING MANUAL* 
VT 016 529 361 

DENTAL TECHNICIAN 1 ANO C. RATE 

TRAINING MANUAL* 

VT 016 530 361 

NURSING ACTION GUIDES. NURSING 
. SERVICE PROGRAM GUIDE. 

P^vn ^pTMgRAPY 

VT 016 530 361 
NURSING ACTION GUIDES. NURSING 
SERVtCE PROGRAM GUIDE. 

VT 017 549 344 
CAREER EDUCATION RESEARCH AND 
DEVELOPMENT PROJECT. CURRICULUM 
GUIDE. 



fBOt fj^AM PLANNING 

VT 017 572 344 
ADVISUKY COUNCILS ARE ESSENTIAL TO 
VOCATIONAL ECUCATIUN PROGRAMS IN 
NEVADA. 

VT 017 702 351 
A GALAXY PLAN FOR CAREER 
PREPARATION. A CONCEPT AND PLAN OF 
GRGANUATXON. 

VT 019' 772 ED 074 289 365 

A GUIDE FOR I PPLEME NTAT I ON DP A 
CAREER EOUCATICh PROGRAM: 
ELEHt:NTARY GRADES. CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES* 



£BQiiKAZl£U.JLimBUCTiIUi 

VT 017 /e05 

FINDING AND HOLDING A JQBi 
PREVOCAT lONAL SERIES. 
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PU ^ L KP SCHOOL SVSTPM^ 

VT 019 389 378 
INSTRUCTIONAL GUIDE FDR PRACTICAL 
NURSING IN VIRGINIA'S PUBLIC 
SCHOOLS. 

ftPftQt fJG ffAJgftlfL S 

VT 016 066 356 
MAKING THE GRADE. 

KEFEREMCEJflflllS 

VT 019 7S6 365 
ALLIED MEDICAL EDUCATION 
DIRECTORY— 1972* 

VT 019 674 365 
REFRESHER COURSES FOR PRIVATE ANO 
COMMERCIAL PILOTS. 
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VT Oil 6l» 

A COUAt£ UUTttM I^Oft AIM 
COHOlttONtNO AND AIMUtAAT ION. 

VT UiV IP4 £0 074 269 

UitOaiNE^ I^OM CAAttH AMAIiENESSi 

VT uiv 10% tC 074 2*ft 

CUtQUINIS FOM CAAEfcH AMAR^NfeSS* 

VI old 092 10 070 a^S 

CUHAICULUM CUIOEl LIFE SKILLS 
CiOUASE fOR CORRECTIONS. 

klPRQCur^TIOfd iftlCLdfiVj 
VT 017 

RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIUNt LEVEL 10. DEVELOPING AN 
UNOERSTANOING CF THE CONriNUITV OF 
LlFEt HUMAN REPRODUCTION. 
SUPPLEMENT TO THE ClARICULUN CUIOE 
FOR SCIENCE bICLOCY FOR THE 
SECQNOARY SCHOOLS. 



atiLnRCH PftQJ££ia 

VT 017 >30 343 
DOCTORAL DISSERTATIONS CONCERNING 
CAREER EOUCATIONt i9oO*i97I. 

VT 017 S>49 344 
CAREER EDUCATICN RESEARCH AND 
DEVELOPMENT PROJECT. CURRICULUM 
GUIDE. 

VI Ui7 t>l^ 341 

AGRICOLTUKCS CAREERS THAT IMPROVE 

THE UUALITY OF LiFEt RESTORE THE 

ENVIRONMENT • FEEC THE HURLO. 
VT Ui7 602 347 

CURRICULUM FUR CLOTHING SERVICES* 
VI 017 63o 343 

INOEA OF EMPLOYMENT OPPORTUNITIES. 

VuL* If PROFESSIONAL CAREERS 

EDITION. CAREER RESOURCE SERIES. 
VT Ui7 643 334 

SECRtTARlAL TRAINING GUIDE. 

BUSINESS EDUCATION! WICHITA (^JBLIC 

SCHOOLS t 1966-1969. 
VT Oitt 262 357 

SOME IDENTIFYING CHARACTERISTICS OF 

60 CHOP AND hEEC SEEOS. 
VT 019 037 365 

IflCENSEO OCCUPATIONS IN HAWAII. 
VT Ui9 289 374 

NOW CAREER EDUCATION FILM LIST 
VT 019 3bi 378 

ELEMENTARY METHODS AND RESOURCE 

GUIDE. 

VT U20 4J79 389 
ELbMENIARY TEACHERS GUlOE TO FREE 
CURRICULUM MATERIALS* 



Vr 020 IJl 190 
CAfttlA lOUCATICN RfSOURCI OUIOti 
MAOII MtFARINO FOR THE MRLO 

OF WORK. 

VT 020 600 194 
FltLO TRIF OUIOI. 

mOUICf HATUULS 

VT 014 741 aiT 

JOiS IH THE FOR0t^<} INDUSTRY. 
VT 017 111 140 

HOM BEIR IS MADE. MALT LIOUOR 

INDUSTRY JOBS. 
VT 017 114 140 

BItF AND DAIRY CATTLE 

RAISIN0...JOBS* 
VT 017 150 140 

JOBS IN THE MANUFACTURE OF 

BUiLOINCS* 

VT 019 489 180 

A DEFINITIVE STUDY OF YOUR FUTURE 
IN SALESMANSHIP AND SALES 
MANAGEMENT. CAREERS IN DEPTH 
SERIES* 

VT 019 491 180 
BASIC ELECTRONICS VOLUME 2. RATE 
TRAINING MANUAL. 

VT 019 525 ED 075 576 181 
SUPPLEMENT TO ABSTRACTS OF 
INSTRUCTIONAL MATERIALS FOR CAREER 
EDUCATION. 

VT 019 951 ED 075 617 187 
RESOURCES FOR CAREER DEVELOPMENT. 

VT 020 311 190 

CAREER EDUCATION RESOURCE GUIDEt 
. GRADES l-B. PREPARING FOR THE WORLO 
OF UORKii 

RESQUBCLUtiJm 

VT 017 525 142 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIONt LEVEL 10. DEVELOPING AN 
UNDERSTANDING OF ?HE CONTINUITY OF 
LIFE I HUMAN RE PRODUCT I Offt* 
SUPPLEMENT TO THE CURRICULUM GUlOE 
FOR SCIENCE BiaOGY FOR THE 
SECONDARY SCHOOLS. 

VT 017 526 341 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIONt LEVEL 9. MY HEALTH 
PROBi;EM>'--CROtflNG UP. SUPPIENENT TO 
THE CURRICULUM OUlOE FOR HEALTH AND 
SAFETY EDUCATICN GRADES 9->12« 

VT 017 5V 341 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIOI^t LEVEL 7. FINDING OUT 
ABOUT THE CAUSE ANO PREVENTION OF 
COMMUNICABLE DISEASES. SUPPLEMENT 
TO THE CURRICULUM GUlOE FOR 
SCIENCEt GRADES 7 ANO 6. 

VT 019 877 ED 075 611 386 
LINCOLN COUNTY EXEMPLARY PROGRAM IN 
VOCATIONAL EDUCATION. RESOURCE 
UN4TS DEVELOPED BY EXEMPLARY 
TcACHERS FOR GRADES 1-12* VOLUME IV 
OF VOLUME I. 
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VT 019 878 
A SUGGESTIVE 
LEVELS SEVEN 
CCCUPATIUNAL 
ORIENTATION* 

VT 019 879 

RESEARCH MOUE 
ten: LINCOLN 
MODEL FOR CAR 
III CF VOLUME 

VT 020 663 

CAkEER EDUCAT 
CITY SCHOOLS 
INSTRUCTIONAL 
INTtRMkDIATE 



ED 075 612 386 
RESOURCE UNIT FOR 
ANC EIGHT USING THE 
CLUSTERS IN CAREER 
VOLUME II OF VOLUME U 
F.C 075 613 

L FOR LEVELS NINE AND 
COUNTY SCHOOL BASED 
EER EDUCATION* VOLUME 
I. 

ION PROGRAMo RADFORD 
(FORTY THREE 

UNITS* GRADES K*7 AND 
ECUCAdLE). 



386 



396 



VT 016 603 

SChOuL bus M4NUAL. 

&01j;JaL,lii££^AJ3Il!J A T 1 QN ) 
VT Ul7 729 

BUSINESS COMMUNICATIONS. 
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353 



VT 017 320 340 
LET'S GO TO BUILD A HIGHWAY. LET'S 
GU SERIES. 



EUSilA 

VT 017 573 

THE CAKEER PLANS OF YOUTH. 
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VT Olo 688 335 
LESSCN ^LANS FCK STANDARDIZED 
BUATINi^ SAFETY TRAIi>iING GUIDE* 

VT 019 393 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
302. 

VT 019 394 379 
ENVIRONMENTAL hEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
:>03. 

VT 019 395 379 
ENVIRONMENTAL hEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
304. 

VT 019 396 379 
ENVIRONMENTAL HEALTH AND SAFHTY'IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
305. 

VT 019 397 380 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
301* 

VT 016 666 335 
LESSCN PLANS FOR STANDARDIZED 
eOATING SAFETY TRAINING GUIDE* 

VT 018 558 362 
HEALTH AND SAFETY CURRICULUM GUIDEt 
GRADES K-THREE. 



VT 019 395 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCT IQN INDUSTRIES: COURSE 
304. 

&Am,ilCCUPATlONS 

VT 019 489 380 
A DEFINITIVE STUDY OF YOUR FUTURE 
IN SALESMANSHIP AND SALES 
MANAGEMENT. CAREERS IN DEPTH 
SERIES. 

VT 019 489 380 
A DEFINITIVE STUDY OF YOUR FUTURE 
IN SALESMANSHIP AND SALES 
MANAGEMENT. CAREERS IN DEPTH 
SERIES* 

Vt"o16*^690°°^ ^ 335 
MODULAR INSTRUCTION IN AUTOMOBILE 
BODY REPAIR VOCATIONAL TRAINING. 

VT 016 691 336 
MODULAR INSTRUCTION 
WELDINGS-VOCATIONAL TRAINING. 

VT 016 692 336 
MODULAR INSTRUCTION—MACHINE SHOP 
VOCATIONAL TRAINING. 

VT 0 16 803 338 
SCHOOL BUS MANUAL. 

SCHQQL BUSE $ 

VT 016 803 338 
SCHOOL BUS MANUAL* 

VT 018 558 362 
HEALTH AND SAFETY CURRICULUM GUIDEt 
GRADES K-THREE. 



VT 018 461 

SCIENTIFIC GLASSBLOWING 1 AND 2. 
STUDENT MANUAL. 
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SECRETARIES 

VT 17 843 354 

SECRETARTAL TPTAINING GUIDE. 

BUSINESS EDUCATION* WICHITA PUBLIC 

SCHOOLS* 1968-1969. 
VT 018 066 356 

MAKING THE GRADE. 

VT 018 262 357 
SOME IDENTIFYING CHARACTERISTICS OF 
60 CROP AND MEED SEEDS* 



^umiAL APPF>OACH 
VT 018 851 

FOOD SERVICES OPERATIONS. 
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VT Ola 264 357 
BUSINESS PRINCIPLES OF LANDSCAPE 
SERVICE UHG/^NIZATIONS. TEACHERS 
MANUAL. 



VT 017 259 

I KNOW A TELEPhCNE OPERATOR. A 
COMMUNITY HELP(:R BOOK* 



338 



StQ£-tUR^ULU]j 

VT 016 692 336 
MODULAR INSTRUCTION— MACHINE SHOP 
VOCATIONAL TRAINING. 



VT 016 709 337 
INTRODUCTIONS. A SELF- INSTRUCT lONAL 
PROGRAM* 



SQ C^AI, . SERV ICES 

VT 017 598 

MODEL CURRICULA AND TRAINING 
TECHNIQUES FOR USE IN TRAINING 
PARA-PROFESSIONAL EMPLOYEFS OF 
PUBLIC HOUSING AUTHORITIES. 
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VT 018 268 

CONSERVATION AIDE 



358 



IVt PURVEYING. 



VT 017 709 352 
PROJtCTS SIMULATION OF OFFICE 
PKOCEuURES FOR VOCATIONAL OFFICE 
EDUCATION. 

VT 019 364 377 
HANDBOOK FUR LOAN TELLER. OFFICE 
SIMULATION: INTEGRATED PROJECTS FOR 
CLERICAL OFFICE PRACTICE. 

VT uia 4bl 360 
SCIENTIFIC GLASSBLOmING 1 AND 2. 
STUDENT MANUAL. 

VT 019 037 365 
LICENSED OCCUPATIONS IN HAWAII. 

VT 019 393 379 
cNVlRONMENTAL HEALTH AND SAFETY IN 
THt CONSTRUCTION INDUSTRIES: COURSE 
302. 

VT 019 394 379 
ENVIRONMENTAL HfcALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
303. 

VT 019 3V5 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTICN INDUSTRIES: COURSE 
304. 

VT 019 396 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
Tht CONSTRUCTICN INDUSTRIES: COURSE 
305. 

VT 019 397 380 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
301. 



Vr 017 150 

INTkODUCTlCN TC TABLE MANNERS. 
LbSSCN V UF LIVING SKILLS SERIES* 
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VT 016 709 337 
JNTRODUCTIONS. A S ELF- I NSTRUC T ION AL 
PROGRAM. 

VT 017 150 338 
INTRODUCTION TO TABLE MANNERS. 
LESSON V OF LIVING SKILLS SERIES. 
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SCIENCE 

VT 017 576 345 
SOIL SCIENTl AND PLANT TECHNOLOGY: 
AGRI-BUS:..£SS CURRICULUM GUIDE* 
INSTRUCTIONAL MATERIALS FOR USE 
WIT., DISADVANTAGED STUDENTS IN. 
iJCATlONAL EDUCATION. 



^dlAL NEEDS 

VT 017 857 

GENERAL OFFICE TRAINING. A GUIDE 
FOR TEACHERS TO HANDLE SPECIAL 
PROBLEMS IN BUSINESS EDUCATION. 
TENTATIVE REPORT. 

SPECIAL PROGRAM? 

VT 017 857 

GENERAL OFFICE TRAINING. A GUIDE 
FOR TEACHERS TO HANDLE SPECIAL 
PRQBLFMS IN BUSINESS EDUCATION. 
TEMTATIVE REPORT* 



^PFCIAl^ISTS 
VT 019 068 

DENTAL SPECIALIST, 

MANUAL. 



TECHNICAL 



355 



355 



367 



350 



350 



SPFECH THERAPISTS 

vr 017 696 

BETH DONNISf SPEECH THERAPIST. A 
CAREER-ROMANCE FOR YOUNG MODERNS* 

BETH DONN^IS, SPEECH THERAP I ST. A 
CAREER-ROMANCE FOR YOUNG MODERNS* 



VT 018 868 364 
NATIONAL APPRENTICESHIP STANDARDS 
FOR OPHTHALMIC FINISHER-DISPENSER* 

VT 019 123 369 
JOB GRADING STANDARD FOR HEATING 
AND BOILER PLANT EQUIPMENT MECHANIC 
WG-5309* 

VT 019 372 378 
NATIONAL APPRENTICESHIP AND 
TRAINING STANDARDS FOR THE 
ELECTRICAL CONTRACTING INDUSTRY. 
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NATICNaL APPt<ENTlCeSHlP STANDARDS 
FCR THE RtTAlL MEAT CUTTING 
INDUSTRY. 



VT 017 9^2 335 

ulSTKlBUTIVt EDUCATION SECOND YEAR 

SERIfcS. UNIT IV: MARKETING IN OUR 

tCONCMY li. 
VT 017 92t> 355 

THc COOPERATIVE PLAN f^OR 

UlbTRIBUTI VE EDUCATION IN FLORIDA'S 

hlijH SCHUJLS. 
VT Jlti 461 360 

SCIENTIFIC GLASSbLOrtING 1 AND 2. 

STUaJtM MANUAL. 
VT OIB 362 

OHNAMEiNlTAL hURTlCuLTURE I 7051 AND 

ORNAMENTAL huRTICULTURE II 7052. 
VT Oio t>64 362 

bASIC DRAFTING INSTRUCTIONAL UNITS. 

CURRICULUM MATERIAL. 
VT Oi^ 40o 380 

HOKE ECUNUiMlCS I: BASIC COREi NINTH 

GRADE. 

VT Oio 603 338 
SCrlUUL bus MANUAL. 

VT 017 70O 352 

HEALTH CAREERS: TRAINING PROGRAMS 

IN NEW YURk. 
VT Oio Bo3 36^ 

HtALTn EJUCATICNAL PROGRAMS OF 

CKLAhOMA. 

V7 ulV o3f 365 
LICENSlD UCCUPATIUNS IN HAWAII. 

VT 020 07a 3o8 
STATIONARY ENGINEERS WORKBUOK. 

VT 019 396 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
305. 

VT 017 j5o 344 
SHOR'ThANu: business EDUCATION 

cukriculum guide, instructional 

MATERIALS FCR USE wITH 

cisauvantagec students in 
vocational education. 

VT 017 320 340 
LET'S GO TO bUILO A HlUHWAY. LET'S 
GO SERIES. 



PAGE 

&LUa£(^I,CQLLEGE RELATIOtjltllE 

VT 0 17 741 354 
FACING FACTS ABOUT YOUR COLLEGE 
CAREER: A GUIDE FOR STUDENTS, 
COUNCELORS AND PARENTS. 

VT 017 730 353 
WHO? hHAT? WHERE? HOW MUCH? 
COORDINATED VOCATIONAL ACADEMIC 
EDUCATION BIBLIOGRAPHY, 

mUftil PEYELOPa£tiI 

VT 019 333 375 
CAREER EDUCATION CURRICULUM 
GUIDELINE: A PLAN OF STUDENT 
DEVELQPMENTt GRADES K-9. 

STUQENT^RQJ£&XS 

VT 017 709 352 
PROJECTS SIMULATION OF OFFICE 
PROCEDURES FOR VOCATIONAL OFFICE 
EOUCATIUN. 

^lUiami ,IR AlH S P U R T AT Iflti 

VT 0 16 803 338 
SCHOOL BUS MANUAL. 

VT 016 707 336 

ESTIMATING BRICK COURSES* 
VT 017 571 344 

MANPOWER DEVELCPMENT OPPORTUNITIES 

IN AMERICAN ECONOMIC LIFE. 
VT 018 455 360 

PRECISION INSPECTION MANUAL-1. 
VT 0 19 144 370 

HORTICULTURE: GREENHOUSE AND 

NURSERY EMPLOYEE. 
VT 019 1831 371 

TAKING A PATIENT'S WEIGHT: NURSF. 

ELEMENTARY CAREER CENTER 

INSTRUCTIONAL MATERIAL. 
VT 019 224 372 

CHILD CARE: THE BABYSITTER. 
VT 0J.9 239 3T3 

ART AND DESIGN — PAINTERS, VOLUME U 
VT 019 491 380 

BASIC ELECTRONICS VOLUME 2. RATE 

TRAINING MANUAL. 
VT 0 19 542 382 

SUPERVISED STUDY GUIDE FOR 

MACHINIST <600.2e0), ASSIGNMENT 

TESTS AND ANSWER BOOK. 

VT 017 598 346 
MODEL CURRICULA AND TRAINING 
TECHNIQUES FOR USE IN TRAINING 
PARA-PROFESSIQNAL EMPLOYEES OF 
PUBLIC HOUSING AUTHORITIES. 

VT 017 608 347 
AVIATION SUPPORT EQUIPMENT 
TECHNICIAN H 3 t 2. RATE TRAINING 
MANUAL^ 
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VT 017 533 343 
GENERAL BUSINESS^ BUSINESS 
EDUCATION CURRICULUM GUIDE. 
INSTRUCTIONAL MATERIALS FOR USE 
NITH OISAOVANTAGEO STUOENTS IN 
VOCATIONAL EDUCATION. 

VT 019 542 3S2 
SUPERVISED STUDY GUIDE FDR 
MACHINIST (6D0.2BDIt ASSIGNMENT 
TESTS AND ANSWER BOOK. 

^LPPLErtfeNTARY RfiAQINfi HAI£flJLALS 

VT 017 284 339 
1 KNCW A LIBRARIAN. A COMMUNITY 
HELPER BOOK* 

VT 017 325 342 
RESOURCE UNIT FDR FAMILY LIFE 
EDUCATIONt LEVEL ID. DEVELOPING AN 
UNOERSTANDING OF THE CONTINUITY OF 
life: human REPRODUCTION. 
SUPPLEMENT TO THE CURRICULUM GUIDE 
FUR SCIENCE BICLDGY FDR THE 
SECONDARY SCHOOLS. 

VT 0X7 527 343 
RESOURCE UNIT FCR FAMILY LIFR 
EOUCATIONf LEVEL 7. FINDING OUT 
ABOUT THE CAUSE AND PREVENTION OF 
COMMUNICABLE DISEASES. SUPPLEMENT 
TC THE CURRICULUM GUIDE FOA 
SClENCEt GRADES 7 AND B. 

VT 017 696 350 
BETH OGNNlSf SPEECH THERAPIST. A 
CAREER-ROMANCE FCR YOUNG MODERNS. 

VT 017 301 339 

MEN AT I^ORK IN NEW ENGLAND. MEN AT 

WORK SERIES. 
VT 018 267 358 

CONSERVATION AIDE Vt ENGINEERING: 

CONSERVATION STRUCTURES AND 

PRACTICES. 

VT 019 139 370 
OENTALMAN. RATE TRAINING MANUAL. 

VT 019 140 370 
ELECTRONICS ADMINISTRATION AND 
SUPPLY. 

^VNCHRQ SERVQ ANC CYRQ SYSTFM^ 

VT 01,7 6B1 350 

SYNCHRO! SERVO AND GYRO 

FUNDAMENTALS. RATE TRAINING MANUAL. 

T ABLg MANNERS 

VT 017 150 338 
INTRODUCTION TO TABLE MANNERS. 
LESSON V OF LIVING SKILLS SERIES. 

lASK ANALYSIS 

VT 016 7B1 337 
HANDBOOK FOR ANALYZING JOBS. 



TASK PEtfflMiMCe 

VT DIT 4DS 

FINDING AND HOLDING A JOB* 
PREVDCATIDNAL SERIES. 
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VT 019 188 171 
THE MMlO OF WORK IN THE ELEMENTARY 
SCHOOL. 

TEAfcHEft eOMCATIQN CUaaiCULUH 

VT 019 884 EO 076 747 187 

VAE PRE-^CRTIFICATION TEACHER 

EDUCATION PRD6RAHI COMPETENCIES AND 

PERFORMANCE OBJECTIVES. 

COMPETENCY-BASED TEACHER EDUCATION 

SERIES kO. I. 

VT 019 540 ED 074 255 181 
EDUCATION FOR REALITYI IN-SERVICE 
DESIGN FOR TEACHER ORIENTATION IN 
CAREER EDUCATICN. 

TEACHING fiUlDES 

VT 016 680 135 

FREEDGN OF CHOICE IN CAREER 

SELECTIONS «THE AMERICAN WAY." 

OCCUPATION BY CHOICE INSTEAD OF 

OCCUPATION BY CHANCE. 
VT 017 522 142 

"CAREER AWARENESS" IN THE 

ELEMENTARY GRADES. INSTRUCTIONAL 

TELEVISION TEACHER*S GUIDE FOR 

GRADES FOURt FIVE AND SIX« 
VT 017 6k4 148 

THOUGHtS ON THE TEACHING OF THE 

INTRODUCTION TO BUSINESS. 
VT Oli 709 152 

PROJECTS SIMULATION OF OFFICE 

PROCEDURES FOR VOCATIONAL OFFICE 

EDUCATION. 

VT 017 729 151 

BUSINESS COMMUNICATIONS* 
VT 017 848 154 

A TEACHER* S GUIDE FOR FREE 

ENTERPRISE. 
VT 017 849 V55 

A TEACHER* S GUIDE FDR DATA 

PROCESSING* 
VT DIT ni 155- 

GENERAL OFFICE TRAINING. A GUIDE 

FDR TEACHERS TO HANDLE SPECIAL 

PROBLEMS IN BUSINESS EDUCATION* 

TENTATIVE REPORT. 
VT 019 119 169 

CAREER RELATED INSTRUCTIONAL 

PROCEDURESt K-ll EARLY CHILDHOOD 

AND PRIMARYI 4-51 INTERMEDIATE* 
VT 019 175 171 

BUILDING MAINTENANCES BUILDING 

r^AINTENANCE MACHINE OPERATOR. 
VT 019 291 174 

VOCAflONAL DRAFTING CURRICULUn 

GUIDE* 
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VT 61« 297 97S 

POLICE TA^PPIC SERVICES BASIC 

TAAINING PROCRAN INSTRUCTOR'S 

LESSON PLANS* VOLUME 2 OP S« 
VT 019 310 376 

TECHNtguES USEC IN SEEKING 

EMPLGYMENTS COURSE SYLLABUS. 
VT 019 341 376 

A CURRICULUM GUIDE PGR MACHINE TOOL 

TECHNOLOGY. 
VT 019 376 

INSTRUCTIONAL GUlOE PGR PRACTICAL 

NURSING IN VIRGINIA'S PUBLIC 

SCHOOLS. 

VT 019 629 362 
THfe MHbEL OP OPPORTUNITIES! 
AMERICAN STUDIES! VOCATIONAL 

cOkriculun units, a handbook POR 
teachers* 

VT 019 705 EG 074 266 2M 

CAKEEH EDUCATION GU10E--K-14. 

VT 019 0/7 EG 07> 611 366 

LINCOLN COUNTY EXEMPLARY PROGRAM IN 
VOCATIUNAL EDUCATION. RESOURCE 
UNITS DEVELGPEG BY EXEMPLARY 
TEACHERS PGR GRAGES 1-*12. VOLUME IV 
Of VOLUME I. 

VT 019 479 EG 07!^ 613 366 

MESIiARCH MOGEL POR LEVELS NINE ANG 
TENt LINCOLN COLNTY SCHOOL BASEG 
MODEL FOR CAREER EGUCATIONt VOLUME 
III CP VOLUME I. 

VT 020 133 386 
SAMPLE BOOKLET CP CAREER EDUCATION 
CUlOfeS K-l^f EAU CLAlREv WISCONSIN. 

VT 020 402 391 
GUIGELINES PUR AVIATION EGUCATION 
IN SCHOOLS OP PENNSYLVANIA WITH 
ANNOTATED TEACHER* S COURSE OP STUOY 
AND PLANNING CHART. 

VT 020 500 392 
GUIDELINE UP CAREER EGUCATION 
ACTIVITIES. JUNIOR HIGH HOME 
ECONCNICS* 

VT 020 501 392 
GUIGELINE OP CARliER EGUCATION 
ACTIVITIES* ELEMENTARY. PIRST. 

VT 020 507 392 
CONSTRUCTION CLUSTER VOLUME I. UGOD 
STRUCTURAL PRAMING. VOCATIONAL 
EDUCATION PROGRAM OP STUGIES. 

VT 020 500 393 
CONSTRUCTION CLUSTER VOLUME lU 
MASONRY HORK. VOCATIONAL EGUCATION 
PROGRAM OP STUDIES. 

VT 020 509 393 
CONSTRUCTION CLUSTER V0LUH£ III. 
PlUNblNG. VOCATIONAL EDUCATION 
PROGRAM OP STUDIES. 

VT 02U 510 393 
CGNSTHUCTIUN CLUSTER VOLUME IV 
CONCRETE mORK. VOCATIONAL EGUCATION 
PROGRAM OP STUniES. 

VT 020 511 393 
CONSTRUCTION CLUSTER VOLUME V« 
ELECTRICAL. VOCATIONAL EDUCATION 
PROGRAM 01^ STUCIES. 



VT 020 512 394 
CONSTRUCTION CLUSTER VOLUME VI. AIR 
CONGITIONING AND REFRIGERATION. 
VOCATIONAL EDUCATION PROGRAM OP 
STUGIES. 

VT 020 513 394 
CONSTRUCTION CLUSTER VOLUME VII. 
HEATING AND VENTILATION. 
VOCATtONALEDUCATIGN PROGRAM OP 
STUDIES. 

VT 020 552 394 
MANUFACTURING UNIT. INTERMEDIATE 
LEVEL. 

VT 020 663 396 
CAREER EDUCATION PROGRAM. RAOPGRO 
CITY SCHOOLS IPGRTY THREE 
INSTRUCTIONAL UNITSi GRAGES K-7 ANG 
INTERMEDIATE ECUCABLEI. 



VT 019 361 

ELEMENTARY METHODS ANG RESOURCE 
GUIDE. 
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I£ACHIWB PROCEDURES 

VT 017 614 346 
THOUGHTS ON THE TEACHING OP THE 
INTRODUCTION TO BUSINESS. 

VT 019 038 365 
OPERATION OP GIL BURNING EQUIPMENT 
ANG INCINERATORS. AIR POLLUTION 
CONTROLS COURSE OUTLINE ANG LESSON 
PLANS. 

VT 019 188 371 
THE MGRLO OP MORK IN THE ELEMENTARY 
SCHOOL. 

VT 019 208 371 
CAREER AWARENESS PRGJECTi BOOK GNEt 
GRADES 1 ANG 2. 

TP4CMlNfi S ^flL^ S 

VT 019 884 EG 076 747 387 
VA6 PRE-CERTIPICATION TEACHER 
EGUCATION PROGRAM: COMPETENCIES AND 
PERPGRNANCE OBJECTIVES. 
COMPETENCY-BASEG TEACHER EGUCATION 
SERIES NO. 1. 

TPACMINC TgCHNlOUgS 

VT 019 908 ED 075 621 367 
TERCHINGTGR EMPLGYABILITT. 

TPAM TR^f^JlNfi 

VT 019 540 ED 074 255 381 
EDUCATION POR REALITY: IN-SERVICE 
DESIGN PGR TEACHER ORIENTATION IN 
CAREER EDUCATION. 

TgCHMlC AL pPUCfTiO^ 

VT 0 1 8 72 0 363 
INSTRUMENTATION TECHNOLOGY! A 
TWO-*YEARi POST SECONDARY CURRICULUM 
DESIGNED PGR THE ALTGONA AREA 
VOCATIONAL -^TECHNICAL SCHOOL. 
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VT 020 4dO 390 

fLUlO POWER technology: A SUGGESTEO 

2-VEAR POST hlCH SCHOOL CURRICULUM. 

TECHNICAL EDUCATION PROGRAM. 
VT 020 616 395 

AViATiON bOATSKAIN'S MATE E 3 AND 

Z. RATE TRAINING MANUAL. 
VT 020 638 395 

AVIATION MACHINIST'S MATE Jl ANO C. 

RATE TRAINING MANUAL. 

ICLEPhDNE CCiHHUNICATlOM, INDU^m 

VT 017 259 33tt 

I KNOM A TELEPHONE OPERATOR. A 

COMMUNITY HELPER BOOK. 

TE N^ES$ £g 

VT 017 613 348 
A COURSE OUTLINE FOR AIR 
CONDITIONING AND REFRIGERATION. 

lEMi 

VT 019 542 382 
SUPERVISED STUDY GUIDE FDR 
MACHINIST (600.280) f ASSIGNMENT 
TESTS ANO ANSWER BOOK. 

VT 019 542 382 
SUPERVISED STUDY GUIDE FDR 
MACHINIST (600.280) t ASSIGNMENT 
TESTS AND ANSWER BOOK. 

VT Ul/ 571 344 
MANPOWER DEVELOPMENT OPPORTUNITIES 
IN AMERICAN ECONOMIC LIFE. 



VT 019 388 

VOCATIONAL BUILDING TRADES 
CURRICULUM GUICE. 
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IRAQE.ANP INQiJilBIAL EDUCATIQtJ 

VI 016 658 334 

COMMUNICATIONS: INDUSTRIAL 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 016 673 334 

TOOLS AND AREAS. LESSON I OF THEORY 

SERIES. 

VT 016 691 336 

MQCfULAR INSTRUCTION 

WELDING — VOCATIONAL TRAINING. 
VT 016 692 336 

MOUULAR INSTRUCTIONS-MACHINE SHOP 

VOCATIONAL TRAINING. 
VT 016 697 336 

THE BARBER "S 4 PREPARATORY STEPS. 

LESrCN II OF THEORY SERIES. 
VT 016 707 336 

ESTIMATING BRICK COURSES. 
VT 017 350 340 

JOBS IN THE MANUFACTURE OF 

BUILDINGS. 



VT 017 519 341 

MANUFACTURING! INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

OISAOVANTAGEO STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 520 342 

CONSTRUCTION: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 637 349 

power: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL £DUCATION. 
VT 017 697 350 

CURRICULUM GUIDE FOR VOCATIONAL 

CABINETHAKINGv GRADES ELEVEN ANO 

TWELVE. 

VT 017 700 351 
CURRICULUM GUIDE FOR ELECTRICAL 
OCCUPATIONS: WESTINGHDUSE AREA 
VOCATIONAL HIGH SCHOOL CLUSTER 
PROGRAM. APPLIANCE REPAIR: LEVELS 
III ANO IVt GRADES ELEVEN AND 
TWELVE. 

VT 017 701 351 
CURRICULUM GUIDE FOR VOCATIONAL 
ELECTRICITYf GRADES ELEVEN AND 
TWELVE. 

VT 018 482 360 
DEVELGPHENTS OF THE 1972 SUMMER 
WORKSHOP OF SECONDARY EXPLORATION 
OF TECHNOLOGY 

( INDE PENOENC E- BURL I NGTON- SHAWNEE 

MISSION). A TRIAL 9TH AND/OR IDTH 

GRADE INDUSTRIAL ARTS COURSE IN 

MATERIALS/ PROCESSES. 
VT 018 564 362 

BASIC DRAFTING INSTRUCTIONAL UNITS. 

CURRICULUM MATERIAL. 
VT 018 868 364 

NATIONAL APPRENTICESHIP STANDARDS 

FOR OPHTHALMIC FINISHER-DISPENSER. 
VT 019 074 368 

THE ART OF PHOTOENGRAVING f VOLUME 

TWO. 

VT 019 293 374 
VOCATIONAL DRAFTING CURRICULUM 
GUIDE. 

VT 019 330 > 375 

A CURRICULUM GUIDE FOR INDUSTRIAL 

ELECTRICITY. 
VT 019 341 376 

A CURRICULUM GUIDE FOR MACHINE TOOL 

TECHNOLOGY. 
VT 019 372 378 

NATIONAL APPRENTICESHIP AND 

TRAINING STANDARDS FDR THE 

ELECTRICAL CONTRACTING INDUSTRY. 
VT 019 388 378 

VOCATIONAL BUILDING TRADES 

CURRICULUM GUIDE. 
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VT 019 542 382 

SUPERVISED STUDY GUIDE FOR 

MACHINIST (600.260) « ASSIGNMENT 

TESTS ANO ANSWER BOOK. 
VT OiO 273 389 

NATIONAL APPRENTICESHIP STANDARDS 

POK THE RETAIL MEAT CUTTING 

INDUSTRY. 

VT O20 507 392 

CUNSTRUCTION CLUSTER VOLUME I. WOOD 

STRUCTURAL FRAMING. VOCATIONAL 

EDUCATION PROGRAM OP STUDIES. 
VT 020 bOa 393 

CONSTRUCTION CLUSTER VOLUME II. 

MASONRY WORK. VOCATIONAL EDUCATION 

PROGRAM OF STUCIES. 
VT 020 509 393 

CONSTRUCTION CLUSTER VOLUME III. 

PLUMBING. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 510 393 

CONSTRUCTION CLUSTER VOLUME IV 

CONCRETE WORK. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 51 1 393 

CONSTRUCTION CLUSTER VOLUME V. 

ELECTRICAL. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT O^dO 512 394 

CONSTRUCTION CLUSTER VOLUME V£. AIR 

CONDITIONING AND REFRIGERATION. 

VOCATIONAL EDUCATION PROGRAM OF 

STUDIES. 

VT 020 513 394 
CONSTRUCTION CLUSTER VOLUME VII. 
HEATING AND VENTILATION. 
VOCATIDNALEOUCATION PROGRAM OF 
STUDIES. 



JRAFFiC CQNTROi, 

VT 019 297 

POLICE TRAFFIC SERVICES BASIC 
TRAINING PROGRAM INSTRUCTOR'S 
LESSON PLANS. VOLUME 2 OF 3. 
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VT OlS 974 385 
REFRESHER COURSES FOR PRIVATE AND 
COMMERCIAL PILOTS. 

lEAmbG TEcatgj u£^ 

VT 017 598 346 
MODEL CURRICULA AND TRAINING 
TECHNIQUES FOR USE IN TRAINING 
PA'RA-PROFESSIONAL EMPLOYEES OF 
PUBLIC HOUSING AUTHORITIES. 

VT 019 134 369 

THE 1972-73 AIRLINE GUIDE TO 

STEWARDESS CAREERS^ 
VT 019 269 374 

MOVING PRODUCTS BY LAND 

transportation: A UNIT IN THE 

TRANSPQRTATiCN OCCUPATIONS CLUSTER. 

ELEMENTARY SCHOOL UNIT FOR GRADES 

2-6. 



VT 017 517 341 
ROLES ANO PURPOSES OF HONE 
ECONOMICS EDUCATION WITHIN THE 
TOTAL SCOPE OF VOCATIONAL EDUCATION 
(PROFESSOR'S SECTIONI. 

UliLI,PLAN 

VT 017 517 341 
ROLES AND PURPOSES OF HOME 
ECONOMICS EDUCATION WITHIN THE ' 
TOTAL SCOPE OF VOCATIONAL EDUCATION 
(PROFESSOR*S SECTIONI. 

VT 017 527 343 
RESOURCE UNIT FOR FAMILY LIFE 
EOUCATIONf LEVEL 7. FINDING OUT 
ABOUT THE CAUSE AND PREVENTION OF 
COMMUNICABLE OISEASES. SUPPLEMENT 
TO THE CURRICULUM GUIDE FOR 
SClENCEf GRADES 7 AND 8. 

VT 018 453 360 
PRECISION INSPECTION MANUAL-1. 

VT 019 231 372 
CAREER EDUCATION FOR NORTON CITY 
SCHOOLS: ELEMENTARY CURRICULUM 
GUIDES. 

VT 020 552 394 
MANUFACTURING UNIT. INTERMEDIATE 
LEVEL. 

Utni ^Q£ STUDY I SUBi£QI-^I£LQlL 

VT 016 673 334 

TOOLS ANO AREAS. LESSON I OF THEORY 

SERIES. 

VT 018 262 357 

SOME IDENTIFYING CHARACTERISTICS OF 

60 CROP AND WEED SEEDS. 
VT 018 376 359 

FEEDS: TEACHER'S MANUAL. 
VT 019 338 376 

TECHNIQUES USED IN SEEKING 

EMPLOYMENT: COURSE SYLLABUS. 

VT^OlT^ioS f*^*^'^'*'^ 

YOU AND THE ENGINEERING PROFESSION. 

VIRGINIA 

VT 019 389 378 
INSTRUCTIONAL GUIDE FOR PRACTICAL 
NURSING IN VIKGINIA^S PUBLIC 
SCHOOLS. 

VDCAT^QNAL ADJ USTMENT 

VT 019 526 381 
YOUR ATTITUDE IS SHOWING: A PRIMER - . 
ON HUMAN RELATIONS. 

mAIIflhAL AGRICiiLTUE£ 

VT 018 262 357 
SOME IDENTIFYING CHARACTERISTICS OF 
60 CROP AND WEED SEEDS. 

VT 018 376 359 
FEEDS: TEACHER'S MANUAL. 

VT 018 563 362 
ORNAMENTAL HORTICULTURE I 7051 AND 
ORNAMENTAL HORTICULTURE II 7052. 
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VT Oia 729 363 
EbG GRADING MANUAL* 

VT 017 101 351 

A GALAXY PLAN FOA CAREER 

PREPARATION. A CONCEPT AND PLAN OF 

JRGANUATION. 
VT 019 U80 EO 073 296 368 

CAKEEH CENTEREC CURRICULUM WORKSHOP 

HANDBOOK. 

VT 019 340 ED 073 324 376 

ANNOTATED BIBLIOGRAPHY ON CAREER 
EDUCATION. 

VT 019 360 EO 074 218 377 

CAREER DEVELOPMENT GUIDE FOR THE 
ELEMENTARY SCHOOL. A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS. 

VT 019 705 EO 074 266 384 

CAREER tOUCATICN GUIDE — K-14. 

VT 019 953 EO 075 637 387 

RESOURCES FOR CAREER DEVELOPMENT. 



IN 
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337 
341 



343 



VCCATICNAL EDUCATION 
VT 016 658 

COMMUNICATIONS; INDUSTRIAL 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

MITH DISADVANTAGED STUDENTS 

VOCATIONAL EDUCATION. 
VT 0L6 7tt5 

HOME NURSING. 
VT 017 517 

ROLES AND PURPOSES OF HOME 

ECONUMICS EDUCATION MITHIN THE 

TOTAL SCOPE CF VOCATIONAL EDUCATION 

(PROFESSOR'S SECTION!. 
VT 017 520 342 

CONSTRUCTION: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATEf^IALS FOR USE MlTH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 533 

GENERAL BUSINESS: BUSINESS 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

MITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 556 

SHORTHAND: BUSINESS EOUCATim 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FOR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 572 

' ADVISORY COUNCILS ARE ESSENtlAL TO 
VOCATIONAL EDUCATION PROGRAMS IN 
NEVADA. 

VT 017 576 

SOIL SCIENCE AND PLANT TECHNOLOGY i 
AGRI-BUSINESS CURRICULUM GUIOE. 
INSTRUCTIONAL MATERIALS FOR USE 
WITH DISADVANTAGED STUOENTS IN 
VOCATIONAL EDUCATION. 
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345 



VT 017 599 

AGRI-BUSINESS EDUCATION: MODEL 

TRAINING PLANS FOR SECONDARY 

CdOPERATIVE AGRI-BUSINESS 

EDUCATION. 
VT 017 615 ^ 

A COURSE OUTLINE FOR AIR 

CONDITIONING AND REFRIGERATION. 
VT 017 619 

BUSINESS EDUCATION CURRICULUM 

GUIDE f GRADES 10-12. 
VT 017 697 

CURRICULUM GUIDE FOR VOCATIONAL 

CABINETMAKINGf GRADES ELEVEN AND 

TWELVE. 
VT 017 700 

CURRICULUM GUIDE FOR ELECTRICAL 

OCCUPATIONS: WESTINGHQUSE AREA 

VOCATIONAL. HIGH SCHOOL CLUSTER 

PROGRAM. APPLIANCE REPAIR: LEVELS 

III AND IV f GRADES ELEVEN AND 

TWELVE. 
VT 017 701 

CURRICULUM GUIDE FOR VOCATIONAL 

ELECTRlC'TYf GRADES ELEVEN AND 

TWELVE. 
VT 017 729 

BUSINESS COMMUNICATIONS. 
VT 017 843 

SECRETARIAL TRAINING GUIDE. 

BUSINESS EOUCATIONf WICHITA PUBLIC 

SCHOOLSf 1968-1969. 
VT 017 849 

A TEACHER'S GUIOE FOR DATA 

PROCESSING* 
VT 018 265 

BUSINESS PRINCIPLES OF LANDSCAPE 

SERVICE ORGANIZATIONS. STUOENT 

MANUAL* 
VT 018 267 

CONSERVATION AIDE Vt ENGINEERING: 

CONSERVATION STRUCTURES ANO 

PRACTICE^. 
VT 018 268 

CONSERVATION AIDE IVt SURVEYING. 
VT 018 455 

PRECISION INSPECTION MANUAL-1. 
VT 018 461 

SCIENTIFIC GLASSBLOWING 1 AND 2. 

STUOENT MANUAL. 
VT 01 482 

DEVELOPMENTS OF THE 1972 SUMMER 

WORKSHOP OF SECONDARY EXPLORATION 

OF TECHNOLOGY 

i INDEPENDENCE-BURL INGTON^SHAWNEE 
MISSION). A TRIAL 9TH AND /OR lOTH 
GRADE ^'INDUSTRIAL ARTS COURSE IN 
MATERIALS/PROCESSES. 
VT Old 564 

BASIC DRAFTING INSTRUCTIONAL UNITS. 
CURRICULUM MATERIAL. 
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VT Old dd3 ED 073 241 363 

HANDBOOK FOR ELF-EVALUATION OF 
PRQGftAHS AND SERVICES TO THE 
DISADVANTAGED AND THE HANDICAPPED 
AT COMMUNITY COLLEGES UNDER THE 
VOCATIONAL EDUCATION AMENDMENTS OF 
IV6B (PUBLIC LAW 90-576), 

VT 019 135. 369 
CURRICULUM GUIDE FOR AUTO 
MECHANICS* 1972, 

VT 019 144 370 
HORTICULTURE; GREENHOUSE AND 
NURStRY EMPLOYEE, 

VT 019 175 371 
BUILDING MAINTENANCE: BUILDING 
MAINTbNANCE MACHINE OPERATOR. 

VT 019 224 372 
CHILD CARE: TKE BABYSITTER, 

VT 019 237 373 
A8T AND DESIGN— PAINTERSt VOLUME 
IV. 

VT 019 239 373 
ART AND DESIGN — PAINTERSt VOLUME U 

VT 019 293 ' 374 

VOCATIONAL CRAFTING CURRICULUM 
GUIOk, 

VT 019 313 375 
PRINCIPLES CF ELECTRIC WIRING, 

VT 019 330 375 
A CURRICULUM GUIDE FOR INDUSTRIAL 
ELECTRICITY, 

VT 019 337 376 
A CURRICULUM GUIOE FOR AUTOMOTIVE 
TECHNOLOGY. 

VT 019 370 377 
NATIONAL APPRENTICESHIP POLICY OF 
THE INTERNATIONAL MAILERS UNION: A 
MANUAL OF PROCEDURES TO BE USED AS 
A GUIDE FOR ESTABLISHING LOCAL 
MAILERS JOINT APPRENTICESHIP 
PROGRAMS, 

VT 019 J93 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
302, 

VT 019 394 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
303, 

VT 019 395 379 
ENVIRONMENTAL HEALTH AND SATETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
304, 

VT 019 396 379 
ENVIRONMENTAL- HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
.30i), 

VT 019 397 380 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
301, 

VT 019 491 380 
BASIC ELECTRONICS VOLUME 2, RATE 
TRAINING MANUAL. 



VT 019 683 ED 076 746 386 

TWO VAE SYSTEM MODELS: A MODEL FOR 
A COMPETENCY-BASED INSTRUCTIONAL 
SVSTEM, COMPETENCY-BASED TEACHER 
EDUCATION SERIES NO, 2. 

VT 019 684 ED 076 747 387 

VAE PRE-CERTIFICATION TEACHER 
EDUCATION PROGRAM: COMPETENCIES AND 
PERFORMANCF OBJECTIVES- 
COMPETENCY-BASED TEACHER EDUCATION 
SERIES NO, 1. 

VT 019 908 ED 075 621 387 

TEACHING FOR Ef'PLOYAB I LITY, 

VT 020 507 392 
CONSTRUCTION CLUSTER VOLUME U WOOD 
STRUCTURAL FRAMING, VOCATIONAL 
EDUCAtiGN PROGRAM OF STUDIES, 

VT 020 508 393 
CONSTRUCTION CLUSTER VOLUME II, 
MASONRY WORK. VOCATIONAL EDUCATION 
PROGRAM OF STUDIES, 

VT 020 509 393 
CONSTRUCTION CLUSTER VOLUME III, 
PLUMBING, VOCATIONAL EDUCATION 
PROGRAM OF STUDIES, 

VT 020 510 393 
CONSTRUCTION CLUSTER VOLUME IV 
CONCRETE WORK, VOCATIONAL EDUCATION 
PROGRAM OF STUDIES, 

VT 020 511 393 
CONSTRUCTION CLUSTER VOLUME V, 
ELECTRICAL, VOCATIONAL EDUCATION 
PROGRAM OF STUDIES, 

VT 020 512 394 
CONSTRUCTION CLUSTER VOLUME VI, AIR 
CONDITIONING AND REFRIGERATION, 
VOCATIONAL EDUCATION PROGRAM OF 
STUDIES. 

VT 020 513 394 
CONSTRUCTION CLUSTER VOLUME VII, 
HEATING AND VENTILATION, 
VOCATIONALEDUCATION PROGRAM OF 
STUDIES, 

YQ&&T1QNAL EDUCATlQti. AHENDf1£NTS flE 

VT 018 583 ED 073 241 363 

HANDBOOK FOR SELF-EVALUATION OF 
PROGRAMS AND SERVICES TO THE 
DISADVANTAGED AND THE HANDICAPPED 
AT CURHUNITY COLLEGES UNDER THE 
VOCATIONAL EDUCATION AMENDMENTS OF 
1968 (PUBLIC LAW 90-576). 

VT 019 772 ED 074 289 385 

A GUIDE FOn IMPLEMENTATION OF A 
CAREER EDUCATION PROGRAM: 
ELEMENTARY GRADES* CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES^ 



VOCA TIONAL HQMg ECQ NQMIC^ 

VT 0 16 342 

HOME ECONOMICS INSTRUCTIONAL 
MATERIALS PROJECT, (TEXT AND 
APPENDICES A-0), 
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VT 018 &0f» 

THE aACK-TO-hOKK HANDBOOK FOR 
HOUSEWIVES. A COLLIER BOOKS CAREER 
GUIDE. 



VT 019 527 381 
360 YOUR ATTITUDE IS SHOWINGt 

ASSIGNMENT MANUAL AND ANSWER BOOK. 
VT 020 076 388 

STATIONARY ENGINEERS WORKBOOK. 



VX1£AIII3NAL REhAJBIlITATIflN 

VT 016 690 335 
MUOULAR INSTRUCTION IN AUTOMOBILE 
BODY REPAIR VOCATIONAL TRAINING, 

Jd£JUitiT.TAiiIllfi 

VT 0Jl9 181 371 
TAKING A PATIENT'S WEIGHT: NURSE. 
ELEMENTARY CAREER CENTER 
INSTRUCTIONAL MATERIAL. 

VT 016 691 336 
MODULAR INSTRUCTION 
MELDING — VOCATIONAL TRAINING. 

VT 019 394 379 
ENVIRONMENTAL HEALTH AND SAFETY IN 
THE CONSTRUCTION INDUSTRIES: COURSE 
303. 

VT 019 048 365 
BUSINESS education: UOODWORKINGf 
GRADES 7-12. 

VT 019 543 382 
TOOLS FOR MOODUORKING TRADE St AND 
INDUSTRIAL EDUCATION MANUAL. 

VT 020 507 392 
CONSTRUCTION CLUSTER VOLUME 1. WOOD 
STRUCTURAL FRAMING. VOCATIONAL 
EDUCATION PROGRAM OF STUDIES. 



VT 018 505 

THE BACK-TO-WORK HANDBOOK FOR 
HOUSEWIVES* A COLLIER BOOKS CAREER 
6UIDE. 



360 



VT 019 167 370 
CURRICULUM GUIDE FOR BEGINNING 
METALS. 

VT 019 406 380 
HOME ECONOMICS i: BASIC CORE, NINTH 
GRADE* 

WQI^ KSHQPS 

VT 019 060 £0 073 296 368 

CAREER CENTERED CURRICULUM WORKSHOP 
HANDBOOK. 



VT 017 573 

THE CAREER PLANS OF YOUTH. 



345 



lflUIiLfl££QRIiililIl£S 

VT 019 354 ED 073 325 377 

CAREERS guide: OPPORTUNITIES IN THE 
PROFESSIONS* INDUSTRY AND CQHH£RCE. 



VT 017 405 341 

FINDING AND HOLDING A JOB. 

PREVOCATIONAL SERIES. 
VT 017 675 350 

CAREER MOTIVATION PR0GRAM—197W2 

EVALUATION. 
VT 019 338 376 

TECHNIQUES USEC IN SEEKING 

employment: COURSE SYLLABUS. 
VT 019 526 381 

YOUR ATTITUDE IS SHOWING: A PRIMER 

ON HUMAlg RELATICNS. 



VT Oi^ 427 

SUMMER JOBS IN EUROPE — 1973. 
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VT 017 730 

WHO? hHAT? WHERE? HOW MUCH? 
COORDINATED VOCATIONAL ACADEMIC 
EDUCATION BIBLIOGRAPHY. 
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VT 0X9 313 

PRINCIPLES OF ELECTRIC WIRING. 
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VT 0i6 200 334 
INTRODUCTION TO ALLIED HEALTH 
CARttRSm STUDENT'S MANUAL. 

ALUAMMi-CiTY ^LtiCQL^PISTRICTi 

VT 020 055 388 
STUDY TRIP HANDBOOK FOR STUDENTS 
OF AGES 4-13 ( PKE-KINDERGARTEN- 
GRADE 6). 

Ai!ALi^AMI£CL,ia£AI,CUTTERS, ANO &UTCHER 
ilAmii&IQNjuJ[2x£«. 

VT OiiO 273 389 
NATICNAL APPRENTICESHIP STANDARDS 
FOR THE RETAIL MEAT CUTTING 
INDUSTRY* 

Atli&I£i^l>l^££fi£&AIIQN QF LABOR ANP 

LQl^a£ii«fl£^lWDiiSlliJLAL 

tiBfiANIZATIjJNl^A^WAShlNGTQN, D,(^ 

VT 020 273 389 

NATICNAL APPRENTICESHIP STANDARDS 

rOK The RETAIL MEAT CUTTING 

INDUSTRY. 

A^jai£Al^-M£Q I C AL-A^^£lAIiaiiL 

£bl£A££x.ILi.A^.£mi£ikJ3J^.M££!i£AL 

£UULAIIQt^jt 

VT 019 7t>b i^t**? 
ALLIED MEDICAL EDUCATION DIRECTOR Y- 
-1972. 



AbQI&^Qtif iJULIAILJla 
VT 019 330 

A CURRICULUM GUIDE FOR INDUSTRIAL 

ELECTRICITY. 



3r5 



£ALA&Ci;,u,RQBEfiI,j3j> 

VT 018 720 363 
INSTRUMENTATION TECHNOLOGYi A TWO- 
YEAR* POST SECONDARY CURRICULUM 
DESIGNED FOR THE ALTOONA AREA 
VOCATIONAL-TECHNICAL SCHOOL. 



VT 019 340 ED 073 324 

ANNOTATED BIBLIOGRAPHY ON CAREER 
EDgCATION. 
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a£i^;iL,£QWC ATlflfciALJ[I£fciI£Ex^i!iiA£OLA t 
£1Aa 

VT 019 135 369 
CURRICULUM GUIDE FOR AUTO 
MECHANICS, 1972. 

M£i'ii:£x^£iiANCl£E 

VT 019 074 368 
THE ART OF PHOTOENGRAV I NG t VOLUME 
Two. 



BERGgN COUNTY VOCATl QNAL-TECHMt(;^|. 

ilL&il^&tJflOLt HACKENSLAmaLJi^A 

VT 019 038 365 
OPERATION OF OIL BURNING EQUIPMENT 
AND INCINERATORS. AIR POLLUTION 
control: COURSE OUTLINE AND LESSON 
PLANSo 



aiSHARCK.. PUBLIC SCHflQL,miaiCLlA 

lU^QAlU 

VT 020 500 

GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. JUNIOR HIGH HOME 
ECONOHICS. 

VT 020 501 

GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. ELEMENTARY. FIRST. 

BQISg CITY iNOEPENDENr SCHOOL 

VT 019 208 

CAREER AWARENESS PROJECT: BOOK 

QNEf GRADES 1 AND 2. 
VT 019 209 

CAREER AWARENESS PROJECT: BOOK 

TWO, GRADES 3 AND 4. 
VT 019 210 

CAREER AWARENESS PROJECT: BOOK 

THREE ff GRAOES 5 AND 6. 

RQWLING,GRFPN INOEPENDENT SCNqpL 
DIST RIC T. KY« 
VT 020 435 

PROJECT PEOPLE. PERSONAL 

ENHANCEMENT OCCUPATIONAL 

PREPARATION THROUGH LIFE CENTERED 

EDUCATION. 

£&QQI^1l Wt KENT 

VT 017 517 

ROLES AND PURPOSES OP HOME 
ECONOMICS EDUCATION MITHIN THE 
TOTAL SCOPE OF VOCATIONAL 
EDUCATION CPROFESSOR«S SECTION) • 

SOLxJiACtJSuL 



VT 018 482 

DEVELOPMENTS OF THE 1972 SUMMER 
WORKSHOP OF SECONDARY EXPLORATION 
OF TECHNOLOGY UNDEPENDENCE- 
BURLINGTON-SHAWNEE MISSION). A 
TRIAL 9TH AND/OR lOTH GRADE 
INDUSTRIAL ARTS COURSE IN* 
MATER lALS/PROCESSES. 

BUTL£Ri RICHARP.Xa 

VT 020 482 

GUIDELINES FOR AVIATION EDUCATION 
IN SCHOOLS OF PENNSYLVANIA WITH 
ANNOTATED TEACHER«S COURSE OF 
STUDY AND PLANNING CHART. 
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EBQitECTi l.FNaiRi N.C* 

VT 019 092 EO 073 30b 368 

GUIDELINES FOR THE OPERATIONi 
OEHONSTRATjiONt EVALUATION ANO 
OEFUSION OF A MODEL FOR A 
COMPREHENSIVE CAREER EDUCATION 
PROGRAM IN NORTH CAROLINA t K-14'. 

VT 02O 4d$ 391 
CAREER GUIDES FOR ENTRY 
OCCUPATIONS IN DATA PROCESSING. 

VT 02O <>iJ7 391 
CAREER GUIDES FOR ENTRY 
OCCUPATIONS IN BANKING. 

VT 02O 4a8 391 
CAREER GUIDES FOR ENTRY 
OCCUPATIONS IN DENTAL HEALTH. 

pALlF QRNTA <;TAT£ DEPJ , Qf EDUCATIQNt_ 
^ACRAMeMTp. R^JREAU OF IMOUSTRIAL 
EDUQAT iQi^, 

VT U20 076 388 
STATIONARY ENGINEERS WORKBOOK. 

CALlFORts j l] ^ UfgfV, <._LQ 5; AWG^LES^ QlV^ 

fl£,^0CAHUMflL>£J3ii£AIIQtij. 

VT 016 200 334 
INTKCDUCTION TO ALLIED HEALTH 
CAREERS. STUDENT'S MANUAL. 

VT 018 553 361 
MEDICAL RECORDS*. INSTRUCTIONAL 
UNIT FOR THE MEDICAL TRANSCRIBER. 
MEDICAL TERMINOLOGY OF THE 
DIGESTIVE SYSTEM. ALLIED HEALTH 
PROFESSIONS PROJECT. 

VT 016 608 334 
OCCUPATIONAL ANALYSIS FOR: DATA 
PROCESSING TECHNOLOGY. 

fc£tiIftAL YQUIH £MeLQYf1ENT,EXEQUTIVEt 

VT 019 354 EO 073 325 377 

CAREERS GUIDE: OPPORTUNITIES IN 
THE PROFESSlONSf INDUSTRY ANO 
COMMERCE. 

pHAPrtAN, ELH^PP 

VT 019 526 381 
YOUR ATTITUDE IS SHOWING: A PRIMER 
ON HUMAN RELATIONS. 



flHER VENi^K , PRANCIS 
VT 019 313 

PRINCIPLES OF ELECTRIC WIRING. 
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CHlCAfiQ BQARQ QF EDUaAIIflMjL. 

VT 017 525 342 
RESOUfiCE UNIT FOR FAMILY LIFE 
EDUCATION* LEVEL 10. DEVELOPING AN 
UNDERSTANDING OF THE CONTINUITY OF 
life: HUMAN REPRODUCTION. 
SUPPLEMENT TO THE CURRICULUM GUIDE 
FOR SCIENCE BIOLOGY FOR THE 
SECONDARY SCHOOLS, 

VT 017 526 

RESOURCE UNIT FOR FAMILY LIFE 
EDUCATION* LEVEL 9. MY HEALTH 
PROBLEMS — GROWING UP. SUPPLEMEfilT 
TO THE CURRICULUM GUIDE FOR HEALTH 
AND SAFETY EDUCATION GRADES 9-12. 

VT 017 527 

RESOURCE UNIT FOR FAMILY LIFE 
EDUCATION* LEVEL 7. FINDING OUT 
ABOUT THE CAUSE ANO PREVENTION OF 
COMMUNICABLE DISEASES. SUPPLEMENT 
TO THE CURRICULUM GUIDE FOR 
SCIENCE* GRADES 7 AND 8. 

VT 017 697 

CURRICULUM GUIDE FOR VOCATIONAL 
CABINETMAKING* GRADES ELEVEN AND 
TWELVE. 

VT 017 700 

CURRICULUM GUIDE FOR ELECTRICAL 
OCCUPATIONS: WESTINGHOUSE AREA 
VOCATIONAL HIGH SCHOOL CLUSTER 
PROGRAM. APPLIANCE repair: LEVELS 
III AND IV* GRADES ELEVEN ANO 
TWELVE. 

VT 017 701 351 
CURRICULUM GUIDE F^R VOCATIONAL 
ELECTRICITY* GRADES ELEVEN AND 
TWELVE. 

CIVIL SERVICE COMWTSSION. 
WASHING TO N, D,C. BUI^EAU pf POL ICIES 
ANp STANDARDS^ 

VT 019 .123 369 
JOB GRADING STANDARD FOR HEATING 
ANP BOILER PLANT EQUIPMENT 
MECHANIC WG-5309, 

CL. ARk. LAVQN 

VT 017 843 354 
SECRETARIAL TRAINING GUIDE. 
BUSINESS EDUCATION* WICHITA PUBLIC 
SCHOOLS* 1961-1969. 



350 



351 



CL^MENTS>^ IRENE 

VT 019 406 

HOME ECONOMICS 
NINTH GRADE. 



IS BASIC CORE, 



380 



Cl^E VEl,ft|CQ PUBLIC SCHfl QLS* Q HlQ. DlV^ 

flE,A£SEARCH AND OEVELOPMENT^ 

VT 017 675 350 

CAREER MOTIVATION PROGRAM— 1971*72 

EVALUATION. 
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PCA^T GUARD tP^PTt Qp 

IBMi£UaiAUa£iLA«liA&UJLIi&IQfiU^iL£A 
VT 016 68a 335 
UESSGN PLANS FGR STANOAROIZEO 
BOATING SAFaTY TRAINING GUIOE. 

LQitilM JUtfY 

VT 019 406 380 
HOME ECONOMICS i: BASIC COREt 
NINTH GRAOE* 

CQLORAUQ„&TATE UNIV.. PT. CQLHNS> 

fl££I^ OF VQCAIlQtjAL EDUCATlONa 

VT 017 a48 354 

A TEACHEft^S GU.IDE FOR FREE 

ENTERPRISE. 
VT 017 849 355 

A TEACHER'S GUIDE FOR DATA 

PROCESS ING* 

LQbliiirfcE QN,^£SEAaCH ,It<„CHNlCAI, 

NUft^IAi^, VAH, LITTLE fipCK, ARK, 

VT Ola 330 361 

NURSING ACTION GUIDES. NURSING 

SERVICE PROGRAM GUIDE. 



VT 017 670 349 
art: JEMELRY DESIGN I (TENTATIVE 
COURSE OUTLINE)* AUTHORIZEO COURSE 
OF INSTRUCTION FOR THE QUINNESTER 
PROGRAM. 

D APg COUNTY PqBLIC S CHQQl^S ^ MIAMI f 

PLAt DIVi OF YQCATIQtlALjL,I£CHNICALi 
AND ADULT EQUQAUON^ 

VT 019 181 371 
TAKING A PATIENT'S WEIGHT: NURSE. 
ELEMENTARY CAREER CENTER 
INSTRUCTIONAL MATERIAL. 

ftAMCY, LINDA 

VT 019 236 373 
WORKING FOR A NEWSPAPER: A UNIT IN 
THE COMMUNICATIONS AND MEOIA 
OCCUPATIONS CLUSTER. JUNIOR HIGH 
SCHOOL UNIT. 

QARCv* RQ aeRT 

VT 017 571 344 
MANPOWER DEVELOPMENT OPPORTUNITIES 
IN AMERICAN ECONOMIC LIFE. 



VT 019 883 EO 076 746 386 

TWO VAE SYSTEM MODELS: A MUOEL FOR 
A COMPETENCY-BASED INSTRUCTIONAL 
SYSTEM. COMPETENCY-BASED TEACHER 
EDUCATION SERIES NO. 2. 



VT 019 233 

THE GARMENT INDUSTRY: A UNIT 
THE CONSUMER AND HOME MAKING 
OCCUPATIONS CLUSTER* JUNIOR HIGH 
SCHOOL UNIT FOR GRADES 7-9. 



373 



IN 



tflCMtt$ « JUDITH 
VT 019 224 

CHILD care: the 



BABYSITTER. 



VT 016 690 

MODULAR INSTRUCTION IN AUTOMOBILE 
BODY REPAIR VOCATIONAL TRAINING. 

£Jifl£li£T T x«il£ibN-i3A 
VT 019 341 

A CURRICULUM GUIDE FOR MACHINE 

TOOL TECHNOLOGY. 

DADE COUN TY PUPLIC SCHO OL^. MIAMI > 

PLAi »IVi OF H^TftUCTrONi 

VT 017 669 

ART education: CARTOONING WITH 
FLICK (TENTATIVE COURSE OUTLINEI. 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE QUINMESTER PROGRAM. 



372 



335 



376 



349 



QAVgNPQRT COMMUNITY SCHOOLS. IQWA> 

VT 017 548 

A GUIDE FOR IMPLEMENTING CAREER 
EDUCATION IN THE DAVENPORT 
COMMUNITY SCHOOL DISTRICT. 

Q^MERS. ALCIDE 
VT 019 337 

A CURRICULUM GUIOE^FOR AUTOMOTIVE 

TECHNOLOGY. 

Q£EABIM£!aT OF AGRICULTUREi 

WASHINGTON. 0,C. CONSUMER AND 

MARKET^ ^ifi SERVic g, 

VT 018 729 

EGG GRADING MANUAL. 



ARMYt WASHINSTQNf 



344 



376 



363 



367 



Q££MTMI 

DaLjl 

VT 019 068 

DENTAL SPECIALIST. TECHNICAL MANUAL. 

DEPARTMENT Of THE N AVY . WASHINGTON. 

D,C. BUREAU QF NAVAL PERSqNNEL. 

VT 017 hOfh 347 
AVIATION SUPPORT EQUIPMENT 
TECHNICIAN H 3 & 2. RATE TRAINING 
MANUAL. 

VT 017 681 350 

SYNCHROf SERVO AND GYRO 

FUNDAMENTALS. RATE TRAINING MANUAL. 
VT 019 139 370 

OENTALMAN* RATE TRAINING MANUAL. 
VT 019 140 370 

ELECTRONICS ADMINISTRATION AND 

SUPPLY. 

VT 019 491 380 
BASIC ELECTRONICS VOLUME 2. RATE 
TRAINING MANUAL. 
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VT 017 702 351 
A GALAXY PLAN FOR CAREER 
PREPARATION. A CONCEPT AND PLAN OF 
ORGANIZATION. 

VT 019 167 370 
CURRICULUM GUICE FOR BEGINNING 
METALS. 

VT 020 634 395 
CAREERS FOR THE *73S. CONSERVATION. 



VT 020 485 

CAREER GUIDES FOR ENTRY 
CCCUPATIONS IN DATA PROCESSING. 



391 



E6U,£LaiR£ JOiiMl^imCQL ■■DISTRlCI.aj, 

VT 020 133 386 
SAMPLE BOOKLET OF CAREER EDUCATION 
GUIOES K*12« EAU CLAIRE* WISCONSIN. 

£CUCATOftS P&0£E£SfS^^£ELL££x,iJi£Ax 

VT 020 279 389 
EutMENTARY TEACHERS GUIDE TO FREE 
CURRICULUM MATERIALS. 

££PECTIV£ L£AKmNG IHin 

VT 018 066 356 
MAKING THE GRACE. 

VT 019 ^69 380 
A DEFINITIVE STUDY OF YOUR FUTURE 
IN SALESMANSHIP AND SALES 
MANAGEMENT. CAREERS IN DEPTH 
SERIES. 

VT 020 48a 391 
CAREER GUIDES FOR ENTRY 
OCCUPATIONS IN DENTAL HEALTH. 

£«^.ilDUtiIl^a££aLLQ£^L.^tii^ 
£AiI-UfiA!ii£jiJ!iAJa 

VT 019 313 375 
PRINCIPLES OF ELtCTRIC WIRING. 

£^AMa.Jiu^A 

VT 017 259 338 
I KNCfcJ A TELEPHONE OPERATOR. A 
COMMUNITY HELPER BOOK, 

££Ji£B^L,AVIAIIQti,ADMlMI5I&AIlflti 
limU WASHINGTQMjt^g.C. FL16HT 

VT 019 a74 385 
REFRESHER COURSES FOR PRIVATE AND 
COMMERCIAL PILOTS. 



££QgaAi.fi££QBilM£mA.££I£fiSmia(tj^}£AA 

VT 016 690 335 

MODULAR INSTRUCTION IN AUTOMOBILE 

BODY REPAIR VOCATIONAL TRAINING. 
VT 016 691 336 

MODULAR INSTRUCTION WELDING— 

VOCATIONAL TRAINING. 
VT 016 692 336 

MODULAR INSTRUCTION— MACHINE SHOP 

VOCATIONAL TRAINING. 



EENTEN,, 
VT 020 490 

THE MAKING OF A POLICE OFFICER. 



392 



£L£tlHifia-MafiAfl£T 

VT 017 675 350 
CAREER MOTIVATION PROGRAM — 1971-72 
EVALUATION. 

£LQ&1QA^TATE DEPTi QT. SDUCATIONi 
lALWAtlASSEEt DIV. DEAJLAUQliAU 

TECHNICAL AND ADULT giUiflAllDtU 

VT 017 922 355 

DISTRIBUTIVE EDUCATION SECOND YEAR 

SERIES. UNIT IV: MAi^KETING IN OUR 

ECONOMY II. 
VT 017 925 355 

THE CGOPERATIVe PLAN FOR 

DISTRIBUTIVE EDUCATION IN 

FLORIDA'S HIGH SCHOOLS. 

FLORIDA UNIV. I GAIN£S^lU£^-£fliLA,fl£ 

ENfi lNEERI^iG. 

VT 017 603 347 
YOU AND THE ENGINEERING PROFESSION. 

FL U I P . -POMFR FOUNDATION. IfN C^. fiARPFN 
CITYf N^Yt 

VT 020 480 390 
FLUID POWER TECHNOLOGY: A 
SUGGESTED 2-YEAR POST HIGH SCHOOL 
CURRICULUM. TECHNICAL EDUCATION 
PROGRAM. 

£Q&L WORTH PUBLIC 5SmflaUj^I£iU 
Q££I^£,CURRI CULUH^ 

VT 017 734 353 
CURRICULAR AND INSTRUCTIONAL 
IMPROVEMENTS — 1970-1971. 

EBAmiN HIGH SCHOOLt-L IV0NIAjlJ1L£Ui. 

VT 019 691 383 

THE FRANKLIN PLAN FOR CAREER 

EXPLORATION AND TRAINING. 

ERANKLIN NORTHEAST SiiEER^liO&jC 

UNBnN, Rir HFQRD. VT. 

VT 019 333 375 
CAREER EDUCATION CURRICULUM 
GUIDELINES A PLAN OF STUDENT 
DEVELOPMENTt GRADES K-9. 
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VT 020 i>52 394 
MANUFACTURING UNIT. INTERHEDIATE 
LEVEL. 

VT 018 262 357 
SOi^E iOENTIFYING CHARACTERISTICS 
OF 60 CROP AND MEEO SEEDS. 

AaAJft.KATtiLlIi 

VT 017 696 350 
BETH DONNISf SPEECH THERAPIST. A 
CAREtrR-KOMANCE FCR YOUNG MODERNS. 

VT 019 662 383 
R^VISEO ELfcMENTARY GUIDE FOR 
CAREER DEVELOPMENT—GRADE ONE. 

VT 016 692 336 
MCOULAR INSTRUCTION—MACHINE SHOP 
VOCATIONAL TRAINING. 

iilLQbii£^Aiiiiimi3J>>aUNLQR HIGH 
^£tiQQLA^AM£AjL FLAi 

VT 019 172 370 
CURRICULUM GUICE AND LEARNING 
packages: HEALTH OCCUPATIONS. 

GEQRUIA SQUTHFRNt CCILL., STATES^pRQ^ 

VT 019 Iba 371 

THE UOKLD OF WORK IN THE 

ELEMENTARY SCHOOL. 

VT 016 553 361 
MEDICAL RECORDS. INSTRUCTIONAL 
UNIT FOR THE MEOiCAL TRANSCRIBER* 
MEDICAL TERMINOLOGY OF THE 
DIGESTIVE SYSTEM. ALLIED HEALTH 
PROFESSIONS PROJECT. 

VT 020 600 394 
FIELD TRIP GUIDE. 

VT 020 331 390 
CAREER EDUCATION RESOURCE GUIDES 
GRADES 1-8. PREPARING FOR THE 
WORLD OF WORK. 

fiRIMESt L«A«i Mm, 

VT 019 543 382 
rOOLS FOR W0CDMCRKIN6 TRADES, AND 
INDUSTRIAL EDUCATION MANUAL. 

fiEOaLi WILLJAM 

VT 018 455 360 
PRECISION INSPECTION MANUAL-1. 



VT 018 944 

BUILDING CONSTRUCTION: SKILLS 
DUTLINEf eEHAVIDRAL OBJECT IVCSt 
INDIVIDUALIZED CURRICULUM. 

HARLANDALg INDgPf^PgNT <;CHQ QL 

iU&iai£Tt SAN ANinNlOx^IfjtA 
VT 019 381 

ELEMENTARY METHODS AND RESOURCE 

GUIDE. 

HARTMAN. WILLIAM 

VT 018 564 

BASIC DRAFTING INSTRUCTIONAL 
UNITS. CURRICULUM MATERIAL. 

HAHAII STATK^fl£PTi QF LAflOa,.AMfl 
muSTRIAU RELATXnM&A,iiQMQUlilix 
a£&£ARCH,.AND STAHSTICS..QFFICE> 
VT 019 037 

LICENSED OCCUPATIONS IN HAWAII. 

VT 017 619 

BUSINESS EDUCATION CURRICULUM 
GUIDE f GRADES 10-12. 

tiStiaERSCNi jOSEPO 
VT 018 461 

SCIENTIFIC GLASSBLOWING 1 AND 2. 

STUDENT MANUAL. 



PAOE 
365 



378 



362 



iilLLlSQNt JOHN Ha 
VT 018 267 

CONSERVATION 

CONSERVATION 

PRACTICES. 
VT 018 268 

CONSERVATION 
VT 018 373 

OCCUPATIONAL 



AIDE Vf ENGINEERING: 
STRUCTURES AND 



AIDE IVt SURVEYING. 



OPPORTUNITIES IN 
ENVIRONMENTAL MANAGEMENT. 

OQQKSi^VANOALYN Lj 

VT 019 279 ED 073 318 

GUIDELINES FOR AN ORIENTATION AND 
EXPLORATION CAREER EDUCATION 
PROGRAM IN MIDDLE SCHOOL/ JUNIOR 
HIGH. 

tlUtAIERt JAMES Ht.i,JRa. 

VT 017 670 

ART: JEWELRY DESIGN I (TENTATIVE 
COURSE OUTLINE). AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMESTER 
PROGRAM. 
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IfiDEPENUEWCE HlfiH SCHMLi KANSi 

VT Old 482 360 

OEVELOPHENTS OF THE 1972 SUMMER 

l«UKKSHOP Or^ SECONOARY EXPLORATION 

Of TkCHNOLOGY UNOEPENOENCE- 

BURLINGTON-SHANNEE HISSIONI. A 

TRIAL 9TH ANO/QR lOTH GRADE 

INDUSTRIAL ARTS COURSE IN 

MATERIALS/PROCESSES* 

VT D19 9!>3 ED 075 637 387 

RbSDURCES FOR CAREER DEVELOPMENT. 

INDIANA UNlV.._flLCQMlNGTQN. SCHOOL 

Oi^mCATIUNi 

VT .017 599 346 
AGRI-BUSINESS EDUCATION: MODEL 
TRAINING PLANS FOR SECONDARY 
COOPERATIVE AGRI-BUSINESS 
EDUCATION. 

VT 017 600 346 
BUSINESS AND OFFICE EDUCATION: 
MOUEL TRAINING PLANS FOR SECONOARY 
CaOPERATIVE OFFICE EDUCATION. 

VT 017 601 347 
HEALTH OCCUPATIONS EDUCATION: 
MODEL TRAINING PLANS FOR SECONOARY 
COOPERATIVE HEALTH OCCUPATIONS 
EDUCATION. 

iNSTRUCTlQNAL nBJgCTIVPS gXCHANCg. 

LOS,Atlfi£ LE S t -LALJJLt 

VT 019 048 365 

BUSINESS education: MOODWORKINGt 

GRADiiS 7-12. 
VT 019 049 366 

BUSINESS EDUCATION: HOME 

ECONCMICSt GRADES 7-9. 
VT 019 051 366 

BUSINESS EDUCATION-SECRETARIAL 

SKlLLSt GRADES 10-12. 
VT 019 052 366 

BUSINESS education: BUSINESS LAWt 

GRADES 10-12. 
VT 019 054 366 

BUSINESS education: MECHANICAL 

DRAVilNGt GRADES 7-12. 
VT 019 055 367 

BUSINESS education: BOOKKEEPFNGt 

GRADES 10-12. 
VT 019 056 367 

BUSINESS education: GENERAL 

BUSlNESSt GRADES 10-12. 
VT 01*9 057 367 

BUSINESS education: GENERAL 

METALSt GRADES 7-12. 



VT 019 370 377 
NATIONAL APPRENTICESHIP POLICY OP 
THE INTERNATIONAL MAILERS UNIONS A 
MANUAL OP PROCEDURES TO BE USED AS 
A GUIDE FOR ESTABLtSHINC LOCAL 
MAILERS JOINT APPRENTICESHIP 
PROGRAMS* 

VT 0 1 7 603 34 7 

YOU AND THE ENGINEERING PROFESSION* 

VT 020 190 309 
THE PROFESSIONAL JOB HUNTING 
SYSTEM! WORLD^S FASTEST MAY TO GET 
A BETtER J0^« 

JENNIWBSi ELEiNQR 

VT 019 269 374 
MOVING PRODUCTS BY LAND 
TRANSPORTATION! A UNIT IN THE 
TRANSPORTATION OCCUPATIONS 
CLUSTER. ELEMENTARY SCHOOL UNIT 
FOR GRADES 2-6. 

VT 019 293 374 
VOCATIONAL DRAFTING CURRICULUM GUIDE. 



KIRTZ. CATMgRIWg M> 
VT 016 765 

HOME NURSING. 

KNOX COUNTY PePTi OF PUBLIC 

INSTRUCTION. KNOXSLILLg^ TgN N,. 

VT 019 772 ED 074 2B9 

A GUIDE FOR IMPLEMENTATION OF A 
CAREER EDUCATION PROGRAMS 
ELEMENTARY GRADES. CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES* 

KOWAliKAt RONALD C> 

VT 018 264 

BUSINESS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. TEACHERS 
MANUAL* 

VT 018 265 

BUSINESS PRINCIPLES OF LANDSCAPE 
SERVICE ORGANIZATIONS. STUDENT 
MANUAL. 

^QMALKfit LINDA 

VT 019 175 

BUILDING MAINTENANCE! BUILDING 
MAINTENANCE MACHINE OPERATOR. 
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365 



397 
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LAEfLXETIE. PARlStt^SCHQQL BOARD, LAi 

VT 017 549 

CAREER EDUCATION RESEARCH AND 
DEVELOPMENT PROJECT. CURRICULUM 
GUIDE. 
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UKfcSHQR6,IEChNlCAL IHM^ 
<MPflnv(;AM. yt&. CARgPR education 

££NI£Ea 

VT 019 705 ED 074 266 384 

CAREER EOUCATtON GUI0E~K->I4« 

ifftANOk UHtQti mCH SCMDQL. QllPfi. 
VT 016 677 335 
METALS AND HECHANICAL CLUStERS# 

VT 017 300 339 

HEN AT WORK IN THE HIDOLE ATLANTIC 

STATES. MEN AT MORK SERIES. 
VT 017 301 339 

HEN AT mOAK in NEW ENGLAND. MEN AT 

NORK SERIES. 
VT 017 303 339 

HEN AT MORK ON THE MEST COAST. HEN 

AT WORK SERIES. 

LIff Qf.^ COtiMTV ^CHQqt,g. HAHLIMh 

VT 019 877 £0 075 611 386 

LINCOLN COUNTY EXEMPLARY PROGRAM 
IN VOCATIONAL EDUCATION. RESOURCE 
UNITS DEVELOPED BY EXEMPLARY 
TEACHERS FOR GRADES 1-12. VOLUME 
I. 

EC 075 612 386 
A SUGGESTIVE RESOURCE UNIT FOR 
LEVELS SEVEN AND EIGHT USING THE 
OCCUPATIONAL CLUSTERS IN CAREER 

VOLUME 11 OF VOLUME I. 
ED 075 613 386 
RESEARCH MODEL FOR LEVELS NINE AND 
ten: LINCOLN COUNTY SCHOOL BASED 
MODEL FOR CAREER EDUCATIONt VOLUME 
111 OF VOLUME U 

VT^OiI bBO*^ '*"*ED^072^308^* 364 
INVESTIGATING CAREER 
OPPORTUNITIES. CURRICULUM GUIDE. 

LQi AIAMQS HIGH^SCHUDLt N> HE;U 

VT 017 619 348 

BUSINESS EDUCATION CURRICULUM 

GUIOEf GRADES 10*12. 

LCS ALAHOS PUBLIC SCBQQLSt Hm HE«> 

VT 017 148 338 

HOME ECONOMICS CURRICULUM GUIDE. 
VT 017 72b 353 

INUJJSTRIAL ARTS CURRICULUM GUIDE. 

HaNE STATE DEPTi,Q£,EDUCATIQNt 

4"riWST^- RiiftPAii nP \/nf.ATfnMAL amh 

AfiliLl.£12ULAIii)tk 

VT 019 360 ED 074 218 377 

CAREER DEVELOPMENT GUIDE FOR THE 
ELEMENTARY SCHCOL. A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS. 



[V OF VOLUME 
VT 019 B7d 



OKIENTATIONt 
VT 019 879 



HIINE STATE DEPT. OF EDUCATinNi 
AUGUST A i BUREAU OF YQCATIQNAi, 
£QUCAUDli 
VT 019 330 

A CURRICULUM GUIDE FOR INDUSTRIAL 

ELECTRICITY. 
VT 019 i37 

A CURRICULUM GUIDE FOR AUTOMOTIVE 

TECHNdLOGY. 
VT 019 341 

A CURRICULUM GUIDE FOR MACHINE 

TOOL TECHNOLOGY. 

MAlME^NIVit PORTLAND^ 
VT 019 330 

A CURRICULUM GUIDE FOR INDUSTRIAL 

ELECTRICITY. 
VT 019 337 

A CURRICULUM GUIDE FOR AUTOMOTIVE 

TECHNOLOGY. 
VT 019 341 

A CURRICULUM GUIDE FOR MACHINE 

TOOL TECHNOLOGY. 

MANCUSQ, JQSPPH J, 
VT 019 313 

PRINCIPLES OF ELECTRIC HIRING. 

MANPOWER ADMINISTRATION IDQUt 

VT 016 781 

HANDBOOK f^OR ANALYZING JOBS. 

MANPOWER ADHINlSTt\ATION IDQDt 

APPRENTICESHIP AND TRAININBi 

VT Die 868 

NATIONAL APPRENTICESHIP STANDARDS 
FOR OPHTHALMIC FINISHER-OI SPENSEA* 

HARPELL, EtAi 

VT 016 092 ED 070 845 

CURRICULUM guide: LIFE SKILLS 

COURSE FOR CORRECTIONS. 

rZENBACH SCHOOL FOR JHF 

WEST TRENTONi fiiJA 
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376 
376 

375 
376 
376 

375 
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VT 016 785 

HOME NURSING. 
VT 019 074 

THE ART TJF PHOTOENGRAVlNGf VOLUME 

TWO* 

HJ^t^g HAtL UN1 V ^« HUNTINGTON, VA^ 

DEPT> of VQpATIONAL-TEtmiltAL 
eOUCATION^ 

Vt 019 540 ED 074 255 

EDUCATION FOR REALITY: IN-SERVICE 
DESIGN FOR TEACHER ORIENTATION IN 
CAREER EDUCATION. 
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HARVIN PIT.T.HAN SCHOOL i .SIAIEiflOaQji 

VT 019 Ida 371 
THE HORLO OF WORK IN THE 
ELEMENTARY SCHOOL. 

miLMiQ^^Mi D££U OF EQU£AUOMx 
aALIlMflREi DEPIjLJJ£,,V.OCAIIQllAL-AMfl 

VT 017 :>15 341 
agriculture: CAREERS THAT IMPROVE 
THE QUALITY OF LIFEt RESTORE THE 
ENVlRONMENTf FEEO THE WORLD. 

amUIAHSt MARgQ 

VT 017 320 340 
LET'S GO TO BUILD A HIGHWAY. LET*S 
GO SERIES. 

VT 019 704 EO 074 365 364 

GUIDELINES FOR CAREER AWARENESS. 



MISSQUR! STATg PgPT. QP gPUCftT^Q'^t 

JEFLSRSQN C1TY> , BUSlMESi^AMD OFFICE 

EQU CATlflN <IPCT1Q N> 

VT 017 630 348 
BUSINESS AND OFFICE EDUCATION IN 
MISSOURI. 

VT 017 657 355 
GENERAL OFFICE TRAINING. A GUIDE 
FOR TEACHERS TO HANDLE SPECIAL 
PROBLEMS IN BUSINESS EDUCATION. 
TENTATIVe REPORT. 

382 



VT 019 680 

REVISED ELEMENTARY GUIDE FOR 
CAREER DEVELOPNENT--GRADE THREE. 
VT 019 681 383 
REVISED ELEMENTARY GUIDE FDR 
CURRICULUM DEVELOPMENT—GRADE FIVE% 
VT 019 682 383 
REVISED ELEMENTARY GUIDE FDR 
CAREER DEVELOPMENT—GRADE ONE. 



i3[;hPHIS,CITy .SCtiCflL-i 

VT 019 683 

A CURRICULUM GUIDE FOR CAREER 
ORIENTATION AND EXPLORATION IN THE 
JUNICR HIGH SCHOOL. 



tinQREi ALLEN 
383 VT 019 525 ED 075 576 

SUPPLEMENT TO ABSTRACTS OF 
INSTRUCTIONAL MATERIALS FOR CAREER 
EDUCATION. 



381 



llfcBgHI SJ:m^£idflflL,.il^TtJljt.I£tiM^ 

VT 017 522 342 
"CAREER AWARENESS** IN THE 
ELEMENTARY GRADES. INSTRUCTIONAL 
TELEVISION TEACHER'S GUIDE FOR 
GRADES FOUR* FIVE AND SIX. 

iiHUNSHICKt NjJji 

VT 019 237 373 
ART ANij DESIGN— PAINTERSf VOLUME IV. 

VT 019 239 373 
ART AND DESIGN— PAINTERSf VOLUME I. 

iai^^SlSiSIPPl SIAT.E DERTi OF 

EDUfcATIONf ,JAPt^sp[v>, ^iv, OF 

YLCATIpNAL AND TEQH^^^CAL EDUCATION, 
VT 019 364 377 
HANDBOOK FOR LOAN TELLER. OFFICE 
SIMULATION: INTEGRATED PROJECTS 
FOR CLERICAL OFFICE PRACTICE. 

iiiisissiepi..siAi£^majj£AA ,siAt& 

££LL£i>Et CURRICUmtLCOQRDINATlMfi 

VT 019 364 377 
HANDBOOK FOR LOAN TELLER. OFFICE 
SIMULATION: INTEGRATED PROJECTS 
FDR CLERICAL CFFICE PRACTICE. 



MQRTQN, ALgXAMQgR TLARK 

VT 019 134 369 
THE 1972-73 AIRLINE GUIDE TO 
STEWARDESS CAREERS. 

MURPHY> PA TRICIA 

VT 019 908 ED 075 621 387 

TEACHING FDR EMPLOYABI LITY. 

NATIONAL HIGHWAY TRAFFIC SAPgTY 
AOMlNfSTRATinN IDQTI. WASHINGTON, 

VT 019 ^97 375 
POLICE TRAFFIC SERVICES BASIC 
TRAINING PROGRAM INSTRUCTOR'S 
LESSON PLANS. VOLUME 2 OF 3. 

MAT^nfjftL JOINT APPRENTICESHIP AND 

gLfcCT RICAL INDUSTRY. WASHlNGTONt 

VT 019 372 378 
NATIONAL APPRENTICESHIP AND 
TRAINING STANDARDS FOR THE 
ELECTRICAL CONTRACTING INDUSTRY. 

NAVAL SUPPLY SYSTEMS CQHHANflx 

WASHING TON. 0>C> 

VT 016 851 363 
FOOD SERVICES OPERATIONS. 

fg^VAL TRAINING CQMMAMQ. WASHINGTON. 

VT 018 070 356 
AVIATION ORDNANCEMAN 1 AND C. RATE 
TRAINING MANUAL. 
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VT 018 071 356 

AVIATION STRUCTURAL MECHANIC E 3 

ANU 2. RATb TRAINING MANUAL. 
VT Oia 36!> 359 

HULL MAINTENANCE TECHNICIAN I L Cm 

RATc TRAINING MANUAL. 
VT 020 616 395 

AVIATION BOATSWAIN'S HATE E 3 AND 

2. KATE TRAINING MANUAL. 
VT 0^0 63b 395 

AVIATION MACHINIST'S MATE Jl AND 

C. RATE TRAINING MANUAL* 

NAVAL TRAiNlNCSbPPQRT COMMAND, 

VT Old 529 361 
DENTAL TECHNICIAN 1 AND C. RATE 
TKAIMNG MANUAL. 

UEALx-lOiLIAtLlA 

VT 019 772 ED 074 289 365 

A GUIDE FOR IMPLEMENTATION OF A 
CAREER EDUCATION PROGRAM: 
ELSMENTAKY GRACES. CONTEMPORARY 
CURRICULUM FOR CAREER DEVELOPMENT 
SERIES. 

b[£MQA,^ATE C£EI» OF EDUCATIQUa 
QABSQN ClTYft P>V/> OF 

WprAT ICNAL->TgCHNIC AL, AND , AQULT 
ffULAliOtiA 

VT 017 572 344 
ADVISORY COUNCILS ARE ESSENTIAL TO 
VUCATiONAL EDUCATION PROGRAMS IN 
NEVADA. 

VT 019 080 EO 073 296 368 

CAREER CENTERED CURRICULUM 
WUKKSHOP HANDBOOK. 

VT 019 119 369 
CAREER RELATED INSTRUCTIONAL 
PROCEDURES f K-3: EARLY CHILDHOOD 
AND primary; 4-5: INTERMEDIATE. 

h^W J£RSgY STATE DEPT. OF EDUCATION^ 

I&£hICIi^ DiVi CE,ia&ALLQtiAL 
UIUCAIIONa 

VT 016 785 337 

HUME NURSING. 
VT 017 530 343 

DOCTORAL DISSERTATIONS CONCERNING 

CAREER EDUCATION* 1960-1971. 
VT 018 944 365 

eUIilDING construction: SKILLS 

UUTLINEt BEHAVIORAL OBJECTIVESi 

INDIVIDUAL UEO CURRICULUM. 
VT 019 038 365 

OPERATION OF OIL BURNING EQUIPMENT 

AND INCINERATORS. AIR POLLUTION 

CONTROL: COURSE OUTLINE AND LESSON 

PLANS. 

VT 019 074 368 
THE ART OF PHOTOENGRAVING, VOLUME 
TWO. 



VT 019 237 
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ART AND DESIGN— PAINTERS* VOLUME IV. 
VT 019 239 373 

ART AND DESIGN—PAINTERS, VOLUME I. 
VT 019 313 375 

PRINCIPLES OF ELECTRIC WIRING. 

NORTH CAROLINA STAJ E BOARD QF 
EDUC ATICN. RALi:iGH, AGRICULTURAL 

TECHNOLOGY ePUfiAIintLSEmOMA 

VT 018 563 362 
ORNAMENTAL HORTICULTURE I 7051 AND 
ORNAMENTAL HORTICULTURE II 7052. 

fiQRTH D AKOTA STATg ftOARD FO R 

VQCATy O NAL EDUCATiqN. BISMARCKft 

VT 020 500 392 

GUIDELINE OF CAREER EDUCATION 

ACTIVITIES. JUNIOR HIGH HOME 

ECONOMICS. 

VT 020 501 392 
GUIDELINE OF C AREER • E DUCAT ION 
ACTIVITIES. ELEMENTARY. FIRST. 

NORTH DAKOTA STATP UNIV,« FARGO. 

VT 019 908 EO 075 621 387 

TEACHING FOR EMPLOYABlLITY« 



NORTH SHQR^ CQMMpNl Ty COLL.. 
BEVERLY. MAS S> 

VT 019 338 376 
TECHNIQUES USED IN SEEKING 
employment: course SYLLA8US. 
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jioaioN-i 

VT 019 231 

CAREER EDUCATION FOR NORTON ClTY 
SCHOOLS: ELEMENTARY CURRICULUM 
GUIDES. 

NOW CAREER CEN.'ER. ARMORY, MAINE, 

VT 019 288 374 

NOW CAREER EDUCATION FIELD TRIP 

GUIDELINES. 

NOW RESOURCECENTER, ARMORY. MAINE, 
VT 019 289 374 
NOW CAREER EDUCATION FILM LIST 



Q>KANP* PICK 

VT 020 476 390 
THE MAKING OF AN AIRCRAFT MECHANIC. 

Q'REILLEYt tflLLI/tfl 

VT 019 237 373 
ART AND DESIGN — PAINTERS* VOLUME IV. 

VT 019 239 373 
ART AND OESIGN~PAlNTERSf VOLUME I. 
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VT 019 393 379 

ENVIRONMENTAL HEALTH AND SAFETY IN 

THE CUNSTKUCTION INDUSTRIES: 

COURSE 302. 
VT 019 394 

ENVIRONMENTAL HEALTH AND SAFETY IN 

THE CONSTRUCTION INDUSTRIES: 

COURSE 303. 
VT 019 39S 

ENVIRONMENTAL HEALTH AND SAFETY IN 

THE CONSTRUCTION INDUSTRIES: 

COURSE 30^* 
VT 019 396 

ENVIRONMENTAL HEALTH AND SAFETY IN 

THE CONSTRUCTION INDUSTRIES: 

COURSE 305. 
VT 019 397 

ENVIRONMENTAL HEALTH AND SAFETY IN 

THE CONSTRUCTION INDUSTRIES: 

COURSE 301. 

VT 017 533 343 
GENERAL BUSINESS: BUSINESS 
EDUCATION CUKRICULUM GUIDE. 
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379 



379 
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INST RUCTION AL MATERIALS FOR USE 
hITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 



abm_siAi£_uNiVi>j 

£CB- VOCATIflJ^AL-Ai^P TfcCHNlCAL 
£iiUCAIIQN« 

VT 017 i)l7 341 
ROLES AND PURPOSES OF HOME 
ECONOMICS EDUCATION WITHIN THE 
TOTAL SCOPE OF VOCATIONAL 
EDUCATION <PROFESSOK»S SECTIONJI^ 

VT 019 525 EO 075 576 381 

SUPPLEMENT TO ABSTRACTS OF 
INSTRUCTIONAL MATERIALS FOR CAREER 
EDUCATION. 

CHIP STATE UNIV^_. COLUMBUS. D EP T. OF 
A6&itmLTURAl £mi£AIJJflIii. 

VT 018 262 357 
SOME IDENTIFYING CHARACTERISTICS 
OF 60 CROP AND WEED SEEDS. 

VT 018 264 357 
BUSINESS PRINCIPLES OF LAND'SCAPE 
SERVICE ORGANIZATIONS. TEACHERS 
MANUAL. 

VT 018 265 357 
BUSINESS PRINCIPLES OF LANDSCAPE 
SE'RVICE ORGANIZATIONS. STUDENT 
MANUAL. 

VT 018 267 358 
CONSERVATION AIDE Vt ENGINEERING: 
CONSERVATION STRUCTURES AND 
PRACTICES. 

VT 018 26b 358 
CONSERVATION AIDE IVt SURVEYING. 



VT 018 373 

OCCUPATIONAL OPPORTUNITIES IN 
ENVIRONMENTAL MANAGEMENT. 

VT 018 376 

feeds:' TEACHER'S MANUAL. 
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qKLAHQMA pQ MNQ Jt^ h ealth career s t 
OKLAHOMA CITY. 

VT 018 863 364 
HEALTH EDUCATIONAL PROGRAMS OF 
OKLAHOMA. 

OKA>AtiOHA STATE BQARB^QF VQCATIQNAt 

AND TECHNICAL EDUCATigNi STIUWATER. 

VT 019 406 380 

HOME ECONOMICS I: BASIC COREt 

NINTH GRADE* 

OKLAHOMA STATE DEPT. OF VOCATIONAL 

AND TECHNICAL E Dl^PAT ^QN. STitLWATgR. 

VT 018 564 362 

BASIC DRAFTING INSTRUCTIONAL 

UNITS. CURRICULUM MATERIAL* 

gipggNt LEVENE A> 

VT 019 540 ED 074 255 381 

EOU CATION FDR R EALITY: IN-SERVICE 

DESIGN FDR TEACHER ORIENTATION IN 
CAREER EDUCATION. 

OMAH A PUBLIC S CHDOf^S, NEB^* OBPX^ Of 

^£AHQNAL ANP ADULT EDUCATIONa 

VT 016 658 334 

communications: INDUSTRIAL 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION* 
VT 017 516 341 

OFFICE practice: BUSINESS 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 519 341 

manufacturing: INDUSTRIAL 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 52JJ 3« 

CONSTRUCTION: INDUSTRIAL EDUCATION 

CURRICULUM GUIDE. INSTRUCTIONAL 

MATERIALS FDR USE WITH 

DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
VT 017 533 343 

GENERAL BUSINESS: BUSINESS 

EDUCATION CURRICULUM GUIDE. 

INSTRUCTIONAL MATERIALS FOR USE 

WITH DISADVANTAGED STUDENTS IN 

VOCATIONAL EDUCATION. 
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VT 017 2»56 344 

Shorthand: business education 
curriculum guide. instructional 
materials fdr use with 
oisadvantageo students in 
vocational education. 

VT 017 574 345 
ORNAMENTAL HORTICULTURE t A^RI-- 
BUSINESS CURRICULUM GUIDE. 
INSTRUCTIONAL MATERIALS FOR USE 
WITH OISADVANTAGEO STUDENTS IN 
VOCATIONAL EDUCATION. 

VT 017 576 345 
SOIL SCIENCE AND PLANT TECHNOLOGY: 
AGRI-BUSINEiSS CURRICULUM GUIDE. 
INSTRUCTIONAL MATERIALS FOR USE 
WITH DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 

VT 017 637 349 
power: INDUSTRIAL EDUCATION 
CURRICULUM GUIDE. INSTRUCTIONAL 
MATERIALS FOR USE WITH 
DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. 

QRANSE..£aUNTY £U£LIC SCHQOLSi 

VT 019 144 370 

HORTICULTURE: GREENHOUSE AND 

NURSERY EMPLOYEE. 
VT 019 175 371 

BUILDING MAINTENANCE: BUILDING 

MAINTENANCE MACHINE OPERATOR. 
VT 019 224 372 

CHILD CARE: THE BABYSITTER. 
VT 019 255 373 

THE GARMENT INDUSTRY: A UNIT IN 

THE CONSUMER AND HOMEMAKING 

OCCUPATIONS CLUSTER. JUNIOR HIGH 

SCHOOL UNIT FOR GRADES 7-^9. 
VT 019 256 373 

WORKING FOR A NEWSPAPER: A UNIT IN 

THE COMMUNICATIONS AND MEDIA 

OCCUPATIONS CLUSTER. JUNIOR HIGH 

SCHOOL UNIT. 
VT 019 269 374 

MOVING PRODUCTS BY LAND 

TRANSPORTATION: A UNIT IN THE 

TRANSPORTATION OCCUPATIONS 

CLUSTER. ELEMENTARY SCHOOL UNIT 

FOR GRADES 2-6. 



QRgGQfi STATE BOARD QF EDUCATIf^, 

<iLLhH^ DIV. OF COMMUNITY CQLLgfigS 

4 ND <;^REER EDUCATION^ 

VT 020 660 

HOUSEKEEPING METHODS ANO 
MATERIALS. OREGON CUSTODIAL 
TRAINING PROGRAM. 



PARKSt DAVE 

VT 019 175 

BUILDING maintenance: BUILDING 
MAINTENANCE MACHINE OPERATOR. 
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OWgMSBilRQ EXTENSION CENTER. KY. 
VT 019 704 ED 074 265 

GUIDELINES FOR CAREER AWARENESS. 
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PENNSVLVANU STATf DEPT> QF 

gPUCATI^N. MARRISBURG. 

VT 020 482 391 
GUIDELINES FOR AVIATION EDUCATION 
IN SCHOOLS OF PENNSYLVANIA WITH 
ANNOTATED TEACHER'S COURSE OF 
STUDY AND PLANNING CHART. 

PgNNSyLVANlA. STAIE,ttEPT. QF JUSTICei 

HARRISBURfii BUREAU QF CORRECTION^ 

VT 020 507 392 

CONSTRUCTION CLUSTER VOLUME I. 

WOOD STRUCTURAL FRAMING. 

VOCATIONAL EDUCATION PROGRAM OF 

STUDIES. 

VT 020 508 393 

CONSTRUCTION CLUSTER VOLUME II. 

MASONRY WORK. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 509 393 

CONSTRUCTION CLUSTER VOLUME III. 
"Pi:ClMBING.~VOCATIONAL~~EOUCAT10N 

PROGRAM OF STUDIES. 
VT 020 510 393 

CONSTRUCTION CLUSTER VOLUME IV 

CONCRETE WORK. VOCATIONAL 

EDUCATION PROGRAM OF STUDIES. 
VT 020 511 393 

CONSTRUCTION CLUSTER VOLUME V. 

ELECTRICAL. VOCATIONAL EDUCATION 

PROGRAM OF STUDIES. 
VT 020 512 394 

CONSTRUCTION CLUSTER VOLUME VI. 

AIR CONDITIONING ANO 

REFRIGERATION. VOCATIONAL 

EDUCATION PROGRAM OF STUDIES. 
VT 020 513 394 

CONSTRUCTION CLUSTER VOLUME VII. 

HEATING ANO VENTILATION. 

VOCATIONALEOUCATION PROGRAM OF 

STUDIES. 

PERFORHANCE QYNAHICSt INCi VERONAx 
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VT 020 190 

THE PRDFES51XJHAC JTJB HUNTING 
system: WORLD'S FASTEST WAY TO GET 
A BETTER JOB. 

PIKEVILLE tNQEPENPENT SCHQQl 

pijlTR^CT, KY« 

VT 019 702 

SAMPLES OF CAREER EDUCATION 
CURRICULUM MATERIALS. PIKEVILLE 
EXEMPLARY EDUCATION PROJECT. 
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CHOICE iN CAREER 
"TmE AMERICAN WAV.* 
BY ChuICc instead Of 
6V C:UNC€. 



VT Old 376 

FbEDS: TEACHER'S MANUAL. 
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PQftTLANL PuriLiC 

VT 017 707 

ELEMENTARY CARbEk 
nI Th AmARENESS. 
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EDUCATION STARTS 



VT 017 !>7l 3^^ 
MANPCnER UEVELOPHENT OPPORTUNITIES 
IN AMEklCAN ECONOMIC LIFE. 



360 



VT Old :>u:> 

The BACK-TU-mORK HANObOOK FOR 
HuUSttolVES. A COLLIER BOOKS CAREER 
GUIDE. 

£h£^IlJtN t.MhU HUAftO Uf EDUCATIOtU 

vT 019 Ml 
Jhz hMtcL OF opportunities: 
AKEKICAN SruOUSt VOCATIONAL 
CUKRICULUI UNITS. A HANDBOOK FOR 
TLACHcRS. 

VT iiii 7j9 3^4 
FACING I'ACTS AtOuT CAREER 
U^PUHTUMTIES FOR THE HIGH SCHOOL 
Gf^ACoATLi A GUIDE FJR STUDENTS AND 

theih parents. 

VT oI7 741 354 
FACING FACTS ABCuT YOUR COLLEGE 
CAKEER: a (.UIQc for STUDENTS* 
COUNCELGRS Ai^C PARENTS. 

PUrfLlC HL ^^fH ^gftVlfcg | DHEyl. 

VT Oif o47 365 
SPtClAL PROJECTS FJR IMPRO/EMENT 
IK NURSE TRAINING. 

VT OiO odi 396 
CAKEER EOUCATICN PROGRAM. KAOfORO 
CITY SCrtJULS (FOi^TY THREE 
INSTRUCTIONAL LNITSi GRADES K-7 
ANJ INTtkMtrDIATE EDUCABLEI* 

athAatnTAHUN^t&u&LH pQUhaAiiatu 

fcLHLI^fci ALA> 

VT 016 709 337 
iNTMUUUCTIONS. A SELF- 
INSTRUCTIONAL PROGRAM. 
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VT 017 150 336 

INTRODUCTION TC TABLE MANNERS. 

LESSON V OF LIVING SMLLS SERIES. 
VT 017 151 336 

USING DECIMALS* LESSON I OF MATH 

SERIES. 

REHA6IL I TATIQN RgSgAR C^i FQUNDfTIQN, 
gLMtlkt:, ALA. MATgR!4L^ DgVFLQPMgMT 

VT 016 673 3)4 

TOOLS ItNO AREAS. LESSON I Of 

THEORY SERIES. 
VT 016 697 336 

THE BAR8ER*S 4 PREPARATORY STEPS. 

LESSON n OF THEORY SERIES, 
vr 016 707 336 

ESTIMATING BRICK COURSES. 

&£lS0OftFi PATRICIA 

VT 017 320 340 
LET'S GO TO 6UIL0 A HIGHWAY. LET'S 
GO SERIES. 



VT 017 636 346 
INDEX Of EMPLOYMENT OPPORTUNITIES. 
VOL. I> PROFESSIONAL CAREERS 
EDITION. CAREER RESOURCE SERIES. 

VT 016 536 ED 072 203 361 

INDEX OF OPPORTUNITY IN NURSING 
AND ALLIED HEALTH PROFESSlONSt 
1972. 

RMlIQP t^t , A^iQ rrQU a, ?K Q i l ^^^f rf t 

CliRfcft;p^UM Rg&QURCP^ CE NTER^ 

VT 019 340 ED 073 324 376 

ANNOTATED 6I6LIOGRAPHY ON CAREER 

EOUCATIOfJ. 
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Ric;HgY, 

VT 019 663 EC 076 746 366 

TiriO VAE SYSTEM MODELS: A MODEL FOR 
A C0MPETENCV*-6ASED INSTRUCTIONAL 
SYSTEM. COMPETENCY-BASED TEACHER 
EDUCATION SERIES NO. 2. 

RQBrR T^CW^ Jf(;K E. 

VT 019 527 361 
YOUR ATTITUDE IS SHOWlNOf 
ASSIGNMENT MANUAL AND ANSWER 600K. 

VT 016 200 334 
INTRODUCTION TO ALLIED HEALTH 
CAREERS. STUDENT'S MANUAL. 



VT 020 467 

CAREER GUIDES FOR ENTRY 
OCCUPATIONS IN 6ANi<ING. 
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RUTGERS. THE STATg UNIV., Ngy 

BRUNSWiCKi N»Jju,£URRICULUf1 LABi 

VT 016 785 337 

HOME NURSING. 
VT 018 455 360 

PRECISION INSPECTION HANJAL^l. 
VT 018 461 360 

SCIENTIFIC GLASSBLOWING 1 AND 2. 

STUDENT MANUAL. 
VT Old 944 365 

BUILDING CONSTRUCTION: SKILLS 

OUTLINEt BEHAVKORAL OBJECTIVES! 

INDIVIDUAL ZZED CURRICULUM. 
VT 019 038 365 

OPERATION OF GIL BURNING EQUIPMENT 

AND INCINERATORS. AIR POLLUTION 

CONTROL: COURSE OUTLINE AND LESSON 

PLANS* 

VT 019 074 368 
THE ART OF PHOTOENGRAV INGf VOLUME 
Two. 

VT 019 237 373 
ART AND DES IGN— PAINTERSt VOLUME IV. 

VT 019 239 373 
ART AND DESIGN— PAINTERSt VOLUME I. 

VT 019 313 375 
PRINCIPLES OF ELECTRIC WIRING. 

aUTKEVICHt f1^AA,£JLL 

VT 017 573 345 
THE CAREER PLANS QF YOUTH. 

fi Yf^ f Vff CHARLES Ha 

VT 019 360 ED 074 218 377 

CAREER DEVELOPMENT GUIDE FOR THE 
ELEMENTARY SCHOOL. A GUIDEBOOK FOR 
TEACHERS AND GUIDANCE COUNSELORS. 

SAaiATtHEhAN NfchSTfSiRTt ItiCi i, .PRINCS 

VT Old 092 ED OTO 845 357 

CURRICULUM GUIDE: LIFE SKILLS 

COURSE FOR CORRECTIONS. 
VT 020 009 ED 075 648 388 

INTRODUCING THE SMALL BUSINESS 

MANAGEMENT COURSE* 



VT 020 500 392 
GUIDELINE OF CAREER EDUCATION 
ACTIVITIES. JUNIOR HIGH HOME 
ECONOMICS. 

VT 020 501 392 
GUIDELINE QF CAREER EDUCATION 
ACTIVITIES. ELEMENTARY. FIRST. 

mSLQEMSl^^INC^ilSS^ N«Ya 
VT 018 066 356 
MAKING THE GRADE. 

SHAWNEE MISSION PUBLIC SCHOOLS, 

VT 018 482 360 
OEVELOPMEfiTS OF THE 1972 SUMMER 
WORKSHOP QF SECONDARY EXPLORATIOf^ 
OF TECHNOLOGY CINOEPENDENCE- 
BURLINGTON-SHAMNEE MISSION I. A 
TRIAL 9TH AND/OR lOTH GRADE 
INDUSTRIAL ARTS COURSE IN 
MATERIALS/PROCESSES. 

SHRQCK. CHARLES E. 

VT 016 691 336 
MODULAR INSTRUCTION WELDING — 
VOCATIONAL TRAINING. 

StMSff JIM 

VT 019 144 370 
HORTICULTURE: GREENHOUSE AND 
NURSERY EMPLOYEE. 

S , H^ TH « WILtlAtjl , Jb 

VT 020 482 391 
GUIDELINES FOR AVIATION EDUCATION 
IN SCHOOLS OF PENNSYLVANIA WITH 
ANNOTATED TEACHER'S COURSE OF 
STUDY AND PLANNING CHART. 

SQULE* EDNA 

VT 019 681 383 
REVISED ELEMENTARY GUIDE FOR 
CURRICULUM DEVELOPMENT— GRADE FIVE. 



VT 017 669 349 
ART EDUCATION: CARTOONING WITH 
FLICK (TENTATIVE COURSE OUTLrNEl. 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE QUINMESTER PROGRAM. 

IfctiLulii JOYCe E> 

VT 017 669 349 
ART EDUCATION: CARTOONING WITH 
FLICK (TENTATIVE COURSE OUTLINE I. 
AUTHORIZED COURSE OF INSTRUCTION 
FOR THE QUINMESTER PROGRAM. 



SOUTH BEND COMMUNITY SCHOOL CORP .. 

VT 019 167 370 
CURRICUIW GXJTOE FOR BEGINNING 
METALS. 

SQUTH>>W ^STERN CITY gr.HQQL DISTRICT. 

GROVE CITYf QhlQm 

VT 020 552 394 
MANUFACTURING UNIT. INTERMEDIATE 
LEVEL. 

SJANE^C. MUft lgt 

VT 017 278 339 
I KNOW A DAIRYMAN. A COMMUNITY 
HELPER SERIES. 
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VT 019 038 365 
QPEKATIDN OF OIL BURNING EAUIPHENT 
AND INCINERATORS. AIR POLLUTION 
control: COURSE OUTLINE AND LESSON 
PLANS^ 

^jfifcAiiai aiiiY fit 

VT 019 i>^2 382 
SUPERVISED STUOY GUIDE ff^OR 
MACHINIST (600.2801, ASSIGNMENT 
TESTS AND ANSWER BOOK. 

VT 017 642 349 
THE NEN WORLD CF CONSTRUCTION 
ENGINEERING^* THE NEW WORLDS SERIES. 

VT 020 475 390 
HOW DO ThEY RUN IT? 



VT 0^0 279 

ELEMENTARY TEACHERS GUIDE TO FREE 
CURRICULUM MATERIALS. 
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VT Oia ^83 
HAi^DBQOK FOR 



ED 073 241 
SELF-EVALUATION OF 
PROGRAMS AND SERVICES TO THE 
CISAOVANTAGEO AND THE HANDICAPPED 
AT COMMUNITY COLLEGES UNDER THE 
VOCATIONAL EDUCATION AMENDMENTS OF 
1968 (PUBLIC LAW 90-576). 
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[LADELPHIA^ PAa 
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fcii^JER FOR SOCIAL POLICY -Aiia 

LQMI^UNnY , QfeVELflBtlEUlA 

VT 017 598 

MODEL CURRICULA AND TRAINING 
TECHNIQUES FOR USE IN TRAINING 
PARA-PROFESSIONAL EMPLOYEES OF 
PUBLIC HOUSING AUTHORITIES. 



ia^£^SEE STATE BOARD FQ& VQCATIQNAL 
££iiaAHQNt NASHVlLLEt 

VT 017 615 348 
A COURSE OUTLINE FOR AIR 
CONDITIONING AND REFRIGERATION. 



VCCATIpNAL-TECHNICAL EnUCATlQN. 

NASHVILLE. 
VT 017 709 

PROJECTS SIMULATION OF OFFICE. 

PROCEDURES FOR VOCATIONAL OFFICE 

EDUCATION. 



imS,£miLAT,IQN AiiENCYi AUSTIN. 

VT 019 542 

SUPERVISED STUOY GUIDE FOR 
MACHINIST (600.2801, ASSIGNMENT 
TESTS AND ANSWER BOOK. 
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DEPT> np OtCUP AT IQMAL^AND.., TECHNICAL 
EDUCATION^ 

VT 019 543 382 
TOOLS FOR WOODWORKING TRADESt AND 
INDUSTRIAL EDUCATION MANUAL. 

TEXAS, UNiyat AUSTIN^ PlVi QF 
EXTENSION 

VT 019 S27 381 

YOUR ATTITUDE IS SHOWINGt 

ASSIGNMENT MANUAL AND ANSWER BOOK. 
VT 019 542 382 

SUPERVISED STUDY GUIDE FOR 

MACHINIST (600 .2801 V ASSIGNMENT 

TESTS AND ANSWER BOOKo 
VT 019 54^3 382 

TOOLS FOR WOODWORKING TRADESt AND 

INDUSTRIAL EDUCATION MANUAL. 



TREAnWFLLt DONNIE E> 
VT 019 135 

CURRICULUM GUIDE FOR AUTO 

MECHANICS, 1972. 

TWIN^f^G. PETER 

VT 019 338 

TECHNIQUES USED IN SEEKING 
EMPLOYMENT: COURSE SYLLABUS. 

miU£D..HPSPITAL FUNft^OE MEM YORKx 

Nj^Y» 

VT 017 706 

HEALTH CAREERS: TRAINING PROGRAMS 
IN NEW YORK. 
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